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*" Should In' of great value as a wmk oi : > !' J i n* <•, t- -U; 

■to the oil industry and ai •" <«• tIi!l *' (,, i >4 > 

development and Uses of Ilia pelioi eieam- l ■: >. 

‘‘ I'd an industry, sueh a . aviation. who >■ h ■■ lv- 1 i 
liquid fuel, the Mtbjei t is ohviotr.lv.-1 r.ioat imp.-i t.-.n-• - i 

the book contains an immense aim mid bf ml. a m its 11 : ■■ L 

it would he diflicult to find chew brie • .... 
is a mine of knowledge on its subject Tcuna. > - 
Royal Aeronautical Society. 

“ It is mainly of interest fmm tin- point "I v;< w * .1 fie- 
high speed petrol engine amt .is a petn i.il ti.ati t- on fh<- 
subject is ot great value. lie - ‘.i-ioih! volume will t«*o 
rentrate on the piopeities ol niotoi Juel-, ami tm bide 
chapters dealing with oil suitable hu 1 h.--.* 1 einum-s 
1 IT.'of Shtf 

" Here isa wm k which inu-.f be Jig-iid.-d a-. * *1 flu i;i.-.it>- ■ 
import.utee to eveivone m the *nl itidie.fiv and oj ...n 
sidcrable value also to consum.-p. ■•{ ibe jndu-.f i\ piodu* t-. 
The extraordinarily japid developin' of and pos-ie-.-, .<! 
the internal combustion eicoue 1*.* ■ «>wh In ii made foil*, 
possible because id the <*|ini.d.l!l a.’ivitv t am* d out m 
research lahoiatoiie*.,'" Man.he-: t ’ ,u.n.it.tts t i»*i«rf, 

We cannot had wmds adequate f«< rxp»«-v. t.* thc-,.- 
British petroleum tei hfiolopist-, the l« t» it! they have < >>n 
ferred nil their nullifies by the. m>>tltllllr|itat mhwv, '■*. 
ably executed. We look hiiuatd t” i* .ulitii; volume II 
with as iiitieh int*ie-.t a-, the tit : has given " J hr Reft,* 
latrn Timet. 

" The mote one l*-,uls this bi.uk the mole 1 !u;i.t'.-.lln: it 
is. Speaking genet.illV, there up;»-.n•• u> In* a l.ity.i t pi*. 
poltioU of new Jll.lttel Hi It than 111 ativ ofhrt b* ok .-n tie- 
subject . . . The book is one ol who h the anilea-, m.t\ 
well lie proud and i . .watted «4 a wide w« b mm- ' t >i. Xru -. 

Rural Sru, 5^4 />.».v 1, 14 ■; ft ‘utc. 
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1 iiWK special pleasure in writing this foreword beeunse 1 liav >■ Imttj 
kin >w n i he \til Imrs :ii i < I ha sc taken a >;reat interest in t In ir pubiieut a ms 
on pet roleutn sul>jee! s. 

It is rat her reinarkahle, in v ievv of tin- preat iuiport:mer of the siil> 
jeet t\ it If which they deal, that so few tint horit at i\e test hooks base 
been devoted to it, and indeed this applies broadly to the siibji et of 
pel I'oleUm teehllolupv as a whole. It is v < TV trite that the state of Ibis 
w it It in f lie industry , I lie ast unis I lit);; dev elopiuenf of new teehniipie and 
the demand fop new and improv ed products inv ohini; t be rapid obsolete 
eenee of so main processes, make it dillielilt tup-t any t him; but a fleet 
iil>: glimpse of the nmreh of propress. The authors have presented a 
work on the subject of mot or fuels t hat contains not unh v cry eompletr 
descriptions of present day teebniijue lint inehtdes also diseiissioits of 
problems t hut will lnninuM edly arise in 1 he fut lire. 

'I’be basic attitude of the book is directed to the modern hij'h speed, 
hipb ellieiettey, internal eonibust ion eupine wbieb hits revolutionized 
demands for motor fuel. Partly due to the iueideiiee of taxation, 
part ly due to its inherent eHicietiey, i Ids t v pe of engine has nudnuhtedly 
eoiiie t o st ay. and t he fuelling o| it basset u variety of problems t hat are 
by no means solved to-day. Alone with this has come a new and im 
proved t eeliiiiipie of enpine t est inp, and at the moment of writ mi; it 
up;tears that praet ienl tmanimit y !hn mahout the world has beep arm ed 
at in de v i lupin;; a iiuiv ersal rapine I esl tup procedure, w hieh is due-to t he 
dev ot ed effort s of special commit tees set up by the Soviet y of A lit ntnot I \ r 
Knpilleers, the AmrriiSS"ii Petroleum Institute, the American Society for 
Testing Materials and the Institution of Petroleum Teelmolm;isis. 
This aehiev emeid is really of t he first importance, and it is probably the 
first lime that there has been a world wide ureeptaner of a testing 
met hod. 

The kiithoi- naturally and reasonably pive \etv considerable 
att eiitiou to the compression iyuil ion engine, a tv pe of prime mover that 
is passuii; from infancy into a very healthy childhood. The peueritl 
ret u imp of mot or fuels is treated iii a t horoiiphly exhaustive way, and nil 
t lie ancillary opera I ions are discussed wit h a decree of ei mi plot eness t hat 
has not hitherto been accorded them. 

Then is not the slightest doubt hut that this work will In- invaluable 
nut only to the retim-i' and the oil industry pern-rally, hut to the con¬ 
sumer, and la day ev cry one of ns comes into one or t he ot her category, 

A. E. UfVSTAN, 

Chief Chemist, 

liriUlnnw llnu;;\ i‘,A Alljflo* Persian Oil Co., l.td. 
.huiutiri/, I 
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Tutsan arc probably few branches of 1 eehimlogy which ran show si> much 
progress in lh<* past few years ns t hut covering! hr productinn nf furls fur 
internal combustion engines, booking buck on old luborutory eertih- 
oatcs of tests for petrols it will he seen that the tests determined were : 
density, distillation characteristics, colour, odour, water content, sir. 
pended matter and colour of distillation residue. Such details were 
considered sufficient lor the evaluation of a petrol years ago, but at the 
present time when automotive engines operate at high efficiencies and 
high compression ratios such tests are inadequate. Such properties as 
ant i-luioek value and gumming tendencies are now of prime importance, 
while colour and odour have now lost some of t heir original significance. 

The product ion of ('rude Oil in the various parts oft he world favoured 
by Nature with this valuable raw material has a fascination to technolo¬ 
gist and lay limn alike. The team work of geologist, petroleum engineer, 
refinery chemist, business man anti sometimes mathematician, to 
discover, produce, refine and distribute petroleum and its products 
may indeed he classed among the great industrial achievements. 

This hook, because of its length, has been divided into two volumes. 
Volume 1 deals with the production of motor fuels by methods of 
distillation, cracking, extraction from natural gas and hydrogenation. 
1! also contains chapters concerning the production of Benzole, various 
Synthetic Fuels, including Alcohols, and general Storage and Bis* 
trihut ion, Volume 2 deals wit h the properties of motor fuels and covers 
such subjects as Analysis, Sulphur Contents, Bumming Properties, 
Volatility Heipdrements and Knock Hidings ns well as Motor Fuel and 
Aviation Spirit Specifications ami a chapter on Automotive Diesel 
engine', and 1 hr'.el fuels. 

The chapters on the distillation of petroleum to produce motor 
spirit, the ivt'ming of this to market demands and the development of 
tlte cracking and hydrogenation processes, whereby the crude oil is made 
to yield even umre spirit than it originally contains, by conversion of the 
heavier oils, will scivr no small purpose if they only bring home to the 
layman the vast work and capital expenditure involved in maintaining 
at each wayside petrol pump a constant, standard and reliable supply 
of motor fuel. 
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The chapt ers describing I lie analysis of motor spirit will ‘.In. w , |, arh 
the modern trend in (Ids subject. Previously, mmh painstaking re 
search has been carried out in attempts to provide scheme , for the 
analysis of petrols into the constituent groups of h\ilfoearl.oii re■. 
such as parallins, naplithciies. aromatics ami olelim With tii • 
work on the detent limit ion of the a of i knock value of uiativ pm ).\, (p, 
carbons, it lias been found t hut similar ant i knock value r. not a r . Cum.,,, 
property to hydrocarbons of one main series. §■■ ibis pr..p. Hv u 
such fundamental properties of hydroearbulj individual. , . 

saturated carbon chain and compactness of the uudeeii!,-, It mu-bi 
then be asked it much of lh<- previous work on I he ehem.tcal .mdi , . ,,t 
petrols was not in vain now that tin- more practical t, .,,1, 

knock value, volatility and cummin.; tendency, 1,11 nearly oil ib.it 1, 
required to be known. 

The collection together of uiotof fuel speeilieul 1. ur. Iimd.j ,,, 

considerable value to many, as such infonnat am 1. tr.it.-dH on 
tercd. 

Tile information on knock rating and t tie .)<■ .enpt 1..1, ■. ..ft},, ,j, s 
merit and present, day features of test engirt* s •,!i.,nl,[ p,,, s , ., ,, . ,,,; 
portion of this hook. 

The special requirements of aviation fuel. ur. f - n , 1, the „j, ,,, 
tion (hey merit and again much of this information has 

from widely diverge id source,. The posit...,, and ... „f I, 

is not treated at tiny great length this aibj.et ha . I„ ,„ . 1p,,| 

before. 

Aleohul fuels, which derive importune, m m.mv i..iu,t,„ . 
mtensivv nationalism is the order oft he day , and •.ynlhet.e ,s„ ) 

arc dealt with someuhat more fully ; and tin- Author.’ n ■.«.«•,-in • , t , 
this latter lield have enabled them include their ..Wn 
As automotive diesel s are b,eo Ilul „; 

engines m m*Hvy l‘»rnrs un<l bti .* n<r *nnrv itf tn*»Uir lin i, } 

csmipiete without an account of 1 comes. j,,, j fi .‘, 

oil evaluiit ion. 


Ill writing the. book timin tons refereiiei books and other 
tnbutious have been used freely, and to the Authors ofth, ,, * . lt> 
express our mdelitedness. We al-.o vv„h to r ., „rd our thanks to those 
who have provided m, with hitherto unpublished information .,mi those 
vvho have loaned us blocks arid illustrations. 

The Authors are part irtilarh indebted to M r 1 \ u 4 p , 

Clark for his assistance in the cluq.t.rv ,.etn.le,«n storage ,,J„1 

{lant. design e.spcemlly relating t,. <bst,|lut,o„ and r ,umi,i 

xdmmg methods, and to Mr. Hern Fallal, for he. avast am , m !(>r 
<hupfers which include bent transfer and adsorption. The Vnlhors 
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also especially indebted i<i l)r. A, It, 11 1 >\\<• n for his In Ip on tin- subject 
jii' possible ;ttixiliury mi 4or fuels, for his \nluable t-rit irism of the \ arums 
chapters, ami fur much valuable assist mice in the prcpar.it mu of the 
book fur publication. 

In conclusion, ur would point out that, while we have made os «-rj 
i ttilein<air to eliminate errors, it, is liitlicuit to asoid them eiitm ly in a 
book of this size e»*\erinji such n \ariet\ of subjects. We shall be \cry 
prat efuI if errors are point ed out I o us, and also for any helpful criticisms 
oft lie subject, mat t er of the book t hat w ill enable us t o make t lie book of 
creator use to those for whom it is intruded. 

A. W. Nash, 
lb A, Downs, 

Oil Engint t rin“ ami lu jinitifi Dt juatiiwnt, 

(luivirxiltf of Ilirmingkiint, 

Jult/, urn. 
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TIIE ANALYSIS AND EXAMINATION OF MOTOR FUELS. 

513. Introduction. -The analysis and testing of motor furls i* an 
extremely important subject, especially when it is concerned with the 
testing of finished products, but. it is fraught with many difficulties, 
chiefly because motor fuels are. complex, composite substances and not 
chemical entities. Many of the tests in use are empirical, while much 
confusion exists because of the multiplicity of testing methods which 
have been proposed. 

The tests and methods of analysis dealt with in this chapter are those 
which are normally used in the motor fuel industries, little used methods 
are not discussed. 

The reader is referred to the following publications for more com¬ 
plete details. 

1. Standard Methods of Testing Petroleum and its Products. The 
Institution of Petroleum Technologists, 2nd Edition, London, 
ll)2‘). 

2. Book of A.S.T.M. Standards, i031. Edition. The American 
Society for Testing Materials, 1315 Spruce Street, Philadelphia. 

3. Report of Committee R.2 on Petroleum Products and Lubricants, 
1032. American Society for Testing Materials. 

*L Standard M(d,hods for Testing Tar and its Products. 

5. Standard Specifications for Benzole and Allied Products, 1020. 

Sampling 

514. The correct sampling of light oils, motor fuels, etc., and indeed 
all petroleum products, prior to analysis, is just as important as the 
analysis itself. No matter how well the analysis is conducted, it can¬ 
not compensate for imperfect sampling. Unfortunately, it is not 
possible lo lay down hard and fast rules to cover the many varieties of 
sampling operations that are, from time to time, required and, indeed, 
no set of directions for sampling, however explicit, can take the place of 
judgment, skill and previous experience on the part of persons engaged 
in this most important work. The following directions 1 are, for the 
above reasons, only intended to be a general guide in the selection of 
sampling methods. The sampling of light oils such as petrols, benzoles 
and natural gas gasolines, and of crude oils and cracked products are 
alone considered here. 

a 
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The purpose ol‘sampling is l,o obtain an uvvmgr sample, which may hi* 
deimed as one so laken as l.o contain pails l'roni all sections of the eon- 
tamer or pipe from which it is taken in proper! ion to i he volume of each 
part. 

Tiie quantity of the sample taken should be sullieieti! to enable the 
required tests, together with any check or referee tests, to he carried out 
and to admit an additional quantity of the sample being retained if 
desired. In general, the quantity of the sample should heal least three 
times as great, as the amount required for a eomplete series of lests, 

515, Protection and Preservation of Samples. Sample contain¬ 
ers, which should he tilled to approximately nine tenths of their total 
capacity, should he closed immediately after samples have been 
taken. Tin cans or clear glass hollies may he used as sample eon. 
tamers, hut. it is essential that they be Ihurutighh clean and dry. 
In the ease of light-sensitive samples, such as unrelined petrols, these 
should he wrapped or otherwise covered, at once, h> protect them 
from the light. Rood quality corks may he used hut never rubber 
stoppers, since these are att acked by hydrocarbons, t out net of 
the cork with the liquid may he prevented In wrapping metal foil 
round the cork, which should he of good quality and free from 
holes and loose pieces. Sealing wax or parnHin should never be 
poured over the corks after tilling. Whenever tin cans are used 
to contain the samples, care should he taken to ensure that they are 
free from dirt, water, washing compounds, naphtha or other sols cuts, 
soldering llux or acids, corrosion, rust or pin lades. Especial care is 
necessary with volatile samples to protect them from evaporation. 

516, Choice of Sampling Methods. Sampling Tanks, Drums, 
etc. All levels sample. An “all levels*’ sample is one obtained by 
submerging a. closed sample container to a point as near as possible to 
the draw-off level, opening it and raising it at such a rate that it will be 
nearly but not quite full when withdrawn. An upper sample should 
he taken at. a. level of onc-lcnth of the depth of the liquid from the 
surface, a middle sample at half the depth of the material and a lower 
sample at a level of nine l en I hs of I he total depth. When t he eon I cut s 
ol the container are not homogeneous, a but I<uu sample should be t aken 
from the lowest point of the container or bom the drain cock. 

Particular care should he taken in the sampling of hen/,oh pet nil 
blends which may not he properly mixed, and in i he sampling sit alcohol 
iuels which may have become separated into lasers b\ t he advent it intis 
addition of water. 

“Thief" Samples. Samples ntu\ conveniently be removed from 
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tanks, drums, and barrels by the use of a “ thief,” which is an apparatus 
specially designed for this purpose. A convenient form of “ thief” for 
sampling 50 gallon drum containers is shown in. Figure 12(1 and is 
made of tinned steel, 1 ; } : inches diameter, .‘JO inches overall length, 
with cone shaped cups over the ends and having openings at the ends 
inches in diameter. Three legs, equally spaced round the thief at the 
lower end, long enough to hold the opening ^ inch from the bottom of the 
container, aid in securing a good representative sample. Two rings 
soldered on opposite sides of the tube at the upper end arc found con¬ 
venient for holding the thief by slipping two lingers through them, 
leaving the thumb free to close the opening. 




'Fin. 12(i. •- Tiiikii’ i'dk Sami'Linci Djuimh. Fiu. 127.- ,Suction Saw tu no Aim'auatok. 
(A.S.T.M. SbiuAIj DhSKINATIOK ,1) 270-32.) I'mnlrtY <>{ The. /nUJaltmi „l J'rtwlnnn I cclmnlur. oh. 

The “ thief ” is used by closing the top hole with the thumb and by 
lowering it to the required depth in the container. The thumb is then 
removed and oil is allowed to How into the apparatus. When full the 
top hole is again closed, the “thief” withdrawn and the contents 
allowed to How into the sample receptacle. When emptying the 
“ thief,” tiie liquid must not be allowed to How over the hand before it 
carters the sample receptacle and no excess must he allowed to How over 
the drum and back into the drum through the open bung-hole. 

Smaller containers, such as 5 gallon cans, may be sampled with a 
“thief” similar to the drum “thief” but of proportionately smaller 
dimensions. 

When samples larger than, the contents of a “ thief ” are required 
from drums and barrels, those may conveniently be obtained by means 
of the apparatus shown in Figure 127. The exhaustion of the container 

3 
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must never be done by the mouth, mul when there is a risk that \ulatile 
constituents would he lost by the suet ion method of sampling, it is 
preferable to blow over, or siphon, or to use a nearly complet eh exhaust ed 
bottle with a tap on the inlet tube, so that, no vnpoius are pumped away 
during' filling. 

Bottle or Beaker Samples. The hot lie or beaker method n f 
sampling is applicable to liquids contained in tanks, tank ears. He. A 
clean, weighted bottle or beaker (see Figure I2S), provided with a cork 



wcishteo itRKESi wE'SHtfLO scrnx 
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so arranged that if. can he withdrawn when the banker or bottle is at. the 
desired position in the liquid being sampled, is used. The container 
is lowered into the tank until it reaches the depth from which a sample 
is required ; the cork is then withdrawn by a quick jerk, allowing the 
container to fill completely, as evidenced by cessation of air hubbies, 
TIui container is then withdrawn. Particular care is necessary to ensure 
that this type of apparatus i.s perfectly clean before use, 
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Continuous Sampling.—The continuous method of .sampling is 
applicable to the sampling of oils flowing through pipes and lines, and a 
convenient apparatus to employ for this purpose is that described 
hr detail in A.S.T.M. publications (Designation D.270-33.) 

Sampling of Natural Gas Gasolines.—(A.S.T.M. Designation 
D.21G-32.) Samples of very volatile liquids, such as natural gas gaso¬ 
lines, should be collected in previously cooled bottles, preferably by 
immersing the bottle in the liquid, where possible, and discarding the 
first sample. Where immersion is not possible, the sample should be 
drawn oft into a previously cooled bottle in such a manner that agitation 
is kept at a minimum. The bottle should be immediately closed with a 
tight-fltting stopper and placed in an ice bath or refrigerator capable of 
bringing the gasoline to a temperature of not less than ()°C. and not more 
than 4<-5°C. 


Estimation or the Petrol Contents oe Crude Oils and Cracked 

Products, etc. 

517 . The quantitative determination of the petrol contents of crude 
petroleums and of cracked distillates, etc., is a very important analytical 
procedure, but one which has not, up to the present, received the atten¬ 
tion it merits. This is probably due to the fact that the petroleum 
industry makes use of a very wide variety of large scale fractionating 
equipment possessing varying efficiencies and, consequently, no single 
laboratory method of assay can find universal acceptance with the whole 
industry. Wc find, therefore, that some laboratory methods of esti¬ 
mating the petrol contents of crude oils make use of a distillation pro¬ 
cedure in which practically no fractionation occurs, while others make 
use of the most efficient fractionating columns operating at high reflux 
ratios. This unsatisfactory state of affairs lias improved somewhat 
during the past few years with the introduction and rapidly growing use 
of the pipe still and bubble tower as large scale fractionating equipment, 
and the simultaneous decrease in the use of shell stills. The bubble 
tower gives remarkably efficient fractionation and it is possible to 
estimate the yields of distillate products obtainable from such 
equipment with moderate accuracy by means of laboratory distillations. 

518. Engler Distillations.—The most common method of estimat¬ 
ing the petrol present in a crude oil is by means of the standard A.S.T.M. 
and I.P.T. 100 c.c. side-arm flask distillations which are described in 
detail in paragraph 527. These distillations are, of course, not primarily 
intended to be used for such a purpose because they give little or no 
fractionation, but it lias been found that they can be made to give 
reasonably accurate results in estimating the composition of normal 
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crude oils. (This met hod of analysis Tails, however. in t hr r.-r.e nl' midr 
oils containing very small amounts of pel mi of ven low volatility.) 
As an example of l his we may lake l lie results obtained in a t spiral 
bubble tower inslallat ion described by Pelerkim 
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The Figures given by I he A.S.T.M. disl iilal ion for I bogus oil quant ii ies 
are, in each ease, a lit lie high. 'I’his is accounted lbr b\ (he slight over¬ 
lap between the ivlined oil and gas oil fraction*. oliluined in the large 
scale eolunm. 

One of (he greatest (IHIicuil ies in using !hr A.S/IkM, and I.P/lk 
100 e.e. Kngler distillalions for I lie estimation of pel rot in crude oils is 
the accuracy oblainable. He,suitsgenerally cannot. he cheeked In wit hin 

1 % on Die crude oil, and, in tin* ease of a crude containing 20",, of 
petrol, this causes an error of ! f>"„ in the \ ield of petrol. 

.During the pa .si I wo or three years, the fractionating Hlieieneies of 
large size bubble lower installaf ions have been noticeably impnot-d and 
the yield of flu* lighter fractions from crude oils, pnrtietthirh that of the 
petrol fractions, has been increased. Consequent Is it has been found 
till'd higher yields of petrol are obtained front a crude in this way than 
would he expected from I lie A.S.T..M. too e.e. distillation. The reason 
for this is not dillieult to lind, As alrcath mentioned, little or no frac¬ 
tionation occurs in the A.S.T.M. distillation, consequently, if a “cut M 
is made at any given point, only a very rough separation is made. The 
lower iruction will contain a certain amount of material boiling above 
the £l cut I in of" temperature, mul the higher fraction will contain 
material boiling below this temperature. In the ease of a modern and 
ellieient bubble column, however, the stall* of affairs does not prevail 
and such ” oveilnps " are mil observed, j,e„ the bubble column gives 
much more eilieieul fractionation I him the A.S.T.M. distillation and, 
consequent ly, gives a larger yield of petrol. The discrepancy, however. 
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is not great, and, in the majority of eases, only amounts to 2- -5% by 
volume. In certain abnormal eases, however, the discrepancy may 
amount to as much as 20%, but this is only true (br those crude oils or 
cracked products which contain only a small amount of petrol (up to 
10%) of low volatility (5—10% at 100°C.). Because of these con¬ 
siderations, fractional distillation methods have been adopted for 
estimating the petrol contents of crude oils, and a ease of particular 
interest in this connection is the A.S.T.M. Test (A.S.T.M. Designation : 
D.2S5- 88), which only defines apparatus and procedure and leaves 
selection, of cutting points and interpretation to be agreed upon by 
interested parties. The A.S.T.M. state, in the description of this 
test, that it cannot be expected to duplicate the results of com¬ 
mercial refining operations, lowing in mind, no doubt, the fact. that, 
such operations are carried out in a number of ways and with varying 
degrees of fractionation cllieiency. ‘Details of this test are as follows : 


519. Method of Test for Distillation of Crude Petroleum. 
A.S.T.M. Designation : D.285-3:1. 

Apparatus. —The distillation Hash 
used is a 800-ml. Hcmpcl ila.sk of the 
general, shape shown in Figure 12i), the 
fractionating column of which is accom¬ 
modated in the neck as shown . 

This consists of a piece of No. IK iron 
jack chain long enough to pack under its 
own weight into a column 2*54 ems. (1 inch) 
in diameter and Chi inches in length. The 
device for supporting this column of chain 
is preferably made of nickel-chromium No. 

18 gauge wire, one. end of which is wound in 
a spiral a little less than 1 inch in diameter 
and the remainder bent at right angles and 
cut off at a length, of about 1)| inches. A 
small loop is bent into the end away from 
1.1 ic spiral and put through a hole drilled 
in a strip of spring steel. When allowed 
to expand this spring clip holds firmly 
inside the neck of the flask and provides 
a secure support for the column of chain. 

Condenser. —As described in A.S.T.M. Test, Designation : I).S<5- 80, 
and T. P.T. Test (1.8. (See paragraph 527). 

Shield Support and Gas Burner.— -The shield is of any convenient 
type. 'The support takes the form of a hard asbestos board, ] in. thick, 

7 
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having a JJl in. hole in the cniliT ami of 0 in. mininunn overall length. 
The gas burner is so adjusted Ilia! Hie flame dues nut. spread over a 
circle of greater diameter than 5 in. on the under side of the asbestos 
board. 

Procedure.- noo-ml. of the oil to be examined is measured into the 
flask, the support ing devire for the IVaelionat ing eolumn is jmt in place 
and I he iron chain dropped in carefully so t bat it fills t be space uniform¬ 
ly. After lilting the thermometer and filling the condenser baih with 
{■.racked ice, the gas burner is placed under the lla*.k and heat is applied. 
For th<* liisl 5 It) ml, distilled, I lie ral e should be from 2 b ml. per min id e, 
thereafter the rate of distillation is increased to from ! to .*> nil. per 
minute. When tin* thermometer reaches the required eat ting tempera¬ 
ture (100"(’. is a convenient cutting point, for got) C. end point petrol) 
the distillation is discoid imied and ! he percentage of pel ml in the crude 
oil is calculated. 

A somewhat' similar method is that described by the Institution of 
Petroleum Technologists (Method of Test. : C.P.ba.). 

520. The Standard I.P.T. Method of Estimating the Petrol 
Contents of Crude Oils, etc. I.P.T. Serial Designation: t'.P.Uu, 

Considerable lat it nde is allowed in t he details of design of t he appara¬ 
tus used in this test., which consists, essenlinlh, of a still fabricated in 
resistance glass, silica or, preferably, metal, of more than i litre distilling 
capacity, surmounted by an ellioicnt fractionating column containing 
suitable packing material. The design of the column mas! be such as to 
allow the collect inn of fractions up to and including a boiling temper 
atiti’c of 27ffwithout, if being necessary to raise the temperature of 
the oil in the still above a maximum of ago C. The column must, 
therefore, be cHicicnlly lagged. Subsequent to removal of the light 
fractions (i.e,, up to 27f>"('.), at atmospheric pressure, the fractionation 
may be proceeded with under high vacuum conditions or by the use of 
steam to lake off the heavier fractions of the oil. .Suitable fractions 
of the light oil are taken and these are blended and examined by the 
more usual distillation methods for the purpose of determining how 
much of the oil can be utilized as petrol. He. 

521. The Use of True Boiling Point Columns in the Estima¬ 
tion of Petrol in Crude Oils, etc. The essential difference between 
“true boiling point,” distillations and Hitt c.e, Eugler dUillntimis U 
that in (Ju* former type of distillation, the various oil components 
leave the distilling apparatus at, approximately, their correct boiling 
points and Hint, (be effects of “curry over” by light etuis and ** hold 
back” by heavier fractions, observed in the Englcr distillations, are 
not. present. 

8 
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Various fractionating (‘.olumus of this typo have been described, hut 
all make use of a. high rellux ratio mid ellieieiit column packing material 
to give the hit'll degree of fractionation required. The eolumus are 
fairly long (2 ft. to <5 ft.) and are made as nearly adiabatic as possible, 
so as to prevent either loss or gain of heat from the column walls ami in 
order to provide as much of the rellux as possible from the top of the 
column. Descriptions of such columns have been given in t he literat ure 
by Peters and .Baker, 3 Marshall 4 and many others, while Figure* 1 -‘50 
is an illustration of a true boiling point column used by Beiswenger and 
Child 5 in the ('valuation of crude oils. 


The flask A, attached to 
the column, is of 2 litres 
capacity and is normally 
charged to the extent of 3 (>()() 


mis. The glass column B C is 
48 ins. long from ilask to 
vapour outlet, 1 in. outside 
diameter at B, and in. 
diameter at C. The tower is 
packed with No. Hi brass jack 
chain for the lower third, No. 

18 for the centre third and No. 

20 for the upper third. At 
three points along the column 
(bottom, centre and top), the 
magnesia covering is out a,way 
and a glass window is inserted 
in order that the operation of 
the tower can be observed. 
When operating at the lower 
temperatures, rellux is pro¬ 
duced by means of air jets 
introduced at the bottom and 
centre of the coin mu. As the 
distilling temperatures gradu¬ 
ally rise, the air is gradually 
decreased and, finally, heat is 
applied by means of the resist¬ 
ance wire L L. The amount 
of this cooling or heating is 
adjusted so that the tower is 
kept just below the Hooding 
point at all times. 

The fractionation obtained in 



Via. mo. .-Truk liou.i.su Point Column. 
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iis true boiling point column is very 
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good, and if, for example, a pH ml (Vac!inn is Iaken from a mule up in 
vapour Lentperalnre of 200'(I lull frnelion will, on siifisripuMil disliil; 
tinn in flic A.S.T.M. or LP.T. 100 e.e. Kugter ilisl ilial i<m apparalu 
haven final boiling point of 200 C. j 2"C. 
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. 522 ; The Podbielniak Precision Fractionating Column. IV,d- 

bieluiaK", lias m-unlly developed n I'niHinnitl dkhllai t ,,i, appamlu.s 
suifalilc lor tin* exnniiiml ion of oik boiling U p .mo at ahuosi.lu rir 
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pressure, which is capable of extreme accuracy ami uehi<\es nun*h 
heller se[i;ir;ii ion hel ween fractions Ilian Die ill'll Hhrirjd bubbl* 
lower inslallal ions. 

This apparatus, which is known as the Podbit-lniak High 'I «*mp« ra 
lure Fractional Disl illation Apparatus to avoid confusion with tin* will 
known Podhielniak Low Teniperal ure Apparatus, used to estimate the 
gasoline contents of nnl.ural gases, etc., is shown in Figures Lit and L’ig, 
It consists, essentially, of a long and narrow tractimiating column 
packed with wire coil parking and thermally insulated with a vacuum 
jacket, which is said to he leu limes more ellieieut than either a plain air 
jacket, or a, mineral wool packed jacket. This high degree <>i thermal 



Kki, 183. IMntjm.atiun <*e itvjj op a Hyntukth! Mixtihik ns Tin: i’mimu.MAK Cou mn. 

insulation is obtained by means of a. novel highly polished double metal 
reflect,or witli perforations for visibility. Whatever small amount, of 
radiant, heal, escapes from the column through the perforations is com¬ 
pensated for by a, miniature line resistance wire electric; heater wrapped 
around the fractionating tube;, but this heater is not required until a 
temperature of 2a()"C. is reached, and its maximum power consumption 
at a vapour temperature of ;J00"<A is only 10 watts. This illustrates 
the thermal eHieieney of the column. 

Hallux is provided by means of a cooling vessel accommodated in 
the enlarged portion of the vacuum jacket at the top of the column. 
For all oils boiling above room temperatures, compressed air is used as 
the cooling agent., hut if solid carbon dioxide is used, a mixture of ethane 
and propane may he refluxed and separated into its components. 

The vapour temperature at the top of the column is measured by a 
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thermocouple ami imllivoltmeter us thermometers have a high heat 
capacity and aiv unsuitable. The distillate delivery line, prior to the 
condenser, is furnished with a small electric healer, so that when waxy 
oils are being distilled in> solidification occurs. Long gradual ed burettes 
arc used for the collection and ! he measurement of i he dist illnte and 1 hese 
are maintained at constant, temperature in a water cooling hath. Change 
over from one receiver to another is made possible by a slide* arrange¬ 
ment which is suitable for list* in vacuum distillations. 

The apparatus is also provided with a, vacuum regulating device, a 
McLeod gauge for pressure measurement, and a flask for collecting any 
evolved gas. 



The fractionating eilieieney of the Podbielniak High-Temperature 
fi’iielionaling apparatus is shown to the full in the fractionation of 
synthetic mixtures, an example of which is shown in Figure fit.*}. The 
distillation curve of mi aromatic condensate from cracked gas is shown 
in Figure Hi t. 

Tut, 1 hsTKKMtNATJON oK Tills (i Wdl.lN'M CtlNTKNT Ul .V \Tt*H U. (i\S, 
CiiAt'Ki-*.ii Casks, r.iv. 

523, 'flic dtd erminut ion of l he gasoline emit rid s of nut urut ami other 
gases is best carried out by means of an ellieient tract immt iug apparatus 
working at. low temperulures, such ns that developed by Podbielniak, 
For further details the literature on the subject should he consulted. 
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524. Specific Gravity.- -The specific gravity ‘h 11 ‘•nhslam ‘ !l - 1 ' s ' 
defined as the ratio of the mass of any given volume of the N.ibst.me< 
the mass of an equal volume of water measured at the same tempi future 
In the petroleum and allied industries, ilu* temperature OU 1*. i L* >'•* 1 ■ 
is usually employed as the standard temperature tor sprt itu* in 

t.u 1 

determinations and the results are expressed in terms «>J S ^ .. 

signifying that the specific gravity in t] nest ion is I he nit i*» »»1 4 It* 1 hm «* •? 
any given volume of the substance to the mass of a quantit y *4 vm**’ 
which, at U()°F., occupies a. volume e()ual to that, of the suhst.uie. 
G0°1A 

The specific gravities of oils, determined by weighing m<theu 
(bottle, pyknomet.cr, etc.), are not. true speeitie gravities, hut .it• • fh< 
ratios between the weight, s in air of equal volumes of the oils ami \ui!« v, 
and it is necessary, in accurate determinations, to apply eorn-etimr, n.i 
the buoyancy effect of the air. Usually, however, this eunvehou »•. 
neglected. 

When a specific. gravity bottle or pyknometer is used, if W h«- the 
observed weight in air of the water eon tent at Hrf> t'. (tin 1A), and \V Uu 
observed weight in air of the sample contained in the bottle or pU.no 

EIt l I , 

meter at in-lUC. ((10°E.), then the ap^nuimati' spreiltr pmvif\ > ^ 
is given by the equation 

s , 00" F. W, , 

00" 1A \V, ( , 

The value given by the above formula may be eurreeted tor tie 
anev effect of the air by means of the following equal ion 
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00" IA 
00°1A 
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,, 00"IA 


00 ' 


0-0012 


, [, 


00 F. 

oo'IA 


where S' is the value obtained from Equation (J) ami S J ' is 

00 L 1 v / u n K 

the corrected specific gravity. 'Fable 110 gives the value. of 

- ~ -0012^8' I^jj expressed as units in the fourth dreumt} 

plae.e, to be added to (when the sign is positive) or sub! met rd from , v , }■_, 

negative) the approximate specific gravity S' h<> * \ to >»i\e the mu-. f >« 

00’ IA 

... ,, 00UA 

specific gravity S 
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Taiu.kII.T Pmoyaney (WrrrliniiH. Values of |o-OOl2^K' j,' I j jus unit: 
in (in* fourth decimal place. 
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Temperature Corrections. Tlie sjli<- gra\ity of a substance 
naturally varies with changes in temperature, due In the different rates 
of thermal expansion of the substance and of water, and in order to 
determine the specific grimly of a .substance at a temperature other 
than that at which the specific gravity is known, resouree is made to 
tables, which are sufficiently accuvntc for most purposes. The actual 
correction to be applied will vary with the product being tested ami with 
the temperature at which the determination is carried out, and, it is 
clem*, therefore, that, any correction factors that are given will onlv be 
.average ligures, The following table gives the correction to add to, for 
temperatures above, or to subtract from, for temperatures below, 

1 aTf'ti.e., tiO F., for various substances. 

Taiu.k II I. roKi:KnTm.\:; ok Si'KeU'ie tiimriv i-on TK.uriajAit uk. 

I nlil • O.ifs 1 


A vial ion pel ml In) 

(Vtil lel .iili 1 li- i 

o in his;,;, 

No. 1 Pel ml (//) 

0 uuus.’in 

No. ,'{ Pet fi»l (a) 

(I (HHISgtl 

Tractor Vajiuri.-iii!' nil (<r| 

tHiiitiT t;, 

liejir.uli* (/i) 

11 1II Mill 

1 Ynd<* flemCnJe (//I 

OOOOS.i 

Tohlufe (/,) 

II III 100 

While Spirit 

u ih iu7t; 

Kerosene 

IHUHI72 


in). SjliiTH, " Tin'Huirul Hill. I nil I-’n. J, ' II, man, |1, 17 *,. 

(//}. Ilitili'i'l unit t'litxtmt, " |!,-u'n|i«." t.mi*{tin, I'.itll, )*, .*l*i. 

The change in density of a pet rolemu oil w it h temperat ure is represent ed 
wit h sufficient- accuracy by t he njiial ion 

1), I), aij Tj ■ //{/ Tj* 
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where D< is the* density at any temperature t, D T is the density at. the 
standard temperature T, and a and j8 constants idr each kind of oil. 

The most elaborate study of tlie change of density of’ oils with 
temperature yet made is that by Bearce and Pcffer, 7 which is taken as 
the basis of “United States Standard Tables 55 for petroleum oils. 8 


525. Methods of Determining Specific Gravities.—The 
gravity of light oils and motor fuels may be determined by means of any 
of the following instruments which are given in order of their accuracy. 

(a) The pyknometer. 

(b) The specific, gravity 

bottle. 

(e) The specific gravity 
balance (Wcstphal 

Balance). 

(d) The hydrometer. 

(a) The pyknometer method .— 

This method is the only one that 
can be carried out with an 
no curacy of 1 in the fourth place 
of decimals. The apparatus, the 
most suitable type of which is 
shown in Figure 135, is first 
thoroughly cleaned and dried and 
then accurately weighed. The in¬ 
strument: is then filled with pre¬ 
viously boiled distilled water and 
is then placed in a thermostat for 
such a period of time that both 
the vessel, and its contents are at 
the required temperature. This 
usually takes about half an hour. 

The distilled water in the vessel is 
then adjusted completely to fill the 
instrument from A to the mark B, 

by removing the water from A with a piece of filter paper. The caps are 
then replaced and the instrument is weighed, after due precautions have 
been taken to see that tlie outside is clean and dry. Exactly the same 
operation is then carried out with the motor fuel or other oil to be 
examined. The ratio of the. weights of oil and of water contained in the 
instrument gives the apparent specific gravity, which may be corrected 
for buoyancy to give the true specific gravity. 

When hut very small samples are available, a convenient type of 

15 
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pyknometer 1o use is Hint. devised I>y Drushel. 9 The instrument, is a, 
capillary pipcl ie wit h a bull) of capacity bet ween l and 2 mis. The nil 
to be examined is lirst of all brought to t he desired tempera! lire and i hen 
the pyknometer is tilled to the mark by suction, a. piece of rubber tubing 
boino' used as the mouthpiece. The rubber tninny is then removed, 
the outside of the pyknometer wiped dry and its weight determined in 
the usual way. The use oft.In* Drushel pyknometer depends upon the 
fact that the capillary tip prevents llow of tin* oil in either direction, 
provided it is kept approximately horizontal. The here of the tip 
should he madelo vary somewhat according to whether the pyknometer 
is to he used for lipid, medium or viscous oils. When distillates of the 
motor fuel range an* to he tested, an instrument should In* selected 
that, has a long Hue capillary I ip. 

(b) The specific gravity bolllc method. This is a simple method but 
it is not. quite so accurate as that, using the pyknometer. For volatile 
oils, such as motor fuels, etc., if is advisable to use a bottle fitted with a. 
cap, to reduce the risk of evaporation losses. The apparatus is used in 
exactly the same way as (he pyknometer hut. particular care should he 
exercised l.o see that (a) no hubbies are t rapped below I be drilled stopper 
and (b) I hat no liquid is left, on or around tin* stopper. 

(c.) The specific, gravity (Westphal) balance method. This instrument, 
illustrated in Figure UJ(5, is a convenient, direct, muling means of de¬ 
termining the specific gravity of noii-visrotis oils, when an accuracy not. 
greater than ;k 0*001 is required. 

The liquid to be tested is poured into the cylinder shown and the 
plummet, is immersed and at tached to the hook. The plummet should 
be immersed so that, on the upward swing, it docs not conic above the 
surface. By means of the rider weights placed in the notches of the 
beam, the beam is brought, to equilibrium with the pointer opposite the 
zero mark. Tims, the specific gravity of the liquid is shown directly. 
Wherever possible, I he .specific gravit y determinaf ion should he done* at. 
the temperature required to obviate the need for correction fables. A 
convenient thermostat capable of being maintained at tr.Vf. (00 F,), 
for the purpose of doing specific gravit y I rst s by means of t he West phal 
Balance, is described by Dean, Hill, Smith mut Jacobs. 1(1 

(d) The. hifilrmnctcr method. A.S.T.M. Designation: IV-HT-HH, 
LIVE Serial Designation: U.I. 

The hydrometer is less accurate than either the pyknometer, tin* 
specific gravity bottle, or the Wcstplml balance, but because it is the 
simplest and most rapid instrument in use, it finds wide application. 
For convenience, in hydrometer specific gravity delermiuafions, 
measurements are nearly always made at room t empernl ures and .suitable 
corrections employed to calculate the specific gravity at t:V"> C. (<;o‘F.). 
Buoyancy correct ions are sometimes used, 

1(5 



ANALYSIS AND EXAMINATION OF MOTOR FUELS § 526 

The correct procedure adopted in specific gravity determinations 
with the aid of this instrument is as follows :— 

The oil to be examined is poured into a cylinder and the hydro¬ 
meter inserted, together with a thermometer, the former being allowed 
to float, while the latter is suspended in the oil half way down the cylin¬ 
der. After sufficient time has elapsed for the hydrometer to become 
steady, readings of the hydrometer and thermometer are recorded simul¬ 
taneously. The hydrometer reading should be made directly on the 
meniscus for clear oils, but when dark oils are being examined which do 
not permit reading the intersection of the level liquid surface and the 
stem, allowance must be made for the height of the meniscus round the 
stem, and the reading corresponding to the position of the level liquid 
surface and the stem must be estimated. 



Precise details regarding the construction of hydrometers used 
especially for the testing of oils, according to the standardized pro¬ 
cedures of the Institution of Petroleum Technologists, The American 
Society of Testing Materials and The National Benzole Association of 
Great Britain, may be found in the handbooks of testing methods issued 
by these bodies. 

526. The Baume and A.P.I. Scales of Specific Gravities.—In the 
United States of America two specific gravity scales are used, 
both of which are subdivided into arbitrary degrees. The U.S. Petroleum 
Association in 1864 adopted a set of hydrometers graduated in accor¬ 
dance with the relationship 


17 



§ 526 MOTOR FUEL PREPARATION AND APPLICATION’ 


Haume degrees 


J 41 •“> 

PO'E. 
s i'- « r - iso i*\ 


i.'ii-r. 


and ever since this formula, has been widely used in lhe petroleum 
industry. However, in other industries another formula, used by the 
U.S. bureau of Standards since I{>()!■, has been applied, namely. 


Haume decrees 


I to 
(50 F. 

s i>- « r - 


ISO 


Naturally much confusion arose as a result of these two scales. On 
January 2.‘ird, 1022, tin; American Petroleum Institute sent a ques¬ 
tionnaire to t he indust ry asking whet her the modulus 1 ft -o was approved 
for use in the oil industry and whether it was agreed that such a scale 
he known as the American Petroleum Institute Seale (A.P.I. scale). 
The replies to this enquiry were unanimously aflirmulive and it. was 
later agreed that, the modulus 141*5 he adopted for general use in the 
oil industry and that, tint scale he named the , i.F.I . ,scale to avoid 
confusion with the Haume scale of 140 modulus. 

For liquids heavier than water, Ilaumc degrees and specific gravity 
are related hy the equation 


He, 


1 la 


Sp. gr. 


no F. 
(30 F. 


A valuable paper on the Bnnme scale was published hy Tuber in 
11)20, 11 in which some of the frequently misunderstood features ofthe 
Ruume scale, are pointed out.. The divisions representing Haume 
degrees are spaced (’(pud distances apart tin the stem of a hydrometer. 
This is the result, of (he fact that Haume degree numbers are the recipro¬ 
cals of a. harmonic series of .specific* gravities, modified only by being 
multiplied hy a. constant and added to another constant. They thus 
form an arithmetic progression and. consequently, on the stem of a 
hydrometer the divisions indicate equal increments of immersion, so 
that, tlu* corresponding specific gravity numbers form the harmonic 
series jus!, referred to. It will finis he seen that flu* Haume scale is 
neither inaccurate nor unscientific: in fact, because of its equally 
spaced divisions, it offers many advantages and it is easy to make 
accurale interpolations when readings are being made. 

'flu* disml\ aid age of the Haume readings is t hut, for many purposes, 
they must he converted it) .specific gravities before they can he* used. 
Thus, for example, a blend of equal volumes of liquids of )() Be and 
70”He has u Haume gravity of JUT IV and not !•()' Be. On the other 

IK 
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hand, if weights are used instead of volumes , blending calculations can 
be made directly in terms of degrees Bairnie. 

Tables showing the relationship between A.P.I. degrees, Baunie 
degrees for liquids heavier than water and specific gravities are given 
in the Appendix. 

Distillation Methods 

527. The standard distillation test for motor fuels adopted by 
the Institution of Petroleum Technologists and the American 
Society of Testing Materials. 

I.P.T. Serial Designation : G.3. 

A.S.T.M. Serial Designation : D.86-30. 

This test is intended for use in the routine examination of motor 
fuels and, in order to minimize the risk of error and to ensure the duplica¬ 
tion of results in different laboratories (often in different countries), 
the test has been rigidly standardized, even in the case of the smallest 
details. The apparatus employed is essentially simple. 



Fia. 137. —S'tanuab t> Knglek 100 me. Distillation Flask (I.P.T. & A.S.T.M.) 


Apparatus.— Flask. The standard 100 ml. Engler flask is shown 
in Fig. 137, the dimensions and allowable tolerances being as follows : 



CiriK. 

Tulerimeo in emu. 

Diameter of bulb, outside 

(>■/> 

0-2 

Diameter of neck, inside 

1-6 

0-1 

Length of neck 

15-0 

0-4 

Length of vapour tube 

10-0 

0-3 

Diameter of vapour tube, outside 

0-6 

0-05 

Diameter of vapour tube, inside 

0-4 

0-05 

Thickness of vapour tube wall 

01 

0-05 


10 
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The position of the vapour tube is !) rms. I.O-.M oils, above the surface 
of the Ii<piid when (be Mask contains ils charge of 100 nil. The tube is 
approx i mat cly in I hi* middle of I lie neck and se( al an angle of 7a degrees 
(tolerance -| ,M degrees) with the vertical. 

CaiHic 11 hi' l'. The condenser (Fig. I .MS) is a No. is I.W.U. seamless 
brass tube /{. in. outside diameter and MM in. long. It is set. at. an 
angle of 75 degrees from the perpendicular and is surrounded with a. 
cooling bath, la in. long, approximately l in. wide by (5 in. high. 'Du- 
lower end of I In- condenser is cut off at an acute angle and curved 
downwards for a length of .M in. and slightly backward, so as to ensure 
contact, with the graduated receiver al a point I to 1} in. below the 
toj) of the receiver when it is in a position to receive the distillate. 


1 



Shield 'The shield (Eig. l.MS) is made of approximately 22 gauge 
sheet, inel.nl and is 1 Si in. high, 11 in. long and S in. wide, with a door 
on one narrow side, with two openings 1 in. in diameter, equally spaced, 
m each of the two narrow sides, and with a slot eul in one side for the 
vapour lube. The centres of these four openings are KA in. below the 
lop of the shield. There are also three A in. holes in each of the 
four sides with their centres 1 in. above live base of the shield. 

20 
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Two mica windows may be inserted to facilitate adjustment of the 
heater. 

Ring support and hard asbestos boards. The ring support is of the 
ordinary laboratory type, 4 in. or larger in diameter, and is supported 
on a stand inside the shield. There are two hard asbestos boards : 
one (3 in. by G in. by j; in. with a central circular hole 1} ins. in diameter 
cut at right angles to the surface ; the other, an asbestos board to lit 
tightly inside the shield, with an opening 4 in. in diameter concentric 
with the ring support. These arc arranged as follows : the second 
asbestos board is placed on the ring and the first or smaller 
asbestos board on top so that it may he moved in accordance with 
the directions for placing the distilling llask. Direct heat is applied 
to the flask only through the 1]: in. opening in the first asbestos 
board. 

Gas burner or electric heater. The gas burner is so constructed that 
sufficient heat can be applied to distil the product at the uniform 
rate specified below. The flame should never be so large that 
it spreads over a circle of diameter greater than 3} in. on the. 
under surface of the asbestos board. A sensitive regulating valve is 
necessary. 

The electric heater, which may be used in place of the gas llame, 
must be capable of bringing over the first drop within the time specified 
below, when started cold, and of continuing the distillation at the uni¬ 
form rate. The electric heater must be lilted with an asbestos board top 
■j};- to in. thick, having a central hole l£ in. in diameter. When the 
electric heater is employed, the portion of the shield above the asbestos 
board shall be the same as with the gas burner, lmt the part; below the 
board may be omitted. 

Thermometer. The thermometer used in this test must conform to 
the rigid specifications of the I.P.T. and A.S.T.M. These two specifica¬ 
tions are not exactly the same and further details may be obtained from 
(a) Standard Methods of Testing Petroleum and its Products, 'I.P.T., 
2nd Edition, 1929, and (b) A.S.T.M. Standard Method of Test Designa¬ 
tion D.86-30. 

Graduated receiver. This consists of a cylinder of approximately 
uniform diameter for its whole length, or a cylinder with conical lower 
portion to facilitate accurate reading of the first small quantities of 
distillate. 

Method of Conducting the Test.—The condenser bath is first 
filled with cracked ice and water or any other cooling medium capable 
of being maintained between 0° and 4-45°C. (i.e., 32 and 40°F.). The 

21 



§ 527 MOTOR FUKL PRFPARATION AND APPLICATION 

condenser lulu* is lhen swabbed l»y means of a small piece of soft 
clotli on a cord or copper wire to remove any liquid remaining from 
l.hc previous lest. One hundred millilitres of the sample are then 
measured in the 100 ml. graduated receiver, at a Iemperattire of DLLS ('. 
(f)5-0oT\), and transferred directly to the Fngler flask. None of the 
liquid is, of course, allowed to llow into the vapour luhr. The ther¬ 
mometer, provided with a cork, is then lilted into the flask so that it 
is in (he middle ol the neck and so that the lower end <<1 the men-ur\ 
capillary tube is on a level with the inside of I hr hot I om of the vapour 
out let l ul ic. at its junet ion with the neck of I lie Husk. The ! hertnomet rr 
must he approximately at room temperature when placed in the 
flask. 

The eharped llask is then placed in the opening in the smaller 
asbestos hoard, completely closing the hole, with its vapour outlet 
tube inserted into I he condenser tube, A tight connect ion is made 
here with a cork. The vapour lube is arranged b» extend into the 
condenser Iube not less than 1 in. and not more I ban if in. Tin-graduated 
receiver used in measuring the charge is placed, without drv mg, at the 
outlet of the condenser lube in such a position that the condemn' tube 
shall extend into the receiver at least 1 in., hut not below tin tun ml. 
mark. Unless the I emperat lire is between is and P2 t\, t)n rei-eivir 
is immersed up to the 100 ml. murk in a transparent hath maintained 
between t hese t emperat ores. The top of t he ivoeh < I’ is eov ejvd e]ose]\ 
during the distillation with a piece of moistened lilt* r paper so as to 
lit the condenser tube tightly. 

When everythin# is in readiness, heat is applied at a uniform rate, 
so regulated that the first drop of condensate falls from the condenser 
in not less than live nor more than ten minutes, The distillation 
thermometer is read two minutes after heat is applied amt the indica¬ 
tion recorded as the “ cancelinn temperature." This figure is of signifi¬ 
cance only in I lie east's where there is a question as to the accuracy of 
1 he initial boiling point * as .subsequently determined. 


* If I hi* ‘"ul it‘i '1 imi n-mpccilitii' i< ;!! (\ t<i ;»!»<<»>■ i!7 f, 1 1c- iiuO.U | t .-4in-* j (1 ,v 

lie in t-iTnr if it fiitln Iii-IiiW (Id (’.. ;mil m.iv 1»- * in* <»ii*•« < hv sm aiuxiiiil i» ( t le-n ff„ui nj|i> 

tllil’il lin* (lillm-nee Iniwi-iii iln "r.iiiiilmn t< mjn utiiin “ uM'i l!t I*. Js» < ,is< « «,{ «lr>jiult*, 
rnlTi-i-h'tl iliiliul liciilmj' jmilil n i-.ili u]>il< it at 
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When the first drop falls from the end of the condenser the 
reading of the distillation thermometer is recorded as the Initial 
Boiling Point. 

The receiving cylinder is then moved so that the end of lhe con¬ 
denser tube touches the side of the cylinder, and heat is then so 
regulated that the distillation proceeds at a uniform rate of not. less 
than and not more than 5 ml. per minute. 

The volume of distillate collected in the cylinder is observed to the 
nearest 0*5 ml., when the mercury of the t hermometer reaches each 
point that is a multiple of 10 n C. (A.S.T.M. specification), or 2f/ ! C. 
(I.P/f. specification). If preferred, the reading of the thermometer is 
observed and recorded when the level of the distillate reaches each 
10 ml. mark on the receiver. 

No adjustment of the beat is made after the liquid residue in the 
flask is approximately 5 ml., unless the time required to bring over 
the last 5 ml. of distillate exceeds 5 minutes. The heating is continued 
until the thermometer gives its highest reading and starts to fall 
consistently. The End Point is the maximum temperat ure observed 
on the thermometer and is usually reached after the bottom of the 
flask has become dry. 

The total volume of the distillate collected in the receiver is recorded 
as the Recovery\ and the volume of residue left in the flask, measured in 
a cylinder graduated in 0-1 ml. after cooling, is recorded as the Residue. 
The difference between 100 ml. and the sum of the Recovery and the 
Residue is calculated and recorded as the J)isl illation Loss. 

Accuracy of the Method.™ -With due care, duplicate results for 
Initial Boiling Point and End Point should not dirfer by more than 
8°C., and the volume of distillate collected at any given temperature 
should not vary by more than 2 mis. 

Correction for Barometric Pressure. —No correction is normally 
applied for barometric pressure, but this is recorded so that a correct ion 
may be applied in the case of a dispute. In this ease, corrections are 
made according to the equation 

C = 0-00012 (700 - P) (273 -|- t) 

in which C — correction to be added to the observed temperature fC. 

P = actual barometric pressure, 

In the case of the Fahrenheit scale, the equation is 

C f = 0-00012 (760 -P) (460 +t f ). 
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Emergent Stem Correction. .TIu- thermometers specified fur , lS( . 

in these distinction tests art' calibrated for total immersion, and no 
emergent stem corrections arc normally employed. 

528. Standard Test for the Distillation of Natural Gas Gasoline. - 

A.S.T.M. Designation: l),2t(5-.'J2. 

No r.I’.T. equivalent. 

Exactly the same apparatus and mode of procedure is used in ibis 
test as in the distillation lest for gasolines (motor fuels) described above, 
but greater precautions to prevent evaporation loss are specified. In 
particular, care must be exercised in sampling. Samples should be 
collected in a. previously cooled bottle, preferably by immersing the 
bottle in the liquid, where this is possible, and discarding the first, 
sample. The bottle is then immediately closed with a tight lilting 
stopper and placed in a. cool place such that the temperature of the 
gasoline is brought, to 0“ -L'in'C. (i.e., b‘2 F. to 10 F.). 

The condenser bath is maintained at a temperature of 0 I-l ('. 
(i.e., Ji2 Jtf’F.) and both cooled Kngler Husks and graduates ((!- d -f (',) 
are. used. 

In other respects, the distillation is carried out m rvnrih the same 
way as that, for motor fuels, etc., as in I.P.T. Serial Designation ; U.3. 

529. “ Index Numbers.” The “ Index Number" of a motor fuel 
is obtained by adding the temperatures at which .V ! It , I.V*,,, 2.V, ( , etc,, 
distil in the standard I.P.T, and A.S.T.M, distillation*, and dividing 
the sum by 10, It is, therefore, a kind of ** average boiling point,” 
The evaluation of motor fuels by menus of their index numbers has 
been proposed by Oshvnld, 13 but according: to Kroeh !>! this procedure 
is misleading. 

530. Colour Measurements. The colours of petroleum products 
are important because they are still regarded us indices of purity, even 
though recent developments have shown that colour and quality are 
not complementary. In the United Kingdom, at any rate, a good 
colour is still an asset in marketing. 

The colours of motor finds an* usually measured by 

(n) The Lovibond Tintometer, and 
(b) Tin* Haybolt C'hromometer. 


The Lovibond Tintometer. The Loviboml tintometer may he 
used for measuring the colours of most kinds of petroleum oils, and Ls 
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adopted in Standard I.1YT. tests on gasolines (petrols), white spirit, 
benzole mixtures and kerosene. 

This piece of apparatus consists of a long and narrow rectangular 
metal cell, fitted with glasses at each end, so that a beam of light from 
a porcelain reflector may pass through it. The cell is fitted with a 
light-proof cover. The oil whose colour is required is placed in the 
cell (usually of 18 in. length) and standard colour glasses placed along¬ 
side tlic cell so that lines of vision may be obtained both through the 
oil in the cell and the standard glasses to enable a colour comparison 
to be made. Four special standard glasses are used: Water white 
(TO), Superfine white (2-0), Prime, white (3-0) and Standard white (TO), 
while intermediate glasses may be used if necessary. 

The apparatus is illustrated in Fig. 130. When daylight is employed, 
the apparatus may be used facing a good north window which Juts 
been covered with a special diffusing tissue. Direct sunlight must be 
avoided. When artificial light is employed (c.g., electric light), care 
must be taken to ensure that the lamp is free from discoloration. 

If a sample is found to be darker than any of the standard glasses 
the colour is described by the next standard, and intermediate glasses 
between used to determine the position of the colour between the two 
standards. For example, if the colour is mid-way between Superfine 
white (2-0) and Prime white (3-0), it is expressed as Prime white (2*5). 

531. The Saybolt Chromometer.—This apparatus is commonly 
used in the U.S.A. for tlic determination of the colours of light; distillates. 
Its use in measuring the colour of xdined petrols, etc., is specified in 
A.S.T.M. Standard Method, Designation D.I50-34T, 

As shown in Fig. 140, the Saybolt chromomctor consists of two 
similar glass tubes, 20 in. long and about § in. internal diameter. One 
tube is open at both ends, the other (the oil tube) permanently closed 
at the bottom with a colourless glass disc, and is provided with a drain 
cock at the bottom. The tubes are supported in a vertical position 
above a mirror arranged to reflect light upward through the tubes, 
while above the tubes is an eyepiece, so designed that the field of vision 
is equally divided between the two tubes. A standard yellow glass 
disc is placed at the bottom of the open tube. 

A colour measurement is carried out as follows : The apparatus is 
placed at a north window so that only direct light from the sky is 
reflected upward through the two tubes from the reflector. The oil 
tube is thoroughly cleaned and then filled with the spirit to be examined. 
On looking through the eyepiece, the relative colours of the standard 
colour disc and the column oil may be compared, and if that of the 
latter is the darker of tlie two, oil is gradually run out of the stop 
cock until the two colours are equal. The colour of the oil on 
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the Savbolt. scale- is then computed by reference to the following 
table: 
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From fhis fable it. is evident (hat no oils are to he compared against 
one disc unless they are definitely whiter than two discs at I()| in, 
depth, A spirit which is whiter than one disc when in a depth of 
20 inches is recorded ns Sayholt 25 i , 

532. Colour Measurement by the aid of Standard Solutions. * 
In eases where a colour measuring instrument is not available, 
colour measurements may he made by comparison with standard 
coloured solutions, e.g,, arid solutions of potassium bichromate, con¬ 
tained in small colour t ubes or small bottles. 

The following table 11, K ’ shows the relationship between Sayholt 
colour, the Lovihond scale and the strength of acid bichromate 
solutions: 
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Tabi.r 115.—Comparison of Colours of Bichromate Solutio.vs with 
Say BOLT and Loviuond Sualks. 
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533. Vapour Pressure Determinations.—-Tlu: standard method of 
vapour pressure determination now used extensively in the Petroleum 
Industry is that known as the Reid Method and standardized by the 
A.S.T.M. (Serial Designation No. D.828-82T). This cannot be con¬ 
sidered in any way as a precision method but it is simple in operation 
and gives results accurate to within 0-5 pounds per square inch, an 
accuracy sufficient for most refinery purposes. 

The apparatus consists of a cylindrical vessel 2 in. diameter and 10 in. 
long fitted at one end with a pressure gauge and at the other end with 
a small chamber 2 in. diameter which serves as a gasoline chamber. 
The upper part is called the air chamber and lias a volume 8*8 to 4*2 
times the volume of the lower chamber. 

A test is conducted by filling the gasoline chamber completely with 
the fuel to be tested, and connecting it to the air chamber. The whole 
vessel is then placed in a constant temperature bath and the vapour 
pressure as shown by the reading on the pressure gauge recorded. 
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For complete details of this lest reference should he made In the 
publications of the American Society for Testing Materials. 

534. The Determination of the Acidities of Petrols and Light 
Oils.—Acidity in petrols and other relined light- h\droearhon oils is 
usually the result of inellirirni refining, e.g., ini-ilicient alkali washing, 
etc. No staivdard test for aeidit v in gasolines is found in t he “ Si andard 
Methods ” of i he Institution of Pelrolctnu Technologist s, but similar 
tests for While Spirits and Benzole Mixtures are included. ItHails of 
these art 1 as follows : 

J.P.T. Shin(hml Tests far the Avidity of White Spirits and Sen .ole 
Mi,Hurt'#. 

J.P.T. Serial Designation : L.O.n, 

Total Acidity. Ten grammes of the oil to he examined is weighed 
into a llask and 50 mis. of 1)5 per end. alcohol is added. The mixture 
is then warmed on the water hath to ensure solution of the aeids in the 
alcohol. Shaking is generally necessary. Phenol phlhalein indicator 
is then added and the mixture titrated with N TO potassium hydroxide, 
'flu* result, is expressed as the number of milligrams of potassium 
hydroxide necessary to neutralize tin* acidity of 1 no g. of the oil. 

Inorganic Acidity. The oil to he examined is shaken vigorously 
with an equal volume of warm water, the water separated and titrated 
with N/t() potassium hydroxide, using methyl orange as indicator. The 
result is expressed in the same terms as the total acidity. 

Organic Acidity. This is obtained by subtracting the inorganic 
acidity from the total acidity, (h-m-mlty, it is the inorganic acidity 
which is of the. greatest import mice in connection with petrols ami 
light; oils, and if a test, reveals any inorganic acidity in such a relmed 
oil, the inference can at once he drawn that the acidic materials used 
in refining or resulting from refining have not been completely removed. 
Acidity in a relined petrol nearly always indicates tin- presence of 
sulphuric acid and, hence, of sulphur, in a highly corrosive form. 

I mV. (lover nine at Mel hud 51 ,n In this t ext, the cooled dist ilhd ion 
residue from the standard A.S.T.M. 100 e.e. Mugler distillation (see 
paragraph TJ7) is placed in a test tube with three volumes of distilled 
water and shaken thoroughly, The mixture is allowed to separate, flu? 
aqueous layer removed and one drop of u one per cent, solution of 
methyl orange added, The development of a pink or red colour indicates 
acidity. 

This test is of value in determining whether the sulphur compounds 
present in petrols, elr„ decompose on heating to give acidic products. 
The presence of acidity indicates inefficient refining. 
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Thk Uktkrmination of Sulphur and Sulphur Compounds in 

Motor Furls 

535. The significance of sulphur in motor fuels is fully discussed 
in Chapter XII, where it is shown that a certain content of some 
sulphur compounds can be permitted, but that other sulphur compounds 
are very objectionable in very small amounts and must be entirely 
removed. It is, therefore, necessary to know the relative amounts of 
the various sulphur compounds appearing in motor fuels as well as the 
total sulphur content. Besides such purely chemical analyses, there 
are used, in the examination of motor fuels, various other qualitative 
tests by which, the objectionable properties of sulphur compounds are 
exhibited, e.g., corrosion tests. 


536. Methods for the Esti¬ 
mation of the Total Sulphur 
Contents of Motor Fuels.—The 
total sulphur contents of motor 
fuels are usually determined by 
burning small samples in a 
current of air. The sulphur is 
oxidized to sulphur dioxide, and 
the combustion products arc 
passed either through a solution 
of hydrogen peroxide, which 
oxidises the sulphur dioxide to 
trioxide and hence to sulphuric 
acid, or else into a solution of 
sodium carbonate, in which the 
sulphur dioxide is absorbed and 
in which it may be estimated by 
the usual volumetric or gravi¬ 
metric analytical methods. 

“Lamp" Methods.—-(1) 

I.P.T. Serial Designation 

G.4.—The apparatus used in 
this procedure is shown in Fig. 

141, and consists of a fuel reservoir in the form of a small glass bottle A, 
which is fitted with a cork carrying a transparent silica tube which 
acts as a support for the wick—a length of lead-free glass wool; a glass 
chimney B through which the products of combustion are drawn into 
the glass absorbing vessel C, and a Dreschel wash bottle D, which acts 
as a trap for any spray carried over from C. Air is drawn through the 
apparatus by means of a pump. 



Fig. 141. -Tug I.P.T. Total Solphub 
Appabatus. 

{Courtesy of The Institution of Petroleum Technologists,) 
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Tlu: test is carried nut as follows : 

Five millilitres of the sample, I he specific* gravity ol which is known, 
is pipetted into the* lamp. ‘20 nils, of 10 per cent, sodium carbonate 
solutionis placed in (In* vessel C and *20 mis. of wafer and I ml. of 10 per¬ 
cent. sodium carbonate are placed in 1>. 'Hie lamp is lighted, placed 
under the chimney and steady suction is applied to tin* apparatus so 
that a llame | in. to :/ in. in height and just free from smoke, is obtained. 
When burned !♦» dryness tlu* lamp is rinsed out twice with 2 ml. of 
amyl acetate, and burned to dryness after each addition. The lamp 
and wick is thereby freed from all traces ol the oil. The contents of 
C and 1) and all connections arc then washed into a beaker, keeping 
the. hulk of liquid less Hum 200 nils. About 0*3 g. of sodium peroxide 
is added and the liquid heated to boiling, made slightly acid with 
hydrochloric acid and 3 mis. of a boiling solution of barium chloride 
added. Barium sulphate is then precipitated and dried and weighed 
in the usual manner. 

537. (2) I.P.T. Serial 
Designation : G.4a. This 

method makes use of the 
well-known Richardson lump, 
which is available in three 
separate* forms, ♦’specially suit¬ 
able for Use with petroleum 
spirits, lienv.ole mixtures unci 
kerosines, respectively. For 
further details reference should 
he made to the I.P.T. Hand¬ 
book of Standard Methods, 

538. (3) A.S.T.M, Serial 
Designation D.90-34 T. The 
apparatus used in this method 
of analysis is shown in Fig, 

1 t*2, and its operation is similar 
to that of the above I.P.T. 
met hod. 

Ida. M2. Tin, A.8.T..M, Sc i.j-iii u The wick consists of t wo 

(A.S.T.M. smut in*uusvrt«»N I rim ;ht.i strands of new cotton wieking, 

10-12 cuts. long (not twisted 
together), and is held in position in a small glass wick tutu*, 0-7 mm, 
outside diameter and *t mm. inside diameter. The amount of till 
.sample* lmrat is determined by weighing the lamp before and after 
I lie experiment ; this usually amounts to about. 13 ees. Exactly 
10 ees. of standard sodium carbonate solution is placed in the 
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absorber. At the end of the experiment the absorber liquid is carefully 
washed into another container and titrated against standard hydro¬ 
chloric acid, using methyl orange as indicator. A blank experiment 
burning sulphur-free alcohol is also run at the same time. 

Edgar and Calingaert 17 have recently described various modifica¬ 
tions whereby the operation of this analytical method may be simplified, 
and have given details concerning the construction and operation of 
laboratory devices whereby the height of the flame may be altered 
without interrupting the test. They have also described new volu¬ 
metric lamps and a modified absorber. 



10 a. 143. —Aitakatus iron tub Determination or the Total Sulphur Contents oir Benzoles. 

(Courtesy of The Standardisation of Tar Products Tests Committee, Condon.) 

539. (4) Methods for Determining the Total Sulphur Contents 
of Benzoles .—Serial No. L.B. 11. (“Standard Methods of Testing 

Tar and its Products'page 90.) This standard method used in the 
examination of benzole is exactly similar in principles to those described 
above. The apparatus used is shown in Fig. 143. 

The absorber flask contains carefully neutralized hydrogen peroxide 
and a small quantity of the same reagent is placed in the tube between 
the chimney and the absorber. After the benzole in the lamp has 
been burned, the hydrogen peroxide solution is titrated against N/10 
sodium carbonate solution, using methyl orange as indicator. The 
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quantity of fuel burnt is measured by volume ami is diluted with ethyl 
alcohol. 

This apparatus has been critically examined in a, recent paper by 
Claxton, Hancock and Iloffert, 1H who have pointed out various im¬ 
provements and modifications which may he made in order to obtain 
more accurate results, of which a new device, for measuring the volume 
of the sample and a means for supplying it; to the lamp is of particular 
interest. The apparatus devised by Claxton, Hancock and Iloffert is 
shown in Fig. I-14. 



Km. Mb "Aitaiutuh or Ci.axtux, Hascook ah» Homan* run Prtxukimatmk or Tutai, 

iSuij'mui. 

540. Limitations of the “ Lamp ” Method for Determining 1 the 
Total Sulphur Contents of Motor Fuels. The principles involved in 
the above “lump n methods are fundamentally sound and any errors 
that are obtained are generally due to the incOkucneies of the apparatus 
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e’mployed. Often such methods fail to give accurate results in the ease 
of fuels containing appreciable quantities of volatile sulphur compounds, 
such as carbon disulphide, because the lamp becomes warm after the 
test has been in progress a short time and part of the sulphur content 
is lost by evaporation. These vapours pass up the space between the 
wick and the wick tube and escape combustion ; consequently, low 
results are obtained. Errors due to this effect are minimized by using 
a method in which the lamp is totally enclosed. Furthermore, in the 
case of light fractions and natural gas gasolines, which are very volatile, 
difficulties are incurred in weighing such materials accurately. In 
such cases, volumetric methods of measuring the liquids are to be pre¬ 
ferred, and it is advisable to use a cooling medium to keep the liqiiid 
in the lamp at a temperature low enough to keep evaporation at a 
minimum (c.f., Wood and Mattox 19 ). A method whereby the errors 
due to evaporation may be reduced has been described by Kennedy, 20 
in which the fuel is contained and measured in a reservoir from which it 
flows through a regulator and drops on to glass wool, over which heated 
air is passed. The resulting vapour air mixture is passed to a burner. 

According to Waterman 21 the lamp methods give low results for 
oils containing mercaptans due to the formation of asphaltic bodies 
which remain on the wick, but Fischer and Hess 2 2 state that the error 
involved is negligible for oils containing up to 0-05% sulphur. 

541. The Oxygen Bomb Method for the Estimation of Total 
Sulphur. This method, which involves the combustion of a weighed 
sample of material in a compressed atmosphere of oxygen in a small 
bomb, is only generally used in the case of oils heavier than kerosenes 
and need not be considered here. 

542. The Estimation of “Free" or “Elemental" Sulphur* 
—As free sulphur is a very active corrosive agent when present in petrols, 
its estimation is a matter of importance. The following methods may 
be used. 

(a) I.P.T. Standard M.ethod. Serial Designation U.4b.—Accord¬ 
ing to this procedure, one hundred grams of the spirit is shaken for one 
hour with 2 ml. of clean mercury and a few mis. of dilute hydrochloric 
acid (1 : 100) added to coagulate the mercury sulphide produced. The 
mixture is then filtered through a Gooch crucible and the precipitate 
washed with dilute hydrochloric acid. The crucible is then transferred 
to a beaker and digested with 30 ml. of concentrated hydrochloric acid 
and 10 ml. of concentrated nitric acid till all mercury, sulphur and 
mercury sulphide are dissolved. The resulting liquid is then approxi¬ 
mately neutralized with sulphur-free ammonia, 1 ml. of concentrated 
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hydrochloric acid is thou added and the sulphate precipitated by barium 
chloride and estimated by the usual gravimetric procedure. 

543. (I>) The Standard Method of the National Benzole Association. 
(Standard Methods for Testing Tar and its Products , Serial No. L.B. 
12, ]>. : Standard Specifications for Benzole and Allied Products , 

p. 77,) The apparatus used in this test is shown in Figure 1 to. The 
sample to be examined (100 ml.), which must, of course, be free of ILS, 
is placed in the Ilask A, together with one or two ml. of clean mercury 
and shaken vigorously. The sample is then decanted through a filter 
paper which is drained and replaced in the Ilask A. DO ml. of boiling 
water is placed in R, 50 ml. of annnonincal cadmium acetate in (’ and 
about 25 ml. of the ,saint* reagent, in 1). Hydrogen gas is then used to 
remove the air from the apparatus and 50 ml. of concentrated hydro¬ 
chloric acid (chlorine free) is admitted to A, the contents of which are 
then healed cautiously with a small Hume and finally boiled for fifteen 
minutes. In this way, (lie mercury sulphide is decomposed with the 
formation of ILS. which then passes into the wash bottle (\ where it. 
precipitates cadmium sulphide from the cadmium acetate solution. 
The cadmium sulphide is estimated by treatment with iodine followed 
by l it,ml ion against sodium I hiosulphnle solid ion in the usual manner. 

Although elemental sulphur is tin* substance usually responsible for 
the corrosive properties of motor fuels, other compounds such as 
polysulphides may also have a similar effect. It is, therefore, often 
preferable I o conduct, net nut corrosion tests t ban to do clement nl sulphur 
determiuut ions. 

544. The Estimation of Mercaptans in Motor Fuels. The es¬ 
timation of mercaptans in motor fuels is of especial importance because 
of the highly corrosive properties of these compounds and also because 
of their foul odour even when in very dilute solution. The complete 
absence of mercaptans from refined motor fuels is imnrinbty demanded 
for t hose reasons. 

Methods for the Qualitative Estimation of Mercaptans. By 
far the most, common method for detecting the presence of mercaptans 
in motor fuels is the well known “ Duct or’’ test, the chemistry of which 
has been .silulled by Wendt and Diggs. 3:1 This test involves treatment, 
of the fuel with an alkaline plum bite .solution (i.e., a solid ion of lit barge 
ill caustic soda) and a small amount of elemental sulphur. If mercaptans 
are present, the following reaction occurs 

2 RSI I i Vh( ONa) a >. (RSJjIVi ! UNaOH 
Mercaptan Lemi Merenptide 
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The lead mercaptides are either yellow precipitates (low molecular 



weight) or compounds soluble in the fuel with a brown coloration 
(higher derivatives). When elemental sulphur is now added, the 
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mercaptides react with the formation of a Cluck precipitate of lead sul¬ 
phide and the simultaneous liberation of organic, disulphides, thus - 


RSv 


RS 


/ 


Vb |S - 


P/iS I US — SR. 


It will be observed that if sulphuretted hydrogen (II a S) is present, this 
will react with the plumbife to give lcn<l sulphide, ns follows : 

IV; (ON«) a 1- IDS ■ > IVaS . | a Not >11. 

Consequently, if a black precipitate is formed prior to the addition of 
elemental sulphur, the presence of II 2 S is indicated, or, alternatively, the 
presence of both mereaptans and elemental sulphur in the fuel. It, is, 
therefore, essential to remove H a S from the fuel before testing for mer- 
eupluns in this way. This is usually accomplished by exhaustive 
treatment with cadmium chloride solution. The presence or absence 
of elemental sulphur in the fuel under lest, is indicated hv the. nature of 
the colour Mutt results on the addition of the plmnbite solution. If the 
colour remains a clear yellow or light brown before the addition of sul¬ 
phur, the absence of elemental sulphur in the fuel under test may he 
assumed, hut; ifthc colour changes to black, the opposite is the ease. 


545. The Doctor Test, has recently been standardized by the Natural 
Gasoline Associat ion of America,'” 4 ns follows : 

Reagents employed 

1, Sodium plmnbite solution containing I25g. caustic soda and 25g, 
litharge, per litre. 

2, Pure dry flowers of sulphur ground and screened to 100- 200 
mesh. 

The test is carried out in standard cylindrical 4 uz, sample bottles 
fitted with clean cork stoppers. 10 ml. of the sample art* added to 
ft rub of plmnbite solution in the bottle, which is tightly stoppered and 
shaken vigorously for 15 seconds. Just su indent. sulphur (25 80 mgs.) 

to cover the interface, between the sample and the plmnbite solution is 
added, the bottle is again shaken vigorously for a further 15 seconds, 
and the contents then allowed to settle. The sample is reported as 
u sweet ” or “ negat ive ” if there is no discoloration of the sulphur film, 
and 11 sour ” or “ positive ” if the Jilm immediately becomes discoloured 
or flecked with brown or black. 

The “ Doctor ” test has also been standardized by the Institution of 
Petroleum Technologists, Serial Designation (i, 88, 

546. The Quantitative Estimation of Mereaptans in Motor 
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Fuels. —Mercaptans may be quantitatively estimated in either of two 
ways ; by direct analytical methods, or by the determination of total 
sulphur before and after their removal from the solution to be examined. 
The former procedure has been adopted by Wendt and Diggs, 23 who 
have described a method based upon the formation of lead sulphide in 
the presence of sulphur and the conversion of this to lead sulphate, 
which is weighed; while Borgstrom and Reid 25 have made use of the 
reaction between mercaptans and silver nitrate. According to this 
latter method, the mercaptans may be determined by shaking the sample 
with excess of silver nitrate, when the reaction occurs readily. A few 
mis. of iron alum solution are then added, followed by ammonium 
thiocyanate to an excess, as indicated by a deep red colour, and the 
mixture again shaken. The excess of thiocyanate is then removed by 
silver nitrate and the mixture titrated to a permanent pink colour. 
The percentage of mercaptan sulphur is then calculated as follows : — 


% mercaptan sulphur = 


ccs. AgN0 3 X normality x 8-206 
weight of sample 


It is doubtful, however, if this method of Borgstrom and Reid is applic¬ 
able to all motor fuels, since the silver nitrate may be found to react with 
other sulphur compounds, such as organic sulphides, while the method 
has not yet been applied to the higher mercaptans. 

Mercaptans have also been estimated by an iodometric method 
involving the oxidation of mercaptans to disulphides by the action of 
iodine, as described by Kimball, Kramer and Reid. 20 Sampcy and 
Reid 27 have pointed out, however, that this oxidation takes a long time 
to reach completion and that, normally, 24 hours should be allowed in 
order that the long chain secondary mercaptans may react quantita¬ 
tively. This method suffers from the disadvantage that it cannot be 
used in the case of fuels containing unsaturated compounds which react 
with iodine and, therefore, cannot be used with most motor fuels. A 
modification by Sampey and Reid, 27 however, involving the titration of 
the hydriodic acid formed during the oxidation of the mercaptans, is 
free from this objection. 

A further method for the determination of mercaptans has also 
been described by Sampey and Reid. This involves the determination 
of the hydrochloric acid liberated by the action of mercuric chloride on 
mercaptans, thus :— 

RSI-I + HgCi 2 = RSHgCZ + HCZ 


one molecule of HCZ being liberated for each molecule of mercaptan. 
This method is also of limited application because, as first discovered by 
Hofmann and Sand, 2 8 many olefine hydrocarbons react with mercuric 
chloride in a similar way, with the formation of hydrochloric acid. 
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A method free from such objections is that of Farnghcr, Morrell and 
Monroe, 29 in which (he sample is first examined for total sulphur oont cut 
1>V a lamp method and the mereaptans then completely removed by 
exhaustive treatment with alcoholic plumbite solution. A further total 
sulphur determination on the sample, after such treatment, gives the 
amount of mercaptan sulphur removed. 

547. The Quantitative Determination of Disulphides. The 
organic disulphides may be reduced by zinc and acetic acid or by acetic 
acid solutions of stannous chloride to mereaptans, thus : 

RS 

| d II, >- 2 RSII. 

RS 

Consequently they may be estimated as mereaptans by tin* above 
methods after such treatment. Farnghcr, Mom41 and Monroe (loe, 
t*it.) have used zinc and acetic acid as the reducing agent and have 
carried out t lie reduction by refluxing for three hours, while Sampey and 
Reid* 7 have used A 10 hours’ treatment on a water bath with an acetic 
acid and hydrochloric acid solution of stannous chloride. The latter 
procedure, is stated to be suitable for the lower disulphides only, Borg- 
strom and Hcid*“ have pointed out that the reduction of disulphides by 
glacial acetic acid and zinc to the corresponding mereaptans is accom¬ 
panied by reactions that decompose the mereaptans formed. For this 
reason, the amount of mereaptans formed is lower than would be expect¬ 
ed and consequently the disulphides can only be estimated by a total 
sulphur method after reduction, and not. by a method specific for mer- 
eaptans alone, 

548. The Quantitative Estimation of Sulphides, In light oils 
from which 1LS, elemental sulphur, mereaptans and disulphides have 
been removed by the foregoing methods, sulphides may he determined 
by a total sulphur estimation before and after treat meat with a solution 
of normal mercurous nitrate (HgN0 ;t TI K 0,} with which the sulphides 
form addition compounds, probably of the type R a KTIgN0 3 , This is 
the basis of the method proposed by Fnrugher, Morrell and Monroe,* p 
Sampey, Slagle and Reid au have recently observed that this method 
is not applicable to the estimation of alkyl sulphides dissolved in benzene 
because the compounds formed are too soluble in this solvent to give 
quantitative separation. These investigators have, therefore, made use 
of the reaction noticed by jPatem, 3 * in which the bromine addition com¬ 
pound of methyl sulphide is hydrolyzed to completion by water, thus 

(CH,) t S*Rr, - I II 4 () (CII,),SO f 2 IIBr. 
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Sampey, Slagle and Reid have estimated sulphides by measuring the 
amount of PIBr formed in this reaction, but their procedure is limited to 
oils not containing unsaturated hydrocarbons. 


549. The Estimation of Thiophene in Motor Fuels.—Thiophene 
is usually detected and estimated in motor fuels by the well known 
Deniges reagent, 32 mercuric sulphate. This reacts with thiophene to 
form an addition compound having the probable formula 


2 (HgO TlgSO 4 )C 4 II 4 S. 


A standard test for the determination of thiophene in benzole free from 
unsaturated hydrocarbons is described in “ Standard Methods of Test¬ 
ing Tar and its Products,” Serial No. L.0.7, page 113. This test is 
conducted as follows :— 

The Deniges reagent is prepared by treating five grams of mercuric 
oxide with 100 ml. of distilled water and 20 ml. of concentrated sulphuric 
acid. The solution is stirred vigorously and filtered. 20 mis. of the 
reagent are placed in a test tube and 2 mis. of the sample to be tested 
added. A glass stopper is then inserted in the tube and the whole placed 
in a shaking machine designed to give violent agitation. After three 
hours’ shaking, the precipitate is washed into a specially prepared Gooch 
crucible by means of hot water and it is then washed until free of any 
residual acidity. It is finally dried at 110—115 Q C. in an air oven and 
weighed. 


% Thiophene by weight = 


0-0757 X 100 A 
__ 


where A — weight of precipitate in grams and S = Sp. gr. of sample at 
15-5 /15-5°C. 

This method is useless in the presence of unsaturated hydrocarbons 
as these also form addition compounds with the reagent used. 


550. The Estimation of Carbon Disulphide in Motor Fuels — 
Carbon disulphide readily reacts with an alcoholic solution of caustic 
potash to form potassium xanthate, and this reaction forms the basis 
of the methods of estimation now in use; e.g., the Standard Test 
Method of the National Benzole Association given in “ Standard 
Methods of Testing Tar and its Products,” Serial No. L.B.9, page 88. 
According to this method the sample to be examined is heated with 
alcoholic caustic potash and the aqueous layer diluted, neutralized 
with acetic acid, and titrated with copper sulphate, using potassium 
ferrocyanide as indicator. 


551. Corrosion Tests.— A variety of tests are used by the petroleum 
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and allied industries i<> determine the corrosive uetitm of motor fuels. 
In general, elemental sulphur is the substance ehirily responsible for 
this corrosion, but, as pointed out elsewhere, merenptaus, sulphuxidos 
and polysulphides may also have an appreciable effect. Copper is the 
metal usually chosen to delect, the corrosive effect. 

In H>22, the American Society of Testing Materials adopted u test, in 
which a freshly cleaned strip of copper is immersed in the petrol to be 
examined maintained at n temperature of 122’ F. (5(»'('.). In the nuts! 
re<a»nt modilient ion of this lest, 33 i! is allowed to coat iutte for three hours, 
after which t In* copper si rip is examined. The pet rol is report ed us not 
passing the lest if the strip shows more than extremely slight discolora¬ 
tion as compared with a freshly cleaned copper strip. This test is 
sometimes also carried out id t he higher temperat urc of 212 F. (I<)(}' 

An equally well known test, for corrosive sulphur is the mercury test, 
in which the petrol to be examined is shaken with a small quantity of 
clean mercury. If elemental sulphur is present, a black precipitate is 
formed. This test is extremely delicate and, according to Trusty, 34 
if a casinghead gasoline gives a negative result to this test, it will also 
give n negative result in the above A.S.T.M. test. This does not apply, 
however, to cracked gasolines, refinery absorption gasolines or other 
comparatively high sulphur content fuels. A similar test has been 
described by Rue. 33 

The copper dish test, in which the petrol to la* examined for corrosive 
sulphur is evaporated in a hemispherical dish of spun copper about. ?i in, 
in diameter, is also widely used. This test, was first developed during 
the late war by the United States Bureau of Mines 40 for controlling the 
purchases of fuel by the U.S. government. A copper dish lest was 
adopted by the Institution of Petroleum Technologists in its lt)2t 
Mditiou of Standard Methods, Imt Ibis was replaced in 15>2!) by a met.hod 
for the determination of free sulphur and no corrosion test was then 
included. 3# * 37 

Tin* methods of testing coal and its by-products of the U.S. Steel 
Corporation 3 ” includes a method for delecting the corrosive action of 
benzoles, depending on refluxing with a cupper strip, while us long ago eis 
HUM), Lomax used ft somewhat, similar test in which the sample to be 
tested is distilled from an Bugler Husk containing a 2 I cm. piece of 
copper Foil cleaned with potassium cyanide, 

A very reliable and accurate corrosion test has recently been devised 
by Garner and Kvans, 9 * in which tin* fuel to be examined is refluxed in 
the presence of copper bronze powder. The refluxing is continued for 
1 to 1| hours. When the mixture has cooled flown a little and settled, 
the fuel is decanted through a filter paper. The. bronze is then washed 
with light spirit, and dried in a steam oven for a few minutes. Dis¬ 
tilled water is then added find excess of bromine until all the bronze and 
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sulphide is dissolved. A little hydrochloric acid is added, the excess 
bromine boiled off, the solution filtered, and boiled, and sulphate precipi¬ 
tated by barium chloride and estimated by the usual gravimetric pro¬ 
cedure. The results obtained by this method appear to be reproducible 
to about 0-1 mgs./lOO mis. 


The Detection and Estimation of Tetra-Etiiyl Lead in Fuels, etc, 

552. The Detection of Tetra-Ethyl Lead in Motor Fuels.—-The 
detection of tetra-ethyl lead in petrols is easily accomplished. A yellow 
precipitate of lead bromide is easily thrown down by the addition of a 
30 per cent, solution of bromine in carbon tetrachloride. This precipi¬ 
tate should be washed with a little petroleum ether and dissolved in 
warm 10 per cent, nitric acid. The solution is now neutralized with 
ammonium hydroxide and acidified with acetic acid. From this 
solution may now be precipitated 

(a) yellow lead chromate by the addition of a solution of potassium 
bichromate. 

(b) lead molybdate by the addition of a solution of ammonium 
molybdate. 

These qualitative tests servo as a complete confirmation of the presence 
of lead. 

553. The Quantitative Determination of Tetra-Ethyl Lead.— 
(i) In Concentrated Preparations. (E.g., Ethyl-fluid). The more 
common methods used for the determination of tetra-ethyl lead in 
dilute solutions in motor fuels are hardly applicable to the analysis of 
concentrated solutions, and for such determinations the following 
methods of Edgar and Calingaert 40 are recommended. 

Method (a). — Gravimetric. 

Caution .—Concentrated preparations of organic compounds of 
lead are highly poisonous and should be handled with extreme 
care under a well ventilated hood. 

This method involves the decomposition of tetra-ethyl lead by 
bromine with the formation of lead bromide, which is then converted 
to lead chromate and weighed as such. 

Thus P6(Ei) 4 -> P6(Br) 4 -> Vb CrO, 

To about 25 ml. of carbon tetrachloride in a 500 c.c. Erlcumcyer flask 
add about 1 ml. of tetra-ethyl lead or its concentrated.solution, weighed 
in a Lunge pipette. Keep the flask cold and add with constant shaking 
a slight excess (5 to ,10 ml.) of a 30 per cent, solution of bromine in carbon 
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tetrachloride. Lend bromide is precipitated. Kvnporate off I he carbon 
tetrachloride on a water hath, and to the dry lead bromide add a mix¬ 
ture of no ltd. of eonernt rated ammonia (sp. gr. 0*00) and 50 ml. of 50% 
acetic acid. Roil titdil Hie precipitate is completely dissolved and until 
. m y remaining earhon tetrachloride is removed. Filter the solution 
from insoluble' matter and then dilute the tilt rate anti washings to -J.-ji) 
ml. and heat toboiling. While .si ill boiling, nthl slowh and wit h constant 
.stirring, 40 ml. of a 5 per cent, solution of potassium dichromate and 
maintain at boiling point for a further live minutes. The solution 
should then be set aside in a warm place for an hour and filtered, collect¬ 
ing tin* precipitate on a weighed anti ignited Hooch crucible and washing 
well with water. The crucible is then dried in an tarn at 105 (!., ami 
the precipitate is weighed ns PMYO.,. 

1 gram PM VO., OOHOg. P/j 1-000g Pfc{K/h 

Method [b). I 'olinnelric. The ammonium acetate solution of lent! 
is prepared ns m method («} abtive and then boiled down to 150 ml. 
The soltititm is then titrated hot with standard ammonium molybdate 
solid ion tint il a yellow coloration is obt aitn-tl wit h tannic acid used as tut 
external indicator. The molybdate solution may be standardized 
against a known weight of lead or lead chloride, according to the method 
described in Treadwell and Hall's *• Analytical Chemistry/* Vul. II, 
p, (UH (John Wiley and Sons, New York, IU2H), while the indicator is 
preferably used in the form of a freshly prepared 0*5% solution of tannic 
arid. A blank is run on the .same amount of water and ammonium 
acetate and the amount of molybdate solution used to give a distinct 
coloration (about (Wt ml.) is subtracted from the result of the tit ration. 

Method (e), Yolumrtrie . Weigh accurately 0-5 mis. of the concen¬ 
trated t.etra-ethyl lead preparation and add to it. 50 mis. benzene in a 
250 c,o, glass stoppered llask. Add at once ()■! N iodine solution in 
slight excess, shake vigorously for a few minutes and titrate the excess 
iodine with 0 * I N sodium thiosulphate, using starch us indicator in the 
usual manner. If u yellow precipitate of lend iodide appears, the 
analysis should be rejected. 

Ces, of 0-1 N Iodine used *. 0*01017 weight of I7/(Kf) 4 

The above methods are capable of giving results accurate to 0*0 to 
0*1% when the requisite skill and care are applied. 

654, (2) In Dilute Solutions in Petrols and Other Motor Fuels,— 
Numerous methods for the quantitative determination of the tetra-ethyl 
lead contents of motor fuels lane been described in the literature, 
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Birch 41 treats the fuel with concentrated sulphuric acid in a Kjeldahl 
flask, slowly distils off the petrol and then heats for half an hour with 
more sulphuric acid. Potassium nitrate is then added, the heating 
continued until no more, brown fumes are evolved and the solution 
diluted with water. The solution is then heated to coagulate the 
precipitated lead sulphate and Altered through a Gooch Alter. The 
lead sulphate is weighed as such after drying. Tctru-ethyl lead may 
also be decomposed with acetyl chloride 4 2| 43 when white flakes separate. 
These arc washed with petroleum ether, dissolved in nitric acid and 
estimated as sulphate. 

Methods based upon the decomposition of tetra-cthyl lead by sulphur 
dioxide have been used by Botte 44 and Toms and Money, 43 while 
Baldeschwielcr 40 has used nitric acid for the same purpose. Gatlin 
and Starrett 47 have used the method described as method (b) above. 

Recommended method. —The recommended method for the estima¬ 
tion of tetra-ethyl lead in dilute solutions is that described by Edgar 
and Calingaert. 40 According to this method the following procedure is 
adopted : 

(d) Gravimetric. —To 100 ml. of gasoline is slowly added a AO % 
solution of bromine in carbon tetrachloride, until a permanent brown- 
red colour is obtained. The solution is then filtered through asbestos 
in a dry Gooch crucible and the precipitate is washed with petroleum 
ether. A solution of 10% nitric acid is then poured into the crucible, 
brought to boiling and evaporated down to a volume of A mis. The 
solution is diluted and filtered through a soft filter paper and the 
precipitate washed with warm water. The filtrate is neutralized with 
ammonium hydroxide and acetic acid is added (5 mis.). The analysis 
is then continued as in method (a). 

It will be found that gasolines containing a high percentage of 
unsaturated compounds absorb bromine vigorously. In such cases, 
it is advisable to dilute with petroleum ether, to add the bromine slowly 
and to cool in ice. 

( c) Volumetric. —Prepare the ammonium acetate solution as in 
method (d), boil down to 150 mis. and titrate hot with a standard 
molybdate solution as in method _(b). 

Methods for the analysis of mixtures of tetra-ethyl lead and other 
alkyl-lead compounds are described by Edgar and Calingaert, 40 and 
by Calingaert. 4 8 General information on the analytical examination 
of alkyl-lead compounds is given by Krause 49 and by Gilman, 50 while 
the use of X-rays and ultra violet spectroscopy in the quantitative 
estimation of tetra-ethyl lead in motor fuels has been described by Aboru 
and Brown 51 and by Clark and Smith, 52 respectively. 
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555. Water is soluble in petrols to a very small extent at ordinary 
room temperatures, but the amount of water which comes out of 
solution on a decrease, in temperature and which collects in traps and 
carburettors on automobiles is of importance. If this water is allowed 
to accumulate in the fuel feed systems of automobiles, it may prevent 
the How of fuel to the engine; the llow may also he prevented or 
interrupted by the accumulation of partially hydrated aluminium 
oxide formed with prolonged eon tael of water with aluminium fittings. 
In winter weather, moreover, the water in (lie fuel feed system may 
freeze and so cause considerable ineonvrnienee, if not actual damage. 
The solubility of water in benzole is about, ten limes greater than in 
petrol at ordinary temperature, and if petrol is added to benzole 
saturated with water, water is thrown out of solution. 


Methods for the Estimation of Dissolved Water in Petrols 
and Benz ole .-—Because of the very limited solubility of water in 
petrols and benzoles, physical methods based upon density and re¬ 
fractive index measurements are of very limited application and, in 
general, arc quite incapable, of giving accurate results. 

Clifford ca has described a method in which air dried by calcium 
chloride is bubbled through the petrol to he analysed and then led 
through weighed calcium chloride tubes. In this way, the* water in 
the gasoline is carried by the. air into the calcium chloride tube where 
it is absorbed. Petrol vapours art* then removed from the weighed 
calcium chloride tube by passing dry air through it for several hours. 
The increase in weight of the calcium chloride tube represent s the amount 
of water originally present in the petrol sample. Using this method, 
Clifford has obtained values for the solubility of water in benzene, 
petrols, carbon disulphide and other liquids, but the method has been 
criticized by Aldrich, 64 on the grounds that, the vapour pressure of 
water vapour above calcium chloride is approximately 0*‘2 mms, of 
mercury, and that, .some water vapour is lost as a consequence. Aldrich 
obtained cheeks by this method in samples containing known amounts 
of wafer, but, it, is possible, in these tests, that the loss of water vapour 
was compensated for* by the incomplete removal of gasoline vapours 
from the calcium chloride tube. However, the generality of this 
compensation for gasolines containing different amounts of water was 
held by Aldrich to he doubtful. The method of Clifford has been used 
by the IPS, Army Air Corps 66 in the? determination of the .solubility 
of water in a sample of U.S, domestic grade aviat ion gasoline, and also 
by Uspcnskii fifl in the determination of water in various petrol samples. 

(irnefe 67 has proposed treating gasolines containing water with 
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metallic sodium and estimating the water content by means of the 
quantity of hydrogen evolved, but no results using this method appear 
to have been recorded. Aldrich, 154 however, has used sodium-potassium 
alloy in a similar method, the advantage of such an alloy over cither 
sodium or potassium used alone being that, if it is composed of approxi¬ 
mately equal parts of the two metals, it is fluid at ordinary temperatures 
and, therefore, more easy to introduce into the petrol. The use of such 
an alloy is also preferable because the liquid alloy maintains a fresh 
active surface. Care must, however, be taken to ensure that the alloy 
is free from oxide, because this reacts with water without the evolution 
of hydrogen. The method of Aldrich, which appears to be as accurate 
as any yet devised, involves the following steps : 

(a) Transfer of a known weight of the petrol sample to a suitable 
container filled with dry air. 

(b) The removal from the gasoline of those constituents which exert 
more than a very small vapour pressure at the temperature of 
liquid air. 

( c ) The introduction of the sodium potassium alloy with the resultant 
evolution of hydrogen. 

(d) The separation of the hydrogen from the gasoline. 

The method is capable of giving accurate results, but it is complicated 
and time consuming. The removal of all dissolved gases before the 
hydrogen is evolved requires special equipment and technique. 

A method based upon the evolution of ammonia by the interaction 
of water and magnesium nitride has been proposed by Dietrich and 
Conrad. 58 The ammonia evolved is absorbed in sulphuric acid and is 
estimated in the usual manner. This reaction may also be employed 
in the determination of the water contents of fuels containing ethyl 
alcohol because magnesium nitride and ethyl alcohol do not react, but 
cannot be used in the case of fuels containing a high percentage of 
methanol (methyl alcohol) because of the reaction 

/OH 

Mg 3 N 2 + 6CH 3 OH - 3 Mg< + NH 8 + N(CH 3 ) 8 . 

X)CH 3 

Dietrich and Conrad found, however, that, provided the methanol 
content was not greater than 60 per cent., this reaction did not occur 
and that this method could be used satisfactorily. 

Special Tests tor Use in the Examination or Benzoles 

556. General Tests.— (a) Crystallising-Point. 

“ Standard Methods for Testing Tar and its Products,” Serial No. 
L.B.3, page 79. 
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“Standard Specifications for benzole and Allied Products,” 10*21), 
page 85. 

This test is of importance because pure benzene 1ms a melting point 
of -KrT’C. 

A boiling tube about <i in. long and 1 in. diameter is placed inside 
a slightly longer and wider 1 ubr which acts as an air jacket. The wider 
tube is weighted with lead shot or similar material and the inner tube 
is closed by means of a cork which carries a stirrer and a thermometer. 
The whole assembly is mounted in a vertical position. 

A representative sample of benzole (about log.) is introduced into 
the, inner tube and the whole apparatus immersed in a freezing mixture, 
the temperature of which should not- be more than 10V. below the 
anticipated freezing point. The temperature of the benzole is read at 
intervals of half a minute with continuous stirring, the readings being 
continued for live minutes after the rise of temperature following 
crystallisation. The crystallising point corresponds with the lust Jive 
consecutive readings, during which the temperature remains constant 
within O'Oo'C. If super cooling lakes place, the const nut temperature 
is observed immediately after super cooling censes. If u constant 
temperature is not. obtained over live readings after the supercooling 
period has passed, the readings before the rise ami those after the rise 
should be plotted against, the time intervals, and the portion of the 
curve after the temperature rise is extended backwards nut il il intersects 
the portion of the curve before the temperature rise, This point of 
intersection is taken as the correct, crystallising point. 

(/;) Ncutrali!//. 

“Standard Methods of Testing Tar and its Products,” No. L.R.t, 
page Hi. 

“Standard Spreiliealions for benzole and Allied Products,” 102!), 
page H:i. 

” Fifty millilitres of I lie sample shall be shaken in a clean stoppered 
vessel with a little distilled water and a drop of methyl orange solution 
as an intliealor. Tin* colour of the aqueous Inver shall be noted ; for 
neutrality I his colour will he ueit her a (list met red nor a dist inet. yellow,” 

557. Examination of Crude Benzoles, (u) Dannie, Toluene, 
Curium Disulphide and Srihintlnl Ifiplrneurhuns. For this analysis, 
the method developed by Spielmauu and Jones t%B and described in 
Standard Methods of Testing Tar and its Products (Serial No, L.O.5. 
p. 108) is used. This method is based upon a combination of fractional 
distillation and .specific gravity measurements. For further details, 
reference should he made to “Motor benzole,” published by The 
National benzole Association, Loudon, 1‘J'U, p. 507, 
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(b) Tar Acids [Phenols, etc.). —An approximate but rapid method 
for the estimation of tar acids in benzoles consists in measuring the 
volume loss on shaking with 10% caustic soda solution, but for accurate 
work, the following method is to be preferred (“Standard Methods for 
Testing Tar and its Products,” Serial No. L.B.14, p. 98). 

One hundred millilitres of the sample are shaken vigorously for live 
minutes with about 25 mis. of 25 per cent, aqueous caustic soda solution 
and the treatment is repeated until all the tar acids have been removed. 
The soda washings arc then combined and boiled for ten minutes, after 
which they are cooled and sufficient concentrated hydrochloric acid 
added to make the solution acid to methyl orange. The aqueous layer 
is then saturated with sodium chloride and the volume of the liberated 
tar acids is measured.* 

(c) Tar liases ( Amines, etc.). 

“ Standard Methods of Testing Tar and its Products,” Serial No. 
L.B.15, page 94. 

“ Standard Specifications for Benzole and Allied Products,” 1.929, 
page 103. 

According to this procedure, tar acids are first removed as in the 
former method, and the sample is then treated with 30 per cent, by 
volume of 25 per cent, sulphuric acid. After agitation the add layer is 
drawn off. The residual oil is then washed with water and tlu» aqueous 
solution added to the acid layer, into which an excess of l () per cent, 
caustic soda is next introduced, care having been taken to keep the 
mixture cool. The resulting solution is then steam distilled into 0-5N 
sulphuric or hydrochloric acid which is afterwards titrated. The 
limits of accuracy of this test are ± 10 per cent, of the true value. 

Examination or Refined Benzoles 

558. Acid Washing or Rectification Test.—If benzole has been 
refined in such a way that practically all of the unsaturateds have been 
removed, the degree of refining may be estimated by the “ acid-washing ” 
test., which measures the colour imparted to 95% sulphuric acid when 
the benzole and the acicl are agitated together. This test is described 
in detail in 

(a) Standard Methods. Serial No. L.B.6, p. 85. 

(b) Standard Specifications, p. 163. 

(c) “ Motor Benzole,” National Benzole Association, London, 1931, 
p. 581. 

and is carried out as follows : 

The sample is filtered through a No. 1 Whatman filter paper and the 

* Hydrocarbons are appreciably soluble in tar acids. As a result of this, tlio volume of 
liberated tar acids may be high. 
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first ten millilitres of filtrate is rejected. 95 mis. of the filtrate is placed 
in a separating funnel, 5 inis, of 95 per cent , sulphuric acid is added, 
and the contents of the funnel well shaken fur twuvthj two minutes, 
after which the funnel is allowed to stand undisturbed for iwadhj ten 
minutes. The lower acid layer is then withdrawn and its colour com¬ 
pared with that of standard glasses in u Lovihoml Tintometer. 

Total Sulphur, Elemental Sulphur, etc. Analytical methods tor 
the determination of sulphur and sulphur compounds in hen'/ole are 
described in paragraphs 595*512. 

Si’KciAr, Tkxts for T’kk in run Examination of Ai.coimi, Ernes 

559. Alcohol fuels arc now becoming increasingly important, par¬ 
ticularly in Europe, while their use in high duty racing engines in 
automobiles, motor cycles, aeroplanes and motor boats is becoming 
increasingly popular, due to their peculiar advantages in this par¬ 
ticular field over straight hydrocarbon fuels or hydrocarbon fuels doped 
with anti-knock compounds. The analysis of alcohol fuels is, therefore, 
a mutter of importance. 

Estimation of the Total Alcohol Contents of Motor Fuels. - 
The total alcohol contents of motor fuels containing ethyl alcohol and or 
methanol can be easily determined by agitation with a considerable 
excess of water or calcium chloride solution and measurement of the 
resulting loss in volume. The loss in volume can be read more easily if 
the water used is coloured with a dye soluble in alcohol and water lmt 
insoluble in hydrocarbons, for instance. Fuchsia or Aniline Blue 2B. 

The loss in volume obtained in this way represents the alcohol plus 
water content of the fuel, ami if it is definitely known that the fuel 
contains either ethyl alcohol or methanol, hut not both, the alcohol 
content may be determined by taking the calcium chloride solution con¬ 
taining the alcohol, distilling it, making up the distillate to a known 
volume with distilled water and measuring its specific gravity extremely 
carefully to four significant, figures. The methanol or ethyl alcohol 
concentration can then he calculated by reference to standard tables of 
the specific gravities of mixtures of these alcohols with water. The 
water contents of alcoholic motor fuels containing less than (10 per cent, 
of methanol may be determined by the magnesium nitride method of 
Dietrich and Conrad. 618 (See paragraph 555.) 

The quantitative determination of both ethyl alcohol mul methanol, 
when present together in a motor fuel, may be canned out by separating 
the alcohols from the remainder of the fuel by water solution, concen¬ 
trating by distillation, and applying the well known organic analytical 
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methods. 60 Ethyl alcohol may be detected by the formation of ethyl 
benzoate, of characteristic smell, while methanol may be detected by 
oxidation and the application of a modified Scliiff’s reagent, 8 1 

560. The Detection and Estimation of Ether (Diethyl 
Ether).—Quite a number of motor fuels contain ether, which is added 
to give better starting and vaporization properties. This compound 
may be detected (preferably in the fraction boiling below 40°C.) by its 
characteristic reaction with perchromic acid, in which a blue colour is 
formed. 

561. The Detection and Estimation of Acetone.—Acetone may 
be detected in alcohol fuels by means of the well known sodium bi¬ 
sulphite test. It may be estimated quantitatively in the presence of 
alcohols by the method of Rakshit. 60 

562. Cloud Points of Alcohol Fuels.—As shown in Chapter 
IX (Volume 2), one of the most important tests for motor fuels con¬ 
taining alcohol is the determination of “ cloud point ” or c> separa¬ 
tion temperature,” i.e., the temperature at which separation into two 
layers just occurs. 

For normal purposes, the apparatus used for determining the 
crystallizing point of benzoles, described above,* may be used for this 
test, but a different procedure is necessary. The tube containing the 
alcohol fuel must lx; closed by a cork to prevent contamination witli 
atmospheric moisture when cloud points below 0°C. arc being measured, 
otherwise the determined cloud points will be too high, and even with 
this precaution, it is advisable, if the test takes a long time to do, to 
make a rough determination first of all and to follow this with an 
accurate measurement. The rate of cooling must be slow, and not 
greater than 1°C. per minute in the immediate region of the cloud point. 
The first appearance of persistent cloud is taken as the cloud point, but 
both the appearance of cloud on cooling and the disappearance of cloud 
on subsequent warming are noted. If these differ by more than 0-5°C. 
the test is regarded as unsatisfactory and repeated. In the case of 
alcohol fuels containing but a small amount of alcohol, the cloud point 
is often indefinite and difficult to record with accuracy. 


Measurement oe the Crank Case Dilution of Lubricating Oils 

563. No standard test for the measurement of the crank case dilu¬ 
tion of lubricating oils is given in the I.P.T. Handbook of Standard 
Methods, but the following standardized procedure is the subject of 

* Seo paragraph 556. 
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A.S.T.M. llfNimin! ion !>. .422 .'Hi. The tnah* . n ,.j* s( 

distilliil ion In ram owr tin- lipid nils pn Mid a-, »itlu« nt *, ml,, rt .ji 1 

trap where tln*y ran he meu-.uml. x 

2.5 ml. «d the eranlv ease nil is plaeed in a short met, Hud ,,f | in, 
eapneily and approximately .*.»() ml. of «ut t -r is add. d. The 
trap is eoimeeletl I.. I In- Hash mill is lilted with a r.lluv enjalejiser '[') , 
trap is illustrated in Future I Hi. that is appli, d f (I the Hash and 
"suwesx depends Upon hentmpat sm-h a rale that hmltim is n.ntinuutw 
and vidimus enoiiph t.. preuad the ml IVmn l‘..,‘mmm , „ iim„, r „| ar ji v ‘ 

a emit imams lilm »>t» top of the wider." Humpim- ma\ hr preuaih-d Uv 
the addition id broken elnss. steel wool ,.r nl.uut .5 ml. „f eunernirated 
hydnielilurie arid. Heading id tin- annmut <d dilm-nt il|r mml( . g 
minutes, la minutes and each suhxrtptrut 1,5 ndimtes utter i'eiluxititr 



F "'' 1J I!; »• t ** . .. i<«» „ 

dlwia " r is a win*)! u„. volume of 

ll "'" i" miy 1.1 miiiuit* jimoil, » 

, ' .! '/ n '“ . . . au.iw.t ™ll,*et,*,| is ,.,,,,,,1 to, or)« 

t-tmm (lie tuJlowmjTamounts. 

Time from .Start 

of Hrjhuino, Mh. Diluent. 

/> miimlre (H ml. 

?i(i >» 20 ml. 

(K) « to ml. 

00 *» flo ml. 

After standing at least 1/5 minutes, to allow the distillate to settle dear 
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and to cool to approximately room temperature, the volume of diluent 
is read and recorded as a percentage of the original charge. Determina¬ 
tions by independent operators should agree within 20 per cent, for 
dilutions under 5 per cent., and within 10 per cent, for dilutions over 5 
per cent. 

Simple vacuum and steam distillations have been advocated by 
A. R. Stark cu and A. T. Wilford 61n respectively as means of estimat¬ 
ing dilution of diesel engine lubricating oil. Stark has described a 
method in which the diluted oil is fractionated in a high vacuum dis¬ 
tillation unit fitted with an efficient fractionating column. The actual 
interpretation of results is simple, it being observed that the distillation 
curves of the diluted and undiluted oils are parallel in the neighbourhood 
of the initial boiling point of the latter. Hence the dilution percentage 
is read directly from the distance between the curves parallel to the 
percentage distillate axes. 

Ti-ie Hydrocarbon Analysis or Motor Fuels 

564. Ever since the beginning of the petroleum industry much 
attention has been devoted to the determination of the chemical nature 
of mineral oil products, but, although much valuable work has been 
done on this important subject, little progress has been made in the 
development of reliable analytical methods whereby the chemical nature 
of these products may be determined with any degree of accuracy. 
The difficulties encountered in work of this kind are, of course, very 
great, and are due to the very complex chemical and physical natures 
of all petroleum oils, even those of the most narrow boiling ranges. 
Thus, a common straight-run petrol of B.P. 30°—200°C. may contain 
up to two or three hundred different hydrocarbons, by far the greater 
number of which may only be present in concentrations of less than 
1% by weight. A further reason for the present unsatisfactory state 
of hydrocarbon analysis is the fact that the chemistry of pure hydro¬ 
carbons is a neglected chapter in organic chemistry; very few 
hydrocarbons (except those of the aromatic series) have been examined 
in detail, and what little work has been done has been conducted on 
substances of doubtful purity, with the result that much contradictory 
information has been published. The lack of information on the 
behaviour of pure hydrocarbons, and the very small number of hydro¬ 
carbons available in the pure state in any measurable quantity for 
making test mixtures of known composition, constitute fundamental 
difficulties in any investigation of methods of analysis of complex 
hydrocarbon mixtures. 

To determine the chemical nature of motor fuels and light hydro¬ 
carbon oils, it is sufficient, for most purposes, to determine the relative 
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proportions of unsaluratod, aromatic, naphthenic and parallinie 
hydrocarbons, and it. is usual to classify those hydrocarbons as follows : 

(a) XJnsaturalcd hydrocarbons. . Those couponing oleiinie double 

bonds, i.e., mono- and di-olelnies, acetylenes, di- and let,ra¬ 
lly dro-1 >vn zone and their homologues and annual it; and 
naphthenic hydrocarbons containing oletinie double bonds in 
their side chains. 

(b) Aromatic hydrocarbons' .- Ren/,cue, naphthalene, anthracene and 
and their homologues, having t he general Ibrumla C„ H 

(c) Naphthenic, hydrocarbons.- Saturated cyclic hydrocarbons or 
poly-methylenes and their homologies, (Literal formula 
C TL 

(d) Paraffinic hydrocarbons. Saturated straight, or branched chain 
hydrocarbons of the general formula C,. IT,,,, 

The eslinud jon of these, four main classes of hydrocarbons is usually 
carried out by, first of all, removing and estimating the most reactive 
class, i.e., the olefines. The residue is then examined for aromatics 
and after both unsaturateds and aromatics have been removed, paraffins 
and naphthenes arc estimated in the residua! mixture. Alternatively, 
the aromatics and unsaturateds may be estimated as one combined 
class and the unsaturateds estimated separately. Aromatics are then 
determined by difference. On the other hand, olefines may be deter¬ 
mined by difference if the aromatics are estimated separately. 

565. The Estimation of Unsaturated Hydrocarbons. Prom 
time to time various methods have been proposed for the estimation 
of nnsaturated hydrocarbons in light oils, and. of these, the following 
a,re of the most importance. 

(a) Solution in sulphuric acid. 

(b) Halogen absorption, 

(e) Reactions with mercury suits. 

(d) Reaction with ozone. 

(c) Oxidation with perbeuzuic acid. 

(/) Reaction with thioryImogen, 

(y) Treatment with sulphur nionoehloridc. 

Certain other methods are described later, 

566. (a) Estimation by means of Sulphuric Add. ll lias already 
been shown in Chapter V, Volume 1, that the irnsaturated (i.e., olefioic) 
hydrocarbons are attacked by sulphuric acid of lower concentration than 
is necessary for reaction with aromatic and saturated hydrocarbons. 
This fact has long been used to effect a very rapid and convenient, if 
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not accurate, analytical method for the estimation of unnatural ed 
hydrocarbons. It has also been pointed out that the chemical read ions 
involved are complex, in that the products of the reaction under 
different conditions are alcohols, mono- and di-allcyl esters and that, the 
action of sulphuric acid upon unsaturated hydrocarbons depends, to 
a large extent, upon the molecular weight and molecular composition 
of the latter and upon the strength of the acid employed. 

Sulphuric acid cannot be used satisfactorily for the determination 
of unsaturated hydrocarbons in the presence of other hydrocarbons 
for a variety of reasons, the most important of which are [a) the forma¬ 
tion of polymerized products, and ( b ) the fact that sulphuric acid of 
strength sufficient to react completely with unsaturated hydrocarbons 
also reacts with hydrocarbons of other types, e.g., the aromatics. 
Numerous attempts have been made, however, to surmount these 
difficulties. 

The chemistry of olefine polymerization by sulphuric acid lias 
received attention by Morrell, 62 Brooks and Humphrey 03 and 
Joubert and Norris. 64 Brooks and Humphrey found that the 
polymers were more stable to sulphuric acid than the parent olefines, 
although they contained a double bond. Therefore the strength of 
sulphuric acid used for the estimation of unsaturated hydrocarbons 
must be capable of dissolving these polymers formed by its own action, 
but be without action on other hydrocarbons. Realising the errors 
due to polymerization, Egloff and Morrell 00 have described a method 
in which a suitable correction is applied. The light oil to be examined 
is treated with twice its volume of 80% sulphuric acid, agitated, allowed 
to settle and the acid layer drawn off. The loss in volume of the oil 
is then measured, and represents the amount of unsaturated hydro¬ 
carbons originally present in the oil which has reacted with the add to 
form acid-soluble reaction products, such as alcohols and mono-alkyl 
esters. The acid treated oil is then neutralized with alkali and redistilled 
through a column, where the amount of high boiling polymers formed 
by the acid and boiling above the end-point of the original oil, is 
measured. This quantity, when added to the loss sustained on agitation 
with acid in the first step, is taken as the quantity of unsaturatecls 
originally present. This correction, however, is only approximate, for 
some unsaturateds are polymerized to hydrocarbons boiling at tempera¬ 
tures below the end-point of the spirit and arc, therefore, not measured 
by distillation. For example, tri-methvl-ethylene, B.P. 38°C., poly¬ 
merizes to a mixture of diamylenes boiling between 150 and 
whereas the end-points of the petrols sold in English markets are in 
the immediate neighbourhood of 190—200°C. The dipolymers of the 
isomeric hexenes boil between 190 and 200°C., whereas the dipolymer 
of iso a-heptene has a boiling point of 220°C.—-224°C., and a mixture 
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of oclene- 1 mid t k‘I etie 2 gives ;i mixture of dipolymers boiling 
between and 285 C. 

The MglolT end Morn’ll method tuny, tberelore, be improved bv 
treating the oil hi be examined in frnetiotis of iuiitom, boiling nutge. 
Kueii fraction ma\ be separately (rented nil It sulphuric neid and both 
the volume loss and extent of polymerization of each fraelioit dc- 
iernu'netl. In this way, a intteb higher figure for polymerization loss 
is obtained and the error due to lids cause is much red need. In the 
ease of a cracked spirit. Houghton mid llomuaii' i,; fount I that sulphuric, 
nekl of i»l % st reitgl It prodneed the mn \ itnu m tutu mu l of polymerization, 

567. Resides such phenomena, there is another eomplieatiou attend¬ 
ing the use of sulphuric arid for the tpmnt it at ive estimation of un- 
sal united hydruenrhons. It was observed by Kramer and Spilker" 7 that, 
in the presence of strong sulphuric acid, styrene and the xylenes con¬ 
densed to form stym-xylenes. Later, Brochrt nH found flint aliphatic 
imsa I united hydrocarbons condensed with benzene Immologues in the 
same fashion, e.g., benzene and hexene gave hexyblteir/ene, Toluene 
and xylene behave in the same way ami other tnisttluniteds probably 
rend, like hexene. Itratne"" conducted experiments to determine 
-whether similar condensations took place when petrols and synthetic 
mixtures were shaken with various strengths of sulphuric acid. He 
found that when 85% acid was used, 80of the aromatics originally 
present- in a petrol were removed, while when 88% neid was employed, 
over 50% was removed. The results of his experiments are, how¬ 
ever, not. conclusive, for Rrame did not ascertain whether acid of 
either 85% or HH% had any act inn on aromatics alone, although 
they do indicate that condensations of the type described by 
Hroehet. probably take place. More conclusive evidence cm this 
point is given in the recent work of Tovme, 7 " who found that on 
treating a. synthetic mixture containing 15% of olefines and 10% 
aromatics with three \oliuues of cold 08% acid, more than half of the 
aromatic content was condensed to substances boiling over Ihe original 
end-point. 

568, Much controversy exists regarding the most .suitable strength 
of sulphuric acid to employ for the estimation of uusaturnted hydro¬ 
earl inns, but it is more or less agreed that, acid stronger than 80% is 
required. Ormimdy and Craven 71 treated petrols of various strengths 
and found that, the density and refractive index of the residual spirit 
after neid l real incut rose until the acid strength reached 88%, This 
they ascribed to polymerization and removal of unsaturulecls. At 
higher strengths of acid extraction of aromatics occurred and the density 
and refractive index fell to lower values. Ornuuuly and Craven thus 
confirm the work of Moore and Hobson, 78 who found that an acid 
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strength of 88—90% is essential for the removal of unsaturateds. 
Similarly, Lomax and Pemberton 73 treated a cracked distillate with 
80% sulphuric acid, distilled it to the original end-point, treated if 
again with 98% acid and finally redistilled it to its original end-point. 
After the last distillation, a considerable residue remained, indicating 
that the treatment with 80% acid did not removes all the olefines. The 
same conclusions have been arrived at in later work by Name!kin and 
Robinzon 74 and Tarassov and Popova. 75 Riesenfeld and Randle 74 
have recommended the use of 85% sulphuric, acid followed by redistil¬ 
lation for the estimation of unsaturateds in cracked spirits and 92% 
and 94% acids for the examination of straight run spirits. This recom¬ 
mendation has been supported by Winkler, 77 who makes the important 
observation, first pointed out by Norris and Joubert, 04 that, under the 
action of heat, e.g., in distillation, tlic polymerized products of olefines 
partly depolymerize. The di-polymers, in this ease, remain in the dis¬ 
tillate and are likely to be determined as aromatics. Winkler suggests 
that the distillate resulting from the distillation of acid treat ed spirit, in 
such an estimation of unsaturated hydrocarbons, should be treated with 
a further quantity of sulphuric acid (92-5%) and the percentage loss 
added to the figure for unsaturateds previously obtained. 

569. Whatever strength of sulphuric acid is employed for the esti¬ 
mation of unsaturated hydrocarbons it should, obviously, be without 
any action on other hydrocarbons, otherwise the result obtained will he 
too high. Faragher, Morrell and Levine 78 give results which show that 
85% sulphuric acid has an appreciable effect upon benzene amt a pro¬ 
nounced effect upon toluene, while Carpenter states 7 u that, acid of 
concentration even as low as 80% has a noticeable effect, upon a t : H 
toluene-xylene mixture. Townc 70 has published the following results on 
the action of 93% and 98% sulphuric acid on aromatics of various t ypes, 
in which the importance of the time element is well brought; out. 

Table 1X6. —Solubility op Aromatic Hydrocarbons in SuLtMimue A tan. 



% {Soluble in 
03% >1,80, 
in 1 mimito 

% Soluble in 
5)3% 11,80, 
in 10 minutes 

% Soluble in 

11,SO, 
in 10 minutes 

Benzene 



100-0 

Toluene 

110 

1000 

100-0 

Xylene (mixture) 

140 

98-0 

100-0 

Ethyl benzene 


78-0 

100-0 

Diethyl benzene 

6-0 

44-0 

100-0 

Mesitylene 

230 

100-0 

100-0 

Isopropyl benzene 


37-0 

100-0 

Sec. Butyl benzene 


,19-0 

100-0 

Tert. Butyl benzene .. 


23-0 

100-0 

Tert. Amyl benzene .. 


18-0 

100-0 

p-Cymene 


73-0 

100-0 
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These figures show l.lmf. I he notion of TS% sulphuric, acid upon heir/,one, 
toluene, -xylene, ethyl benzene and mesitylene is marked, even for such 
a short, emit act time as I minute. 

According to Teliehev and Dunski, H0 most aromatic hydrocarbons, 
with the exception of benzene, para, and I elm substituted benzenes, are 
attacked by sulphuric acid of 01 02% strength, while Nauielkm 81 

states that. 0.'H>% sulphurie acid has a sulphmmting action upon ben¬ 
zene, toluene and xylene. 

570. Estimation of Unsaturated Hydrocarbons by means of 
Halogen Absorption.- Unlike other hydrocarbons, the unsuturnteds 
readily absorb the halogens to form the well known halogen addition 
compounds, the reaction being a simple addition process. In aqueous 
solution, however, there is n tendency for part, of the halogen to react 
with the water giving a hypo acid which adds on to the olefine to pro¬ 
duce an halogen derivative of an alcohol, thus, 

IMJII CH,, 1 IMirO >- RUll-Br CILOH. 

When simple and direct addition of two halogen atoms takes place, tlu* 
relative contents of imsaturnlod hydrocarbons in two oils may he de¬ 
termined by simple titration. Bromine and iodine “ numbers " (de¬ 
fined as the number of grams of halogen absorbed per 100 grams of oil) 
are often used for comparing the “unsalumtion ” of nils measured in 
this way. Such an evaluation, however, means but little unless the 
molecular weight of the unsaturatctls is known: otherwise the per¬ 
centage of tin,sut,united hydrocarbons cannot, be calculated. 

The halogenation reaction is complicated by the fact that sub¬ 
stitution of hydrogen atoms, indicated by the evolution of hydrogen 
bromide, often proceeds at. the same time as halogen addit ion, and very 
likely takes place with greater ease in the ease of hydrocarbons of high 
molecular weight . 

Davis 8 a lias found that, in earl ion tetrachloride solution, ethylene 
bruminules at. a measurable rale and that, if the solutions are dried and 
kept away from a bright light, the reaction lakes hours, and even days, 
for completion. Truces of moisture speed up the reaction, whereas 
added hydrogen bromide dues not affect it, while the rate of reaction, 
in the dark, is gradually increased as the temperature is lowered from 
2S-’U, to 0"C. Davis also observed that temperature has little effect on 
the bromination of trimethyl ethylene or di-iso butene, and that large 
amounts of hydrogen bromide are evolved from both these hydrocarbons, 
showing that substitution occurs. 

571. The iodine number methods for the estimation of uiixatumtion 
devised by Hub! 83 and Wijs 84 arc of great use in the examination of 
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animal, vegetable and fatty oils, but soon proved themselves not to in* so 
applicable to the examination of mineral oils. The method due to Hub! 
makes use of a solution of iodine and mercuric chloride in alcohol, but, 
in practice, is inconvenient and gives discordant results. The nud ltotl 
of Wijs utilizes a decinormal solution of iodine monochloride in glacial 
acetic acid, which has the advantage that it can be stored for some t ime. 
Neither of these methods is now much used. 

The method of Hanus 8B possesses many advantages over the older 
methods and has been commented upon favourably by other workers. 
The reagent employed consists of a solution of equivalent part s of bro¬ 
mine and iodine dissolved in glacial acetic acid. 

Faragher, Gruse and Garner 87 have examined the Haims method 
when applied to pure unsaturated hydrocarbons with interesting results. 
They found that, in the case of the mono-olcfmes, theoretical halogen 
absorption was obtained but that with di-olciines and also with the 
acetylene heptine, the maximum absorptions obtained only corresponded 
to the amount of iodine that would have been required if the hydrocar¬ 
bons had been mono-olefines. Faragher, Gruse and Garner also found 
that the Iianus iodine numbers of gasolines were practically unaffected 
by changes in the relative proportions of spirit and Iianus reagent and 
that the latter did not cause any appreciable substitution of hydrogen 
atoms in the molecules of simple paraffins, eyeloparaffin or aromatic 
hydrocarbons, or of straight, branched chain or cyclic; olelines, of <li- 
olefmes, acetylenes or cracked gasolines. This opinion is nol held by 
Johansen, a 8 who states that the iodine absorption obtained by use of the 
Iianus solution is a combined addition and substitution value, and by 
employing a modified solution in which the iodine bromide is dissolved 
in the neutral solvent carbon tetrachloride instead of glacial acetic acid, 
he was able, by means of a modification of a method due to Mellhiney, tt u 
to discriminate between these addition and substitution values, and to 
show that substitution played a very considerable part in the absorption 
of iodine from Hanus solution by mineral and fatty oils. Morrell and 
Egloff 90 check all the findings of Johansen within certain limits and show 
that there is a considerable change in the addition values with change in 
the relative proportions of the reactants, although this change is not 
nearly so great as the variation in the substitution values, and they show 
that, in the cases of certain oils, negative addition values arc obtained. 

Regarding the time factor in iodine number determinations, Smith 
and Tuttle 91 found that, in the Hanus method, the maximum absorp¬ 
tion was reached within 15 minutes, while Dean and Hill 89 recommend a 
thirty minute reaction time. The precise effect of the solvent used in 
the test is obscure, and tests have been described 92 which show that the 
retarding action of the solvent is something more than a mere diluent 
effect. Acetic acid, chloroform, carbon tetrachloride and carbon 
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(li.sulphidc were used ns solvents and tin* results varied widely according 
to which solvent was used. 


572. The Bromine Number Method of Mellhiney. 'Phis ana¬ 
lytical method was first described in LSUP and i-. especially suitable 
for the separate measurement of halogen addition and suhst ilut inn.*" 
It depends upon the lae! that for eaeh atom of hydrogen replaced by 
bromine in a subsl it ul ion react ion, one moleeide of hydrogen bromide is 
formed. By estimation of this liberated arid, therefore, as well as the 
total amount of bromine absorbed, it is possible to calculate the extent, 
of both the addition and substitution reactions. The estimation of the 
liydrohromie acid is accomplished by the addition of potassium iodide 
to the solution after I he excess bromine has been dest roved by potassium 
iodide and sodium thiosulphate, thus 

KIO, ! S KI i alJBr UK It r i HILO ;• :t L 

n reaction which is not brought about by the mmmim organic acids. 

This method of bromine number determination is capable of giving 
accurate results when sullieient. at lent ion is given to details and has been 
used satisfactorily by Waterman, Spijker and Westcu,^ by Waterman 
and West eu 04 and also by Wilkinson in t he del erminatiou of the purity 
of various olefines. 

Details for Carrying out the Mellhiney Bromine Number test. 
- The procedure recommended by Mellhiney was to dissolve 0>25 to 
1*0 grains of the oil to he examined in 10 ml. of curiam tetrachloride 
and to add 20 ml. of (KtN bromine in (In* same soUent. The mixture 
is then allowed to stand for I 2 minutes and tin* reaction arrested 
hv the addition of 20 00 ml. of 10% potassium iodide solution and .10 
ml. of wider, and titrated with thiosulphate. Mellhiney also recoin* 
mended the use of a special flask lilted with a ground glass stopper 
to prevent the escape of In drobrnmie acid. 

Such a procedure is satisfactory in the ease of non-volatile oils, but, 
in the case of motor fuels, l(owcs Mtf found it. necessary to modify the 
procedure somewhat. Dillieiilty was experienced in the weighing uf 
•such materials into conical Husks or bottles. Small glass capsules were 
tried but these proved un.satisfaetupy, small amounts of liquid being 
retained in them even on repealed slinking, and they were often the 
cause of broken flasks during shaking. Furthermore, it. was found that 
unless a constant, weight of oil was used in each experiment (i»e„ a 
constant ratio of oil to bromine), the results obtained varied. Finally, 
accurately calibrated and graduated pipettes of I ml. capacity, cooled 
in a constant temperature huth, were employed and were found to in¬ 
crease considerably the accuracy and convenience of the method. 
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Howes also encountered a difficulty in the substitution reaction, which 
was found to increase with increase of reaction time and with increase 
of bromine concentration, especially in the presence of moisture. This 
substitution reaction was found to be particularly evident, when high 
boiling aromatic hydrocarbons were present, o.g., p-cymene and />- 
tertiary butyl toluene. The bromine absorbed by direct addition was 
found to be unaffected by either time, concentration or by the presence 
of moisture. This difficulty was nearly overcome by the use of only a 
small excess of bromine. In the case of pure nnsaturated hydrocarbons, 
this excess was usually 30% and when this quantity was used it was 
generally found that substitution was negligible, except when high 
boiling aromatic hydrocarbons were present. 

573. The Bromine Number Method of Francis. 07 -This method 
employs a standard solution of potassium bromide and potassium 
bromate, which in acid solution generates bromine, the rate of genera¬ 
tion depending upon the concentration of acid present. 

IC BrO 3 + 5IC B r + 311,50, = 8 K a SO, 3 H,0 + 3 Ur,. 

By making the solution only slightly acid, the bromine can be gencrat ed 
very slowly and if this is absorbed by substances containing double 
bonds fast enough to keep it in small concentration, substitution re¬ 
actions arc said to be avoided. The fact that mineral oils and light 
spirits do not mix with the reagents employed is only a disadvantage in 
that it necessitates vigorous shaking. As seen from the equation. 

x RCH-Br — CIIBr It' | ILO 
R CH - CH R' + Br, + H,0 / 

* R CII Br - CHOU R' |- HBr. 

the calculated result is not affected at all whether dibromides or bromo- 
hydrins are formed. 

Cortese 8 8 has tested this method with pure unsaturated hydro¬ 
carbons of various types and lias reached the conclusion that it gives 
reliable results for aliphatic olefines and di-olefines, whether conjugated 
or not, but that it only gives approximately correct results for certain 
ring structures. 

A modification of the Francis method has been used by Bacon 80 
for determining the bromine numbers of librieating oils. 

574. The use of Standard Olefine Mixtures in Bromine Num¬ 
ber Determinations. 100 —The errors involved in bromine number 
determinations, such as substitution and incomplete addition, etc., 
may be partly overcome when a standard olefine solution is used for 
purposes of direct comparison. Thus, in the case when the olefine in 
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tlx- unknown mixture is the same as that in the' standard, the olefme 
coni cut, of l lit* former may ho oaloulatod as follows : 


■it 


'I'., 


S. 


where// ololino otml out of l ho unknown, 

S ,, ,, ,, standard. 

T, I it or oft ho unknown, 

T„ ,, „ „ standard. 


Tho standard may also contain I ho sumo typo of obTuies as that of the 
oil under investigation. Thus, Morrell and Levine have shown that the 
olelinos in cracked spirits, produced under similar conditions, are prob¬ 
ably of the same typo in approximately tlu* same relative proportions, 
so that, a cracked spirit, of which the oleline content, is known, may he 
used as a standard. In the case whore the unknown solution contains 
known olelinos different from those in the standard, the oleline content 
may he calculated by the expression 


where M ^ D t and N t 
M s , Ik and Ns 


i'.o(XsM, 

T., (N.MsI), 


actual or average molecular weight, density and 
number of oleline bonds in the mixture being 
examined, and 

corresponding properties of the standard 
solid ion. 


575. The use of Mercuric Salts for the Estimation of Unsaturated 
Hydrocarbons. -The unsat united hydrocarbons possess the property 
of reacting with mercuric salts, either to form complex but loose addi¬ 
tion compounds, or else to become oxidized. The tendency of the ole¬ 
fines to react, with mercuric suits de| lends upon a variety of factors; 
thus, the gaseous olefines ,M1, lu -- readily form addition compounds 
from which they may be recovered by the action of dilute acids. Un- 
sailirated hydrocarbons of low molecular weight react fairly easily 
with mercuric salts, but those of high molecular weight, c,g, t uetylene 
and diamylene, only react slowly, even on boiling. Olefines in which 
the double bond carries four alkyl radicles, e,g„, tetra-methyl ethylene, 
do not react with mercuric salts even after prolonged hoi ling. 104 Thus, 
the read ion is not applicable to all unsaturaied hydrocarbons. 

Tuns/, 106 found that eyelohexrne, methyl cyclohexane and the 
terpenes gave compounds with mercuric acetate, while fully saturated 
hydrocarbons gave no react ion, 

Halhiuuo and Paolim I * ,ft have made use of mercuric acetate for the 
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detection of olefines in light petroleum distillates, while Tints/, 1,17 states 
that, as a rule, the olefines which may be prepared by alcohol dehydra¬ 
tion form addition compounds with mercury salts in aqueous solution, 
while the higher olefines only react in alcoholic solution. Thus/, also 
states that the olefines C 8 to C J6) obtained by polymerization of lower 
olefines, do not react even in alcoholic solution. Habinem* and pinene 
form addition compounds easily. 

In aqueous solution, mercuric acetate gives addition compounds of 
the type 

,011 

Olefine, Hg<^ 

XJ.H.O, 


while in methyl alcohol solution, compounds of the typo 


Olefine, Hg< 


X) CM 3 
-C 2 II ;! 0 


2 


are formed. 

Mercury salts which do not hydrolyze, c.g., mercury cyanide, do not 
form addition compounds with olefines. By working in acetic acid 
solution, Hugel and Hibou 104 have succeeded in making the addition 
compounds of mercuric acetate and olefines as high as iiexudee.ene. 
These compounds have the general formula 

Olefine, IIg(C 2 H 8 0 2 ) 2 . 

The decomposition of mercuric aeetate-olefme complexes with Liu* 
regeneration of the original olefine has been discussed by Thus/,, 107 
Engler 108 and Kutscheroff, 102 each of whom has used acids (11(7) for 
the decomposition. 


576. Various methods for the estimation of unsaturated hydro¬ 
carbons in the presence of other hydrocarbons have been proposed, 
based upon the above characteristic reactions with mercuric salts. 
Thus, Tausz 107 treated light spirits with 3 volumes of mercuric acetate 
solution for 5 minutes in the cold and then allowed the reaction to 
continue for 3 hours under a reflux condenser. The product was then 
steam distilled and the distillate washed with dilute caustic soda and 
then with sodium hydrogen sulphite solution to remove acetic acid, 
aldehydes and ketones respectively. Tausz estimated the unsaturated 
hydrocarbons by measuring the volume loss sustained on such treatment, 
and also by measuring the volume of unsaturated hydrocarbons resulting 
from the decomposition of the mercuric acetate complexes by hydro¬ 
chloric acid. 
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'runs-/; and Wolf 11,1 use an alcoholic solid ion of mercuric acetate in the 
following way : 

To a solid ion of d(> grams of mereurie acetate in 500 cos. of water is 
added at) mis. of i lie light oil to he tested and lf> nils, of alcohol. After 
shaking, I In* mixture is heated under a reflux condenser for h* hours on 
a vigorously buiiing water hath. 'I'lie mixture is then distilled inn 
current of steam ami the distillate washed as above to remove aeetie 
acid, aldehydes and ketones. The washed distillate is the olefine free 
oil, and the difference between this \ollime and the original volume 
taken represents the uusnturaled h\drm-arbims which have reacted 
with t he mereurie a<*elnte. 

An important contribution on the action of mereurie acetate on 
unnaturaled hydrocarbons, etc., lms been made by Rruumand Hunter 111 
who have described t heir at I empt.s' to use t he react ion for t he ideut itiea- 
t ion and separation of the oleiincs in a cracked spirit. They abandoned 
the method in favour of n procedure involving broiuiimtion because 
thev were unable to obtain good yields of olelitm hydrocarbons by the 
decomposition of the addition compounds, and also because they found 
that many uusnturaled hydrocarbons, instead of forming these com¬ 
plexes, were uxidi'/cd and destroyed. 

Some of tin* results < >f Brume and Hunter were as follows : 


Mixture ('mplttyi’d 


Amylmm I'f'uliuu* 

It) UO 


:t«-3 (MI-7 

;}.*Ki <Hi-7 


Amount 

Amount ol| 


! \io\ Ii‘in> 

ivntuiip 

of Mi% 

Inrirtin*' ! 

t 'li-mlutnl, >b 

n-i-n\i-ir«i 

1 i-i'tlVl<l‘l>ll 

Uin" tiirU 

iSnIiilimi | 

li'i Ml i |l i| Sv 

. *«li 

"11 

ml. 

IlHl'll III], | 


Tot ul 

Total 

20 

1 

20 1 

| Itj-ifilliag 

1 :u 

HO 


I 

with 

i 


,*«! 

.Mi ; 

tin 

1 20 

loo 

,*{(1 

hit i 

l>i'i-timpi>M!i{jF 

| 15 

1(H) 


. Ha. eumjuunids 
| with 1LS ami 
distilling, 


lintel and Ilihou 11 ' 4 have described an analytical method in which 
t he hydrocarbon mix t are to be exit mined is treated wit h a solution of mer¬ 
eurie acetate in glacial act-tie acid, whereupon the imsntumtedx present 
dissolve to form complexes with the mercury salt, and the volume of the 
unabsorbed hydrocarbons is measured. The .saturated hydrocarbons 
are not, however, completely insoluble in the aeetie ueid, and their 
solubility is increased by the solution in the acid of the unsatumted 
hydrocarbons, tint this may be rendered negligible by the careful 
addition of water, in such quantities that the mercury complexes are 
not precipitated. The umsaturated hydrocarbons may be recovered 
from the complexes in tin* usual way, or the complexes* may be pre¬ 
cis’ 
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cipitated by the addition of water and the olelines regenerated there¬ 
from by dissolving in ether. 

Summarizing the use of mercuric salts for the estimation of uusatura- 
ted hydrocarbons, therefore, we may say that such a method is only 
applicable in certain special cases. The reaction is uncertain, oxidation 
takes place to a varying degree, depending upon the types of unsaturated 
hydrocarbons present, and certain hydrocarbons do not react at all. 
The reaction is not suited to general analytical use. 

577. The Estimation of Unsaturated Hydrocarbons by means 
of Ozone. The unsaturated hydrocarbons are readily acted upon 
by ozone to form ozonides. These compounds arc easily decom¬ 
posed to form water soluble compounds. At first experimental 
difficulties rendered the production of the ozonides, even of the simple 
olefines, impossible for a long time (c.f., Sehonbein 112 and Haute- 
feuille 113 ), for the gaseous olefines explode at low temperatures in the 
presence of ozone, while pentene and hexene take fire. After many 
unsuccessful experiments, Harries and Hafner 114 succeeded in pre¬ 
paring the ozonides of propylene, amylenc and hexene by diluting the 
hydrocarbon with a low boiling inert solvent. Ethylene ozonide was 
prepared in the same way by Harries and Koetschan. 115 

The true character of the reactions involved was first made clear by 
Harries, who showed that the initial products, which were viscous ex¬ 
plosive substances, contain three atoms of oxygen for each double 
bond present in the original hydrocarbon. These ozonides can break 
down in two ways. 

(a) By reaction with water to form hydrogen peroxide and ketones 
and aldehydes, accompanied by complete rupture of the double bond. 

>C-C< 

I | + I-I 2 0 

0 - 0-0 

(b) By decomposition, on warming or in the presence of solvents such 
as absolute alcohol or glacial acetic acid, to give a true peroxide and an 
aldehyde or ketone. 

>C-C< ,0 

I I c/ I + oc 

o-o-o x o 

The reaction of substances containing ethylene bonds with ozone is 
substantially a general reaction as, for instance, the addition of bromine. 
The ozonides of cyclic olefines are also easily prepared (c.f., cyclohexene- 
peroxide). 116 

In view of the ease with which unsaturated hydrocarbons react with 

63 



\ CO 




-j-OC<^ + 


ILO. 



§ 578 MOTOR FUEL PREPARATION AND APPLICATION 

ozone, it is not surprising to find that methods' for the quantitative 
estimation of the former have been based upon this reaction. Some of 
the first work on the treatment of petroleum distillates was done by 
Molmari and Cueini 117 and Molinari and Eenaroli. 11H The last named 
investigators obtained from a Russian kerosene fraeiion, B.P. ‘5!)5 
300 °(J., a yield of .82% of ozunides. 

More recently, Danaila, Andrei and Melineseu 118 have described an 
analytical method which they claim to give aeeumle and reliable results 
for light oils containing less than .1% of nnsulumtcd hydrocarbons. 
According to this method, oxygen is passed successively through a gas 
meter, a sulphuric acid wash bottle, a single element Siemens-Halske 
ozoniscr and a wash bottle containing .85 40 ees. of the oil and .80 -.],{) 

ccs. of .80 per cent, aqueous caustic soda, cooled to 10' to 15"C. 
After the gas has passed through the oil for six hours, at a rate of 4 j,j. 
litres per hour, the mixture is distilled in steam and the distillate 
washed with caustic soda and sodium bisulphite solution and, finally, 
dried over sodium. The unsnturated hydrocarbons arc Hum estimated 
by determining the loss to 98 per cent., sulphuric acid before and after 
such treatment. 

The accuracy of the ozone, method is doubtful because very little 
reliable date exists regarding the action of ozone on hydrocarbons other 
than the olefines. According to Bone and Drugmnn, Istl ethane is 
attacked by dilute ozone at a temperature of KKfl',, the initial oxidation 
products being ethyl alcohol and acetaldehyde, while benzene forms a 
highly explosive triozonide, 0 n lI,.O„. Tims-/, 121 reports that, in the 
presence of aromatics, the. aliphatic hydrocarbons are attacked by ozone 
at ordinary temperatures. Naphthalene is also attacked by ozone. 

578. The Estimation of Unsaturated Hydrocarbons by means of 
Perbonzoic Acid. Prileselmef 122 first observed that ethereal or 
chloroform solutions of benzoyl peroxide react with hydrocarbons 
containing double bonds to give addition compounds. The initial 
products readily decompose to give oxides of the original olefmes, which 
compounds arc, generally, very easily hydrolysed to glycols, prilex* 
elmef’s experiments were done on hydrocarbons of the terpene series 
and also on di-isobulylrnr and deryleue. 

At a later date, Nametkin and Brussof 123 found that the reaction was 
quantitative with perbenzoie acid in chloroform solution. The method 
adopted by Nametkin and Brussol’bus been examined by Nametkin and 
Abakumovsky, 124 who claim to he able to obtain eonsisteut. and accurate 
results. The procedure adopted was as follows n 

The spirit to be examined is mixed with more than twice the theoreti¬ 
cal amount of perbenzoie acid in chloroform solution and the mixture 
allowed to stand in the dark at ordinary temperatures for 40 48 hours. 
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At the end of this time, a solution of potassium iodide and sulphuric 
acid is added and the liberated iodine is titrated with thiosulphate. By 
this method is obtained the “ oxygen value ” (O.Y.) of the oil, corres¬ 
ponding to the “ iodine value ” (I.V.), which is defined as the quantity 
of active oxygen from the perbcnzoic acid required for the oxidation of 
100 grams of the oil. The ratios 

100 X (O.V.) . 100 X (I.V.) 

16 254 

then represent the same value, the “ unsaturated coefficient.” 

As a method of quantitative analysis for the usaturated content of 
petroleum spirits, however, this method has nothing to commend it. It 
involves a tedious technique and the results obtained arc only empirical. 

579. The Estimation of Unsaturated Hydrocarbons by means 
of Thiocyanogen. In the chemical examination of fats and fatty acids, 
Kaufman 125 has used thiocyanogen for the estimation of unsaturation. 
The basic reagent used is “Rhodan” solution, a solution of free thio¬ 
cyanogen (SCN) 2 in glacial acetic acid and is prepared by the action of 
bromine on a solution of lead thiocyanate, thus 

P b (CNS) 2 + Br 2 = P5Br 2 -f (CNS),. 

An excess of lead thiocyanate and bromine is added to anhydrous 
acetic acid and the mixture is shaken until it loses its colour. The lead 
bromide and excess lead thiocyanate are then filtered off tlirough a 
filter, giving a perfectly clear and colourless solution of thiocyanogen. 

Thiocyanogen in solution behaves very much like the halogens ; 
in fact, it is sometimes called a pseudo-halogen and, in reactivity, 
stands midway between bromine and iodine ; it is freed from its salts by 
bromine, but it liberates iodine from iodides. It is immediately decom¬ 
posed by water, the end products being HSCN, HCN and tI 2 S0 4 , 
while, in most solvents, it polymerizes more or less rapidly, although 
Kaufman found that the tendency to polymerize was less in acetic acid 
solution than in other solvents. It is of the utmost importance, how¬ 
ever, that all reagents and glassware used be absolutely dry, as traces 
of moisture greatly reduce the stability of the solution, and it is advisable 
to follow the special procedure of Kaufman and prepare a perfectly dry 
acetic acid by distilling glacial acetic acid over phosphorus pentoxide. 
Solutions prepared in this way lose less than 1 per cent, of their titration 
value during the first week after preparation. 

The use of thiocyanogen for the estimation of unsaturated hydrocar¬ 
bons and the nature of the reactions involved has been examined by 
Hugel and Krassilchik. 128 These investigators have found that sulpho- 
cyanide dissolved in glacial acetic acid gives only addition products 
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with hydrocarbons which easily form subs! it ill ion products with bro¬ 
mine, e.g., the terpencs and the aromatic hydrocarbons and shows no 
traces of substitution reactions, even with concentrated solutions, 
Diolefmes, such as isoprene, react with one molecule of sulpha-cyanide 
in the 1 -1. position and the reaction then ceases. Httgel and Krassilchik 
also state that the reaction velocity curve follows the law of bimoleeulur 
reactions and the velocity constants are the same for ail I lie members 
of any given series of hydrocarbons, e.g., the motto oh-tiites. There are 
other reaction eoeilieients depending upon the position of the double 
bond in the chain (e.g., oetene 2), or in i he ring (e.g.. eselohcxrue). 

The value of this method of estimating the unsaturutiou of light 
mineral oils is doubtful, and it is didieult to see what udMintages it 
possesses over the Mellhiney and Ilitims bromine and hubm* I it rat inn 
methods. The instability of the reagent used is a great disadvantage, 
as also is the fuel tlml the method does not give theoretical results with 
diolelmic and acetylenic substances. 127 The use of t hior\ uimgeii in the 
determination of the unsat.nrufion of lard oils 1ms recently been dis¬ 
cussed by Zeleny and Hailey. 128 

580. The Estimation of Unsaturated Hydrocarbons by means 
of Sulphur Monochloride. Kthylenereacts with sulphur nmnoehlnritlc 
to yield mainly two types of compounds ; mustard gas (iliehluro 
diethyl sulphide)and dieliloro diethyl disulphide, horund l '- ,y )ms shown 
that sulphur monoehloride reacts vigorously with tmsnt united hydro¬ 
carbons and also, at a moderate rale, with saturated hydrocarbons, the* 
reaction in the latter ease probably being a chlorination. Meigs 138 
has stated that the reaction, in the ease of the saturated hydrocarbons, 
is a time reaction, since the evolution of hydrochloric acid gas continues 
for many hours; the nasal united hydrocarbons react readily ami arc 
not responsible for the time element. This was the basis of the original 
method of estimating hydrocarbons, using this reagent, proposed by 
Lorand in 1027. 

The chemical reactions involved in [hi ease of parulluis are probably 
as follows : 

vS (7 

(i) It- C’lh. (7L ; : - > 11(7 I S, ;■ R C’H a (TIC7, 

S (7 

R \ U- R v 

in) >C‘U (TI a ->• >C (7 (71 3 ~> >C CH- 

IV IV iV 

•and the resulting imsaturated hydrocarbons may react thus 

-•(71 (71 — -C (■- b 211(7 bS 3< 

dually condensing and polymerizing. 

00 



ANALYSIS AND EXAMINATION OF MOTOR FUELS § 580 

In the analytical method proposed by Lorand, the oil to be examined 
is dissolved in carbon tetrachloride and refluxed with sulphur mono¬ 
chloride. After subsequent hydrolysis and washing, the oil is redis¬ 
tilled to its original end point and either the amount of residue or dis¬ 
tillate is suggested as a comparative basis for the degree of unsaturation, 
since the condensation products have much higher boiling points than 
the original oil. 

There is little published data available on the action of this reagent 
with hydrocarbons of other types. Anthracene has been reported 131 
to react quantitatively under certain conditions, while, in the presence of 
aluminium chloride 132 ’ 133 or an aluminium-mercury couple, 134 aro¬ 
matics react to yield sulphides. On the other hand, sulphur mono¬ 
chloride has been used to purify commercial benzene by warming the 
mixture on the water bath for a long time, 135 and this suggests that there 
is little or no reaction with the benzene itself under these conditions.. 

Recently, however, Faragher, Morrell and Levine 7 8 have described a 
method of hydrocarbon analysis in which the possible objections of 
sulphur monochloride are claimed to have been overcome. According 
to this method, unsaturated and aromatic hydrocarbons are estimated 
together by treatment with sulphuric acid : the oil is also treated with 
sulphur monochloride to remove olefines and the olefine free oil is 
examined for aromatic hydrocarbon content by means of a nitration 
method (see paragraph 595, for complete details). The olefine and 
aromatic hydrocarbon contents are then calculated as follows :■— 

100 (S - A') 

U " 100-A' 
and A = S — U 

where U and A are the actual percentages of olefine and aromatic hydro¬ 
carbons, respectively, S is the sum of the olefine and aromatic hydro¬ 
carbons as determined by sulphuric acid treatment, and A' is the 
aromatic content of the olefine free oil as determined by treatment with 
the nitration mixture. 

The removal of unsaturated hydrocarbons by treatment with 
sulphur monochloride is carried out by Faragher, Morrell and Levine by 
allowing 30 ml. of the latter to be added, drop by drop, to 100 ml. of 
the oil to be examined, and allowing the mixture to stand overnight. 
The solution is then cooled by addition of ice and washed two or three 
times with 10 per cent, caustic soda and, finally, with water. The result¬ 
ing oil, which does not smell of hydrochloric acid, is dried over calcium 
chloride and filtered. It is then distilled to 120—125°C. at atmospheric 
pressure, allowed to cool to 30°C., and, finally, distilled under reduced 
pressure until decomposition begins or until a fall in temperature occurs. 
The distillate obtained is claimed by Faragher, Morrell and Levine to 
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contain less than 1 per cent, of olefines, the exact quantity of which 
may be estimated by bromine titration. 

581. Other Methods for the Determination of Unsaturated 
Hydrocarbons. 

Aluminium Chloride..The removal of unsaturateds from light. 

oils by means of aluminium chloride has been used by Ileusler. 13 <> 
Such a procedure is, however, of lit tle value, because, in the cmidensu- 
tion and polymerization reactions which occur, new hydrocarbons of 
various types, including naphthenes and paraffins, are formed, 

582. Hydrogen Peroxide. -Tuns '/. 107 attempted to use hydrogen 
peroxide for the selective oxidation of unsaturated hydrocarbons, 
according to the method of Cross, Revan and Heiberg, in which the 
hydrocarbon mixture is warmed with H per cent, hydrogen peroxide 
in the presence of ferrous sulphate. Tauz found t hat pent cue, hexene, 
heptane, cyclohcxcnc and methyl oyelohexene were easily oxidized in a 
vigorous reaction, but that aromatic hydrocarbons were also attacked. 

583. Nitric Acid.- Ileusler also tried to use Ibis* reagent for the 
estimation of unsaturateds, but was unable to perfect n method. Nitric 
acid is far too vigorous in its action for the selective removal of olHines 
because it attacks hydrocarbons of other series. Thus, tinnier 107 
claims that fuming nitric acid reacts completely with aromatic hydro¬ 
carbons at temperatures as low as !()"('. to 15 (\ Manning UH has 
described a method for the estimation of both unsui united and aromatic 
hydrocarbons, in which n mixture of 10 per cent, of nitric neid (sp, gt\, 
1-4) in 98 per cent, sulphuric acid is used. Both unsat united and 
aromatic hydrocarbons are said to be absorbed quantitatively (see 
paragraph 5 95). 

584. Potassium Permanganate.- Ileusler* 3 * attempted to remove 
the unsaturated hydrocarbons from brown coal tar bv the action of 
acidic permanganate, but found that this reagent only effected a smaller 
removal of unsaturated hydrocarbons than did 1 : 8 dilute sulphuric 
acid. The reaction involved is mainly an oxidation, in which the 
oxidation products arc glycols, adds, aldehydes and ketones, but 
Markownikoff and Gglobin 140 obtained, by the slow oxidation of a crude 
oil fraction, B.P. 185—-190°Cb, a saturated hydrocarbon of B,P, above 
840°C. This reaction is reminiscent of the action of potassium persul¬ 
phate on aromatic hydrocarbons, which, although normally proceeding 
in such a way that alkyl groups are converted into carboxyl or aldehyde 
groups, sometimes eliminates hydrogen from alkyl groups, whereupon 
two molecules of the hydrocarbon become condensed. In this way, 
Moritz and Wolffenstein 1U obtained dibenzyl from toluene. 
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Benzene and toluene are stated by Norton 142 to be stable to alkaline 
permanganate at ordinary temperatures but, on the other hand, 
Howes and Nash 143 found that both these hydrocarbons were appreci¬ 
ably attacked at a temperature of 14—15°C. Under similar con¬ 
ditions, the xylenes are also attacked, 144 particularly ortho xylene. 
With regard to the action of permanganate on fully saturated hydro¬ 
carbons, Meyer and Saam 146 found that methane and ethane are attacked 
by this reagent, whereas propane is very stable. On the other hand, 
Zelinsky and Zelikow 146 state that 2-ethyl butane, which contains a 
tertiary carbon atom, decolourizes a 1% permanganate solution in¬ 
stantly, whereas, according to Morgan, Carter and Duck, 147 3-3-dietliyl 
pentane (tetra-ethyl methane) is not attacked. Kishner 148 found that 
although 2-6 dimethyl octane itself was quite stable towards permanga¬ 
nate, when in the presence of unsaturated hydrocarbons it was readily 
oxidized, while, in investigating the action of permanganate on 2-butyl 
hexane, Levene and Cretcher 149 found that this hydrocarbon is slowly 
oxidized to butyric acid, even at 25°C. 

A few attempts have been made to use potassium permanganate as a 
reagent for use in the estimation of unsaturated hydrocarbons. Colman 15 0 
found, however, that the absorption of oxygen varied for the same spirit, 
according to variations in the excess of permanganate used, time of 
reaction, amount of agitation and other factors. 

Howes and Nash 143 also attempted to use permanganate in this 
way, but found that the rate of oxidation of the higher boiling un¬ 
saturated hydrocarbons was very slow, while at temperatures above 
—10°C., aromatic hydrocarbons were attacked. These investigators 
found, however, that the low boiling unsaturateds, such as trimethyl 
ethylene and cyclohexene were readily and completely oxidized. 

585. Liquid Nitric Oxide.-Smirnov 151 has described a method 

for the estimation of unsaturated hydrocarbons which makes use 
of liquid nitric oxide at a temperature of — 15°C. to — 20°C. After 
treatment with this reagent, the oil is made alkaline and distilled in 
steam. The distillate, after separation, is dried and filtered through 
silica gel, which is washed with ether. After centrifuging, the ether is 
removed by distillation. The difference between the volumes of the 
original and treated oil represents the unsaturated content. 

586. The Estimation of Aromatic Hydrocarbons. —As already 
pointed out, the hydrocarbon analysis of light oils and motor fuels is 
usually carried out by, first of all, estimating and removing the unsatura¬ 
ted hydrocarbons, which are the most active constituents, and then 
examining the olefine free oil for aromatics and other hydrocarbons. 
The following methods of estimating aromatic hydrocarbons are, there- 
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fore, only applicable for use with oils not containing unsat urateds. 
Special methods for the estimation of aromatic and unsahirnted hydro¬ 
carbons together as one class are dealt with separately. 

The estimation of aromatic hydrocarbons lias been carried out by 
the following methods. 

1. By specific gravity and refractive index measurements. 

*2. By treatment with concentrated sulphuric acid. 

,3. By means of critical solution temperature (C'.H.T.) measurements 
in various solvents. 

4. By treatment with nitric acid and other nitrating agents. 

5. By means of solvents and other methods. 


587. Methods based on Specific Gravity and Refractive 
Index Measurements. Such procedures arc based on the fact that, 
of the four main classes of hydrocarbons, the aromatics possess the 
highest; specific; gravities and refractive indices. Consequently, the 
removal of aromatic hydrocarbons from an oil causes a reduction in 
both these; properties, and, if the relation between aromatic hydrocarbon 
content and either of those properties is known, then an analytical 
method can be devised. 

Thole 182 has proposed such a method, based cm spceitic gravity 
measurements, in which the oil to he; examined is divided into three 

portions, (a) d()°.(/;) 95" P22T., and (?) 122" lf.()T tl it being 

assumed that these three fractions contain all the benzene, toluene amt 
xylenes, respectively. These fractions are separately sulphcmuied (set* 
later) and the differences in specific gravif ies of ihe fraet ions, before and 
alter sulphonation and removal of the aromatics, are used for the 
calculation of the aromatic content. The formula* used for the calcu¬ 
lation of aromatic content, are, usually, as follows : 


(/) Percentage of annual ies by weight 

(n) Percentage of aromat ics by volume 
in which 


(D 

100{r/ t (l,) 

I) d. 


1) specific gravity of aromatics only, 

d | spceitic gravity of oil under test, 

d» : speeilie gravity of oil after removal of aromatics, 

hut these formula* are only approximate, because, in the processol’mixing 
aromatic; with non-aromatic hydrocarbons, a certain increase in volume 
always takes place. To compensate for this, Tlmle has advised the; 
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addition of the following corrections to the percentages of aromatics, 
calculated from formula (ii) above. 


Table 117. 


Calculated % Ben¬ 
zene by Volume 

Correction to be added 
% by Volume 

Calculated % Toluene 
by Volume 

Correotion to be added 
% by Volume 

5 

0-3 

5 

0-2 

10 

0-6 

10 

04 

15 

0-8 

15 

06 

20 

10 

20 

0-7 

25 

1-2 

25 

0-9 

30 

1-3 

30 

10 


It has been pointed out by Tilitsheyew and Dumskaya, 153 however, 
that the corrections to be applied are dependent upon the composition 
of the non-aromatic portion, since, in mixing aromatic with paraffinic 
hydrocarbons, the corrections assume their minimum values, whereas, 
in mixing aromatics with naphthene hydrocarbons, the corrections reach 
maximum values. Thus, when mixing together equal weights of 
benzene and hexane, the correction is ± 1-75 per cent., but, in mixing 
equal weights of benzene and cyclohexane, the correction is as much as 
± 5*35 per cent. 

Consequently, the only correct procedure by which aromatic hydro¬ 
carbons may be estimated in this way is to determine, by means of syn¬ 
thetic mixtures, the functional relationship between the specific gravity 
of the non-aromatic portion and the value of the correction. Tilit¬ 
sheyew and Dumskaya (loc. eit.) have published such figures, and their 
original paper should be consulted for further details. These investiga¬ 
tors state that, for oil fractions of boiling point below I50°C., the above 
specific gravity method gives greater accuracy than that based on re¬ 
fractive index measurements and is very little inferior in accuracy to 
the aniline or nitro-benzene critical solution temperature methods 
(see later). 

The use of refractive index measurements for the determination of 
aromatic hydrocarbons in light oils has been proposed by Hoyte. 164 
According to this method, the oil under test is freed from aromatics by 
means of sulphuric acid and a 50/50 benzene-toluene mixture added to 
the residual spirit until the initial refractive index is restored. This 
added amount is then taken to be equal to the original aromatic content 
of the spirit. This method, however, is only capable of giving approxi¬ 
mate results, because the elevation of refractive index by a given con¬ 
centration of aromatics is dependent upon the refractive index of the 
non-aromatic portion 153 (c.L, the specific gravity method). If suitable 
corrections for this effect are employed, the refractive index method of 
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estimating aromatics is claimed by Tilitsheyew and Dumskaya to give 
accurate results. 

An interesting and valuable contribution to our knowledge on the 
determination of hydrocarbon oil composition, particularly in the case 
of oils having molecular weights above 200, lias recently been made by 
Ylughter, Waterman and van Western lr * r > These workers have de¬ 
veloped a method of determining the composition of oils based upon 

„ . /N- -INI . ... 

Lorentzspecific; refraction 1 a \ ^ and aniline* pond, measurements. 
The original paper should be consulted for further details. 


588. Methods Based on the Measurement of other Physical 
Properties, Magnetic Rotary Power and Specific Inductive 
Power.“-Javelin 180 has measured the* magnetic rotary powers of 
various hydrocarbons and has shown that different classes of hydrocar¬ 
bons have different values, e.g., benzene 8*88, heptane Dot, cyclo¬ 
hexane 1*47, cyclohexane 1*747. Individual members of the same 
hydrocarbon series also exhibit small variations. Javelle also observed 
that, in the. case of binary mixtures of hydrocarbons, t he values for t he 
magnetic rotary power arc linear functions of the compositions of the 
mixtures. Such measurements may, therefore, form the basis of an 
analytical method. 

With a view to the possible application of the determination of 
specific inductive power to the identification and analysis of hydro¬ 
carbons, Touissant 187 has devised a method for such measurements, 
based on the electrometric determination of the capacity of a given 
condenser with air as the dielectric, and then with the liquid under 
investigation as the dielectric*. The following values were obtained at 
28°C. :—benzene 2*275, heptane 1 *5)78, hexane 1*881, cyclohexane 2*026. 
A study of the variation of t he specific inductive power of mixtures of 
hydrocarbons as a function of their compositions showed, however, t hat 
tin's variation i,s not. a linear function. 

589. The Estimation of Aromatic Hydrocarbons by the use of 
Concentrated Sulphuric Acid,— Concentrated sulphuric acid (5)8- 
100%) has been used for a long time for the determination of aromatic 
hydrocarbons. 158, 1S0, I0t> In this ease, the reaction involved is a 
sulphoimticm, the chemistry of which lias been fully described by 
Wieland and Sakellarios. 101 The aromatic, sulphonie acids so formed 
are soluble in the sulphuric acid and are eliminated therein, while the 
concentration of aromatics is determined by a measurement of the loss 
of volume sustained, by the measurement of the excess acid by titra¬ 
tion, 1(52 by the conversion of the sulphonie acids in the acid sludge to 
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barium sulphonates and the precipitation of barium sulphate, or by the 
use of aniline points (see paragraph 590). 

As in the estimation of unsaturated hydrocarbons by the use of 
sulphuric acid, much controversy exists regarding the most suitable 
strength of sulphuric acid to employ for the determination of aromatics. 
In this case, the controversy concerns the strength of acid necessary to 
remove the aromatic hydrocarbons completely, but be without action 
on saturated hydrocarbons. The general opinion 71 is that 100% 
sulphuric acid is the strongest that can possibly be used for this purpose, 
free S0 3 having a pronounced action upon straight chain and cyclic 
saturated hydrocarbons. On the other hand, Sentke 163 states that 
normal octane is attacked by concentrated sulphuric acid at ordinary 
temperatures. This statement, however, has not been confirmed. 

Krieger 164 found it necessary to use sulphuric acid containing 
8 per cent, of excess S0 3 to extract the aromatics from a kerosene and, 
later, Pritzker and Jungkung 165 used an acid containing 4 per cent, 
excess anhydride, and made use of a centrifuge to accelerate the settling 
out of the oil and acid into two layers after agitation. Similarly, 
Manning 138 found that 100 per cent, sulphuric acid failed to absorb 
benzene and toluene completely from light spirits, but also observed 
that, although acid containing 5 per cent, excess S0 3 effected complete 
removal, it also attacked saturated hydrocarbons. Manning recom¬ 
mends the use of 98 per cent, sulphuric acid containing 2 to 3 per cent, of 
silver sulphate, which he claims to give theoretical results in aromatic 
estimations but be without action on saturated hydrocarbons. In this 
case, silver sulphate acts as a sulphonation catalyst. Kattwinkel 166 
has demonstrated that the action of sulphuric acid upon aromatic 
hydrocarbons may be catalysed by the presence of phosphorus pentoxide, 
and claims that, by the use of this compound, 98 per cent, sulphuric 
acid can be made to remove aromatics, even in concentrations up to 
40 per cent. The method of Kattwinkel has since been recommended by 
Winkler. 167 

The use of 100 per cent, sulphuric acid for the determination of 
aromatics is advocated by Riesenfeld and Bandte, 167A but these 
investigators have pointed out that, at temperatures of 40 °C., paraffins 
containing tertiary carbon atoms are appreciably attacked by this 
strength of acid, so that it is essential to work at ordinary room temper¬ 
atures. Faragher, Morrell and Levine 78 quote results, however, to 
show that treatment with 8 volumes of 98 per cent, sulphuric acid 
gives good results on synthetic mixtures containing benzene, toluene 
and xylene, for the determination of aromatic hydrocarbons. The 
standard method adopted by the Institution of Petroleum Technolo¬ 
gists 168 consists of treating the oil to be examined with twice its volume 
of 98 i 1 per cent, sulphuric acid for fifteen minutes, preferably in a 
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mechanical shaker. The acid layer is then withdrawn and (he arid 
treatment repeated for two further periods of la minutes each, using 
in each of these eases one volume of acid. The aromatic hydrocarbon 
content is determined by measuring the difference in "‘aniline point v 
of the spirit before and after such treatment {see later). 

Appreciable errors ran also arise from the solubility of saturated 
hydrocarbons in the acid solution of the sulplmnated aromatic 
compound. To illustrate these facts, tlx* following experimental results 
of Manning and Shepherd 11,11 may be quoted : A mixture of benzene 
and aromatic-free petroleum ether, containing 20 per cent, of benzene, 
was shaken for half an hour with two volumes of its per cent, sulphuric 
acid. The loss in volume was 17 per cent., but the residual oil, on 
analysis, was found to contain (i-5 per cent, of benzene. The acid 
liquor, then 1 fore, had dissolved «'W5 per cent, of the petroleum ether. On 
shaking the same mixture for half an hour with three volumes of UK 
per cent, acid, Mu* loss in volume was 20 per cent,, but the residual nil 
still contained JJ-t per cent, of benzene. 

590. The Applications of Critical Solution Temperatures to 
Hydrocarbon Analysis, It was ('liuvmme and Simon 17 " who First 
observed that; the. presence of aromatic hydrocarbons decreased the 
critical solution temperature (t’.tt.T.) of a hydrocarbon mixture with 
aniline, and, moreover, Mint the C.S.T. depression was proportional to 
the weight of aromatics present, t’havmuie and Simon also observed 
that, of the four main classes of hydrocarbons, the jmraH’ms have the 
highest critical solution temperature in aniline and aromatics the lowest, 
naphthenes and olefines occupying intermediate 'positions. As a 
result of these observations, Clmvanne and Simon suggested the 
determination of C.S.T. \s in aniline for the estimation of aromatics in 
hydrocarbon mixtures, and also suggested a similar method for the 
determination of naphthenes in mixtures of saturated hydrocarbons, 

Tizurd and Marshall 1(1(1 later placett this new method of analysis on 
a sound experimental basis and, in the course of their work, they <lis- 
pensed with Mu* somewhat elaborate and time-consuming critical 
solution temperature measurements of Chavaune and Simon and used 
instead measurements of “Aniline Points," which may be defined as 
the temperatures at which equal volumes of hydrocarbon mixture and 
aniline art* just completely miscible. Hy this moditieuMnu the method 
lost none of its accuracy for aromatic concentrations up to 20 per cent. 
Tizard and Marshall found that benzene, toluene and ortho-xylene, 
in equal proportions by weight, produced identical depressions of aniline 
point within the limits of experimental error, but that metu ami para 
xylenes lowered aniline points rut her less than the same weight of 
benzene or toluene. As an analytical procedure, Tizard and Marshall 
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proposed that the difference in aniline points of a spirit before and 
after sulphonation with 98-100 per cent, sulphuric acid should be used 
as a basis for the determination of aromatic content, the following 
conversion factors being employed in the equation : 

A — a (T — T a ) 

Where A = % aromatic hydrocarbons by weight 
a = constant 

T — aniline point after removal of aromatics 
T x = aniline point before removal of aromatics. 


Benzene 

119 

Toluene 

1-20 

Xylenes 

1-28 


For a spirit containing all three aromatics in admixture, the figure 1-2 
was suggested as a satisfactorily accurate mean value. Unfortunately, 
the value of a in the above equation is not truly constant, but depends 
upon a number of factors, the most important of which are : 

(i) The nature of the aromatic hydrocarbons concerned. 

(ii) The concentration of the aromatic hydrocarbons. 

(iii) The nature of the non-aromatic hydrocarbon fraction. 

Tarassof and Azerbaidz 171 found, for instance, that the value of the 
coefficient a in the above equation was twice as great for the high 
boiling point aromatic hydrocarbons found in turpentine spirit as for 
toluene. Tilitsheyew and Dumskaya 153 have reported similar, but 
much smaller variations in the value of a, but lay greater stress upon 
the variation of a with changes of the nature of the non-aromatic 
portion of the oil, first pointed out by Chavanne and Simon. 170 

It will therefore be obvious that in order to obtain accurate results 
in aromatic determinations by the aniline point method, the value of the 
coefficient a must be accurately known. Only approximate results 
will be obtained if mean values for a are applied. If the aromatic 
content of the spirit to be examined is more than 20 per cent, by weight, 
the spirit should be diluted with an aromatic free petroleum ether, 
to bring the aromatic content of the mixture down to 20 per cent, before 
it is examined by this method, otherwise the results obtained will be 
too high. Care must also be exercised in the choice of aniline for these 
determinations. In particular, the aniline must be perfectly dry as, 
according to Ormandy and Craven 172 the presence of 1 per cent, of 
water raises the aniline point of n-heptane by 6-2°C., and that of 
cyclohexane by 5 '6°C. It is advisable to use an “ A.R.” or “ C.P.” grade 

75 



§591 MOTOR FUEL PREPARATION ANI) APPLICATION 

aniline for all such determinations ; this should bo allowed to stand over 
potassium carbonate for 24 hours and then, altered. It should then he 
redistilled and only the fraction B.P. 18I-182T. collected. This should 
be stored in a dark glass bottle fitted with a ground glass stopper. 
Only freshly distilled aniline should be used. It is also usual to 
standardise each hatch of aniline used, by determining its miscibility 
temperature with an equal volume of a pure hydrocarbon. Normal 
heptane is the hydrocarbon normally used for this purpose, because it 
may easily he obtained 91M) per cent, pure from Pious Subiniatui 
0 p i73, m Tim aniline point of pure /(-heptane is (!8"(!., 172 when 
perfectly dry aniline is used. Because of the fact that aniline is hygro¬ 
scopic and, therefore, kept absolutely dry only with difficulty, an 
aniline point of 7()°C. for w-heptane is somelimes taken as standard. 
This, however, is not sullieiently accurate for important work. 

591. The aniline points of pure hydrocarbons are shown in Table 118, 
and it will be observed that, in general: 

(1) The aniline points of n-parnllins increase with rise in molecular 
weight. (This, however, is not true in Ihe ease of /i-penluuc 
and n-hexnne, although the relationship appears to hold with 
the higher hydrocarbons). 

(2) The aniline points of iso-parnllins arc higher than those* of the 
corresponding normal pnrainns. (This appears to he 
universally true except in the ease of 8-ethyl pentane, which 
has a lower aniline point {(HPHV.) than /(-heptane (OHT.) ) 

(8) The aniline points of naphthenic hydrocarbons arc lower than 
those of the paraffins. They are very irregular and range from 
about 20°C. to for those hydrocarbons of the petrol 

boiling range (20-200T,). 

(4) The aniline points of the a-oldines are considerably lower 
than those of the corresponding paraffins and rise* regularly with 
increase in boiling point. 

Tawjc 118. Aniunk Points of Pusib Uyorocahhonb 


Paraffins, H p, plane* 


Pfintancs • 



ii-llcplanfi 

.. (IH'U (c) 

rt-Pontane 

72°C'. 

(«) 

7i re. (d) 

2-Methyl butane, 

77 V*. 

(b) 


and («) 

Hexane* ■ 



7PB. (r) 

n-llcxftiu! 

09 9 G, 

(«) 

2-Methyl hexane . 

. 72-HT. (a) 

2-Mctliyl pentane ,. 

73'8 0 C, 

(*») 


and (r) 

74-7°a 

(b) 


74-rtI. (d) 

3-Methyl pentane .. 

<mx. 

m 

3-Methyl hexane , 

, 70-r>°0. [d) 

2-2 Dimethyl butane 


(b) 

and («) 

2-3 Dimethyl butane 

72-3°C. 

(b) 

3-Ethyl pentane 

, (JG-3T. id) 
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Paraffins. 


Heptanes — 

77-7°C. 

(d) 

2-2 Dimethyl pentane 

2-3 Dimethyl pentane 

681T. 

(d) 

and (e) 

24 Dimethyl pentane 

78-8°C. 

(d) 

3-3 Dimethyl pentane 

71-0°C. 

(d) 

2-2 3 Trimethyl butane 724°C. 

(d) 

Octanes —• 



to-O ctane 

72-0°C. 

(a) 

2-Methyl heptane 

74-0°C. 

(a) 

n-Nonane 

74-5°C. 

(«) 

TO-Dccane 

77‘5°C. 

(e) 

TO-Undecanc 

77-78°C. 

(/) 

Naphthenes. 



Cyclo Pentanes — 



Cyclo pentane 

18°C. 

(a) 

16'8°C. 

(k) 

Methyl cyclopentane 

33 0°C. 

(k) 

35'0°0. 

(«) 

Ethyl cyclopentane 

36-7°C. 

(k) 


390°C. (g) 


1-3 Dimethyl cyclo- 
pentane .. .. 45-0°C. (a) 

46 4°C. (ife) 

n-Propyl cyclopcntane 44-5°C. (k) 


1-2'3 Trimethyl cyclo¬ 

45'0°C. 

OP 

pentane 

41-0°G. 

(«) 

n-Butyl cyclopentano 

48*7°C. 

(9) 

Gydohexanes — 

(k) 

Cyclohexane .. 

31°C. 

(a) 

302°C. 

(7c) 

Methyl cyclohexane 

41°0. 

(a) 

39'5°C. 

(7c) 

Ethyl cyclohexane 

43'8°C. 

(7c) 

1-2 Dimethyl cyclo¬ 

42-l°C. 

(a) 

hexane 

1-3 Dimethyl cyclo¬ 

48-3°C. 

w 

hexane 

49-7°C. 

(a) 


47-8°C. 

(7c) 


14 Dimethyl cyclo¬ 
hexane 

1 •3-5 Trimethyl cyclo¬ 
hexane 

n-Pror v! ’-.vlr.l’rx.-iim 
1-24 'I ih..' ry 
hexane 

n-Butyl cyclohexane 
1-Methyl 4-isopropyl 
cyclohexane 
1 rexa-Meih.y! cyclo¬ 
hexane. . 

Bioyclio Naphthenes. 


Oyolohexyl-cyclo- 

hexano 

Methyl c.yclohcxyl- 
cye.lohcxanc 
Cyclic Olefines. 
Cyclopcntene 

Methyl cyclopcntene 
Ethyl cyclopcntene 
n-Propyl cyclopentenc 
n-Butyl cyclopmtene 
Oyclohexeiu; 
Olefines.- • 

Pentcno-1 

Hexene-1 

Hcptenc-1 

Octenc-1 

Noncno-1 

Isohexonc 

Hoptene 

Hexene 

Pentene-2 


48-Uh'. 

47-8‘V, 


O! 

a-) 


f>u-r»7 <'. 


49-B°t 

(D 

53'0°(\ 

(<*) 

544° C. 

(k) 


{k) 

65-ttflV. 

(w) 

34°C. 

*; Below 
—20°C 

(r) 

. (n 

12°C, 

(C) 

15°C. 

(«) 

Below 

■ -J0°C.(ifc) 

••7-0°(J. 

(7c) 

!■ 1 •2°0. 

(7c) 

d-H'2°a 

(k) 

I 250°C. 

(k) 

20T. 

(«) 

i9-3°C. 

(1) 

22'9°G. 

(l) 

2G-6°0. 

(l) 

32-8 °G. 

(l) 

38-fl°C. 

(l) 


24°0, 

3C°G, 

17°C. 

,18°C. 


Trimethyl ethylene 11°C. (j), 10 a C 
Octone .. .. .. 26-5°C. 

Ceteuo .68°C. 


(«> 

(*) 

(«) 

(4 

(«) 

(«) 

(o) 
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77 




ANILINE POINT 


$ 592 MOTOR FUEL PREPARATION AND APPLICATION 

592 Aniline points have also been used as the basis of methods 
for estimating the naphthene hydroearbon content of naphthene- 
paraffin mixtures. 170 Thus, Ormandy and Craven 171 have described 
a procedure in which the naphthene concentration is given by the 
expression. 


where N % naphthenes, 

T aniline point of spirit after removal of aromatics and 
unsaturaleds. 


In this method it is assumed 

(/) Thai, all paraffin hydrocarbons (of whatever type) have an 
aniline point of 70 n C. 

(«) That, all naphthenes, whether of live or six ring structure, lower 
the. aniline points of paraffins with which they are mixed hy 


VEIii .-USE OP NAPHTHENES 
10O <JI) 81) 70 60 “io 40 30 20 10 () 



0 II) 20 30 40 r )l) 60 70 80 ‘HI III) 
PERCENT AO k Oh PARAEEINS 


Fid. 117. pitAi'ti.sSlum iso Anii.isk 
I’hints or Naimitukns-I’auakkin 

ItYI'HIX'AKKUN MlXTI'llKS. (UAU- 
NKIl.) 

((‘twrlcty "/ the ]iii/ihili"ii n) VettNmm 

7Vi liii"l"K!\h.) 


(WEI 1 , per I per cent. 

Rut these assumptions are so far reaching 
and so far removed from the actual truth 
llmt. the method gives hut very approxi¬ 
mate results. 'Phis opinion is shared by 
Selutar.sclmiidL tlofmcier and Leist, m 
who state that the method only gives 
accurate results in the ease of simple 
binary mixtures of one paraffin and one 
naphthene, and that, in the ease of com¬ 
plex mixtures of a number of different 
hydrocarbons, only roughly approximate 
results are obtained. 

An attempt bus been made by Garner 437 
In overcome the objections against the 
above procedure, who has characterised 
petrols by their mid-points, i,e„ tempera¬ 
tures at which GO per cent, is distilled, 
and proposed a different relationship 
between aniline point and per cent, 
naphthenes for different- mid-points (Sec 
Rig. 147). 


Such a method as this, of course, must involve various assumptions, 
hut it is reasonable to suppose that it gives more accurate results than 
the older method of Ormandy and Craven (toe, eit,). 


593. It will be observed that all the foregoing methods of analysis, 
.based on aniline point determinations, depend for their accuracy 
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upon the efficiency with which aromatic hydrocarbons may be removed 
from hydrocarbon mixtures. Obviously, in the determination of 
aromatics, if these are not completely removed, the figure obtained for 
the aromatic content will be too low and the figure obtained for the 
naphthenes will be too high. To overcome this difficulty, Aubrcc 170 
has developed a method for the estimation of aromatic hydrocarbons 
based upon critical solution temperature measurements in which the 
removal of these hydrocarbons by chemical means is rendered 
unnecessary. 


If T 
r JT 
On 
Op 
A 


N 

and P 
then A 


and N 


= C.S.T. of original spirit, 

— C.S.T. of spirit after removal of aromatics, 

— C.S.T. of naphthenes, 

C.S.T. of paraffins, 

-- % aromatics, 

= % naphthenes, 

— % paraffins, 

— K (T' - T) 

o p — T / (100 - A) 

Op — On 


or 


N (Op — On) 
“too - A 


Op 


A + 

K r 


T 


an equation in which T 1 does not occur. 

If a second solvent is now used, therefore, and the corresponding 
values for K', O'p and O'n obtained in a second equation, then, from 
the two equations, the two unknowns A and N can be calculated. 
As a second solvent, Aubree has suggested benzyl alcohol. 

Aromatics are soluble in all proportions in benzyl alcohol, as 
in aniline, at ordinary temperatures, while the C.S.T.’s of other 
hydrocarbons are lower in benzyl alcohol than in aniline. For the two 
saturated series of hydrocarbons, however, the variation in C.S.T., 
from one member to another of the same series, is more accentuated 
than in the case of aniline, and this fact makes the use of benzyl alcohol 
not well adapted to approximate analyses of petrols, but only to the 
precise analysis of narrow cuts separated by careful fractionation. 

In view of the fact that unsaturated hydrocarbons also have very 
low aniline points, almost as low as those of the aromatics, the presence 
of these bodies will materially affect the accuracy of any results obtained 
in the determination of the latter. It is, therefore, necessary to remove 
(defines completely before an estimation of aromatics, by means of 
aniline points, is attempted. According to Garner, 137 a given weight 
of unsaturateds will depress the aniline point of a hydrocarbon mixture 
to two-fifths the extent of that caused by the same weight of aromatics. 
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594. Critical solution temperatures in nitre-benzene. ■ A 
method has been described by Erskine 177 for the determination of 
aromatic hydrocarbons in which C.S/lVs are determined in nitro¬ 
benzene instead of in aniline. In this ease, the miscibility temperatures 
are much lower and, as shown in the following table, decrease with 
rise in molecular weight of the pamflin hydrocarbon, whereas with 
aniline they increase. 


Tjuu.h lb). PumeAi, SnumiiN TnwrKUATritns or 
pAUArnN llYJ)imeAHi$oNS in Nmto Hkn/.h.nk 


n- Penfane 

C’.S.T.” 

g-i-o 

Iso-Pontanc* 

:n -25 

n-lloxann 

14-8 

lHo-IIi'xaue 

24-05 

n-lleptaw* 

ll-o 

iHO-lieptano 

hs-nn 


Erskine claims that the use of nitre-benzene offers advantages 
over the. use of aniline, in this way, in that («) u given percentage of 
aromatics gives a greater depression of C'.S.T,, and (/») the lower C.S.T.’s 
enable evaporation losses to be very much reduced. 

According to Erskine, the values of the eoellieient u, in the 
equation : 

A a (T T J ) 

are, with nitro-henzene as the solvent, 

Benzene 0-845 
Toluene 0-890 
Xylene 0-9118 

but JDobryanskii and Ivln-sin 178 state that the value of the coefficient 
increases rapidly with increase in concentration of the aromatics, 
i.e„ from 0-75 at 1-5 per cent, aromatics to 1-0H at 14 per cent, of 
aromatics. The nitro-bcmenc method of estimating aromatic hydro¬ 
carbons has been critically examined by Tilitshcyew and Dumskaya , i:,:i 
who state that it has many undoubted advantages over the more 
common aniline method, 

595. The Estimation of Aromatic Hydrocarbons by Methods 
involving Nitration.—Owing to the ease with which aromatic hydro- 
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carbons may be nitrated, it is not surprising to find that many methods 
for the estimation of aromatic hydrocarbons make use of this reaction. 

In one method, 179 fuming’ nitric acid has been used and the nitrated 
products dissolved in a known volume of sulphuric acid, the content 
of aromatic hydrocarbons being calculated from the increase in volume 
of the acid layer. This method is, however, not accurate, as a change 
in total volume occurs when nitro-aromatic compounds are dissolved 
in sulphuric acid, and each nitrated hydrocarbon not only gives a 
different volume change but also a different volume of nitrated products. 
For similar reasons, methods in which the nitro-compounds are removed 
and weighed are also inaccurate. 180, 181 

The method of Hess 18 2 does not possess these inherent faults and is 
more reliable. The aromatic hydrocarbons are nitrated in a vessel 
with a narrow graduated neck and the resulting nitro-bodics are then 
dissolved in sulphuric acid (95%), added in such quantity that the 
unchanged oil appears in the graduated portion, where its volume can 
be read. 

A unique method is that of Egloff and Morrell, 65 in which a nitration 
mixture, consisting of nitric acid 25 per cent, sulphuric acid 58 per cent, 
and water 17 per cent, is used. This mixture does not dissolve the 
resulting nitro-compounds and they separate as a distinct layer, the 
volume of which is proportional to the amount of aromatic hydrocarbons 
originally present. This method suffers from the disadvantage that the 
volume of nitro-compounds formed varies with the particular aromatic 
hydrocarbons reacting, as shown in the following table. 78 


Table 120. 



Volume of Nitro Layer. 

12% Solution 
ml. 

20% Solution 
ml. 

30% Solution 
ml. 

Benzene 

0-90 

441 

644 

Toluene 

106 

445 

7-86 

Xylene 

2-55 

544 

8-78 

Cymene 

1-55 

3-93 

— 


Moreover, for low aromatic concentrations the method gives low results, 
due to the solubility of the nitro-compounds in the oil, and for high 
aromatic concentrations it gives high results, due to the solubility of the 
non-aromatic oil in the nitro-compounds. 167A To compensate for these 
defects, Faragher, Morrell and Levine 78 have developed five equations 
for use with oils containing from 8 to 80 per cent, of aromatics, which 
they claim to give substantially accurate results. 
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(1) A = 

2* 609 V 

-f- 7-8 

tS-20"„ aroma! it 

(2) A = 

2-800V 

| 0-05 .. 

.. an 

(3) A - 

0-2V | 

0-8 

.. ;jo-io" 0 

(4) A - 

2-888 Y r 

I- 7'0 

.. t(> 70% 

(5) A « 

2 0 V | 

10-8 

.. 70-70% 

In which 

A 

volume 

of amnia 1 ies. 



V ■ • volume <>r uilro compounds. 

Earning nitric acid at a tempera!ure of 10" to 15is used by 
Garner 137 in :i method in which aromatic, and uusalurated hydrocarbons 
are estimated together as one class. The petrol to he examined is 
shaken with fuming nitric acid at. the above temperature and the nitre- 
bodies which dissolve in t he residual petrol an* washed out. by means of 
more fuming nitric acid- From the difference in aniline points of the 
petrol before and after such treatment is obtained the •‘aromatic 
hydrocarbon equivalent.,” i.e., aromatics ami oJelhies together calculated 
as aromatics on tin* aniline point basis. From ibis figure is obtained the 
aromatic hydrocarbon content by subtracting front it the olelino 
content, determined by other means, assuming that misnfunited 
hydrocarbons depress aniline points to an extent two-fifths tlmt due to 
the aromatics. 

Then if A : % aromatics, 

H . - % nnsalumteds, 
a aromatic equivalent, 

A I ‘f It a 

5 

and A |» li b loss to nitric acid, 
or It (b -- a) and A b — It. 

Aromatic, and unsaturuted hydrocarbons are also estimated together 
as one class in. a method involving nitration devised by Manning 13 ® 
and later described by Manning and Shepherd. 1 '* 9 This method is 
especially suitable for use when only small quantities of oil are available 
for test, as a small sample of oil is vapourised by drawing through it a 
stream of air or nitrogen and the vapours passed through absorbing 
reagents contained in small “potash ” bulbs. For the estimation of 
aromatic and unsaturuted hydrocarbons, a nitrating mixture is used, 
consisting of a mixture of 10 per cent, nitric acid (sp. gr. J *4) or, pre¬ 
ferably, 10 per cent, of potassium nitrate in OH per cent, sulphuric acid. 
The petrol or hydrocarbon mixture vapour is slowly passed through this 
in a current of air and the increase in the weight of the bulbs represents 
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the amount of unsaturated and aromatic hydrocarbons absorbed. A 
small correction is necessary for the retention of a small amount of 
saturated hydrocarbons. To determine the aromatic hydrocarbons 
separately, they are then isolated in the form of their nitro derivatives. 
Txie solution in the acid mixture is heated for 2-3 hours on a boiling water 
bath in order to compl ete the nitration of the aromatics and the oxidation 
of the unsaturateds. After cooling, the acid solution is poured into 
excess of water and the nitro compounds are extracted with three 
portions of benzene. The benzene solution is then extracted with 
dilute caustic soda solution, washed with water, evaporated to dryness 
and weighed after thoroughly drying. The aromatic hydrocarbon 
content is calculated from the weight of the nitro compounds, obtained 
by the use of conversion factors. Under the experimental conditions 
employed, the unsaturated hydrocarbons are oxidised almost completely 
to carbon dioxide, water and products soluble in water or caustic soda. 
However, the value obtained for the aromatic content is always slightly 
high owing to contamination of the nitro compounds with products 
from the unsaturated hydrocarbons and the error due to this may 
amount to one unit on the percentage for every 20 per cent, of 
unsaturated hydrocarbons present. This method is not recommended 
for use with oils containing large amounts of unsaturated hydrocarbons. 

596. The Use of Preferential Solvents in the Determination 
of Aromatic Hydrocarbons.—The most widely used solvent for the 
extraction of aromatic hydrocarbons from mineral oils is sulphur 
dioxide, originally suggested by Edeleanu, 183 and used commercially 
for the extraction of aromatics from kerosenes and illuminating oils. 
This solvent has been applied to the quantitative determination of 
aromatics by numerous investigators, 184 and its solvent action has 
been studied by Moore, Morrell and Egloff. 185 The critical solution 
temperatures of hydrocarbons in sulphur dioxide have been reported 
by Seycr and Huggett, 186 Seyer and Gill 187 and Seyer and Todd. 188 

Another solvent used for the determination of aromatic hydrocarbons 
is dimethyl sulphate, originally proposed by Valenta, 189 who claimed 
that it had no solvent action on naphthenes and paraffins. This claim 
is refuted by Graefe 190 and by Harrison and Perkin 101 Graefe con¬ 
ducted very complete tests and came to the conclusion that dimethyl 
sulphate had a very definite solvent action on saturated hydrocarbons. 
He also found that the solubility of an oil in this reagent was propor¬ 
tional to the amount of solvent used. Harrison and Perkin arrived 
at the same conclusions and proved that dimethyl sulphate cannot be 
used in this way for quantitative determinations. Taylor 102 has 
suggested the use of diethyl sulphate instead of dimethyl sulphate 
because of the poisonous properties of the latter. 
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ltiesenfeld and RaiuHe ,C7A have pointed mil thal tin* dimethyl 
sulphate method gives results lor aromatic hydrocarbons which arc 
too high, indicating that other hydrocarbons arc also dissolved, 
Golvrc 185 has investigated other pro toroid in! solvents. Lacvulic acid 
is, apparent ly, suitable for oils containing up to 90 per cent. of aromatics; 
phcnylhvdra'/ine was found suitable for oils of high boiling point and 
glycol Inonoacctatc suitable lor light, oils, except, when the aromatic 
content is high, when the mixture must he cooled in ice. h'urfuraldehyde 
was found suitable if used at - !0'C. Kat f winkel 15,4 has recommended 
the use of sulphoaeelie acid mixed with aeelie anhydriile, which is 
capable of dissolving benzene hydrocarbons from light oils under special 
conditions. 

Unfortunately, methods bused on preferential solubilities are not to 
be recommended. The results obtained are greatly affected by the 
ratio of solvent to oil used. 

597. The “ Formolite Reaction” and its Use in the Exam¬ 
ination of Light Hydrocarbon Oils,- The •* formolite reaction ” is 
of historical interest, only and is extremely little used at the present 
time. Discovered by Nastjukoff, ls,f ’ it depends upon the fact that 
mineral oil products, when mixed with formaldehyde* and then treated 
with concentrated sulphuric acid, yield yellow to brown precipitates, 
which are fairly reproducible when similar material*, and n lived pro¬ 
cedure are employed. The precipitates were supposed to contain the 
aromatic and unsuiurated constituents of the oil, at least for fractions 
of low molecular weight. According to Uolde, 1,18 the different classes 
of hydrocarbons react with formaldehyde and sulphuric acid as 
follows ; 

( i) Tara.IIins and naphthenes are not attacked. 

(u) Olefines give a brown-red, syrupy liquid. 

(Hi) Un,saturated naphthenes (cyclic olefines) give a red-brown 
precipitate readily soluble in water. 

(iv) Aromatics give a bright red or green precipitate insoluble in 
water. 

The reaction is, however, not quantitative and the yields of the solid 
precipitates (“ formolitcs ”) vary with the proportions of the reagents 
used. 187 The reaction is not suitable us the basis of a tpmnt.ihil.ive 
method of estimation. The use of melhylul instead of formaldehyde 
has been advocated by Herr, 198 ltadcliffc 168 and Dobryanskii, 200 
but this modification does not make the reaction of analytical value 


598. The Estimation of Naphthene and Paraffin Hydrocarbons,— 
This is, perhaps, the most difficult step in the chemical analysis of motor 
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fuels, and no method has yet been proposed which gives anything but 
approximately accurate results. 

The most widely used method of estimating naphthenes in the 
presence of paraffins is that based upon aniline point deter¬ 
minations, 160, 201 and which has already been described. This method 
must, however, be used with caution and it is probably preferable to 
employ the modified procedure of Garner. 137 

A further important analytical method is that of dehydrogenation 
tif the cyclohexane naphthenes to aromatics which may be estimated 
by the methods already described. It should be noted that only those 
six membered ring compounds which can be regarded as hexa-liydro 
aromatics can be dehydrogenated in this way. Thus, 1-1-dimethyl 
cyclohexane cannot be dehydrogenated. The cyelopentane naphthenes 
are not affected by this treatment and cannot be estimated in this 
way. 

The dehydrogenation is usually carried out by passing the oil vapours 
two or three times over platinum black, platinised charcoal or palladium 
black. 202 The reaction is usually complete and, according to Zelinskii 
and Kazanskii 203 can be applied to oils boiling as high as 200°C. On 
the other hand, statements have been made to the effect that the 
method is only applicable to light fractions, because of side 
reactions, formation of unsaturated hydrocarbons, poisoning of the 
catalyst, etc. 

Manning and Shepherd 169 have applied the dehydrogenation methods 
to the estimation of the cyclohexane hydrocarbons occurring in spirits 
obtained by the carbonisation of coal. These investigators found that, 
at a temperature of 350°C., in a current of nitrogen, a 94 per cent, 
conversion of cyclohexane into benzene was obtained. However, 
attempts to dehydrogenate cyclohexane when mixed with petroleum 
ether (B.P. 40°-60°C.) failed. It was then found that the difficulties 
could be overcome by replacing the nitrogen by hydrogen and working 
at a slightly lower temperature, viz., 320-830°C. Under these con¬ 
ditions, the paraffin hydrocarbons were quite stable and cyclohexane 
was completely dehydrogenated. It was found, however, that, under 
these conditions, the higher homologues of cyclohexane were not so 
readily dehydrogenated as cyclohexane itself, and, moreover, that more 
than one passage over the catalyst had a slight decomposing action on 
paraffin hydrocarbons. 

According to Tausz, 204 the separation of paraffins from naphthenes 
may be effected by the somewhat novel, if not useful, application of 
certain bacteria. These bacteria, /S aliphatieum, J3 aliphaticum- 
liquefaciens and the paraffin bacteria, may be isolated from garden 
mould by culture in organic and inorganic media, containing w-hexane, 
cyclohexane or paraffin oil. Paraffin bacteria are without action on 
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naphthenes, hviizcnovl hydrocarbons ami some parallins (n-hexanc 
and w-octane), but attack higher pa ratlins such as hexadceane. Tin* 
other two species arc inert towards cyclic hydrocarbons and hexylene, 
bnt attack parallins and n-oelene and hexadoecne. Tatis/. claims that 
the destruction of the reactive hydrocarbons is complete even in the 
presence of hydrocarbons which arc not attacked, but gives no informa¬ 
tion regarding the time required for the read ion. 

Oxidation of naphthenes by a current of air in the presence of 
alkalies, at a temperature which will not. permit attack of pnraHin 
hydrocarbons, has been suggested by (han't sebkuff. 20: ’ The oxidation 
may he carried out with dry air at U50"('., in the presence of I per cent, 
of powdered caustic soda, as a catalyst. The naphthenic acid so pro¬ 
duced may be recognised by the green colour which the copper salts 
impart, to a benzene solution. This cannot, be considered an analytical 
method, however. 

Nitric aeicl acts upon both paraffin and naphthene, hydrocarbons, 
prolonged treatment with concentrated acid causing oxidation, while 
treatment with weaker acid causes the formation of nitro compounds. 
The nitration occurs the more readily tin* greater the size oft lie hydro¬ 
carbon molecule, and it. appears that strong nitric acid is also capable of 
splitting and nitrating the molecules of secondary and tertiary paraffins 
at the same time. 800 The normal and quaternary paraffins are scarcely 
attacked at ordinary temperatures by concentrated, or even by fuming, 
nitric acid, but, on the other hand, secondary and tertiary parallhis 
react easily with the evolution of heal, and the formation of carbon 
dioxide, lower carboxylic acids and tertiary nitro derivatives. 307 
Fuming nitric acid is reported to attack some naphthenes and, 
of these, those with branched chains are the most easily attacked. 
Ileusler 3 " 8 has removed naphthenes from a crude mumne cut, hv 
dropping the latter into four times its volume of fuming nitric acid. 
This method of freeing paraffins from naphthenes has also been 
recommended by Ubbelohde, 2,18 but it cannot, be considered us 
quantitative. 

Young 210 lias used ebJoro.suJphouie acid to produce pure normal 
paraibns from mixtures of .saturated hydrocarbons and, according to 
Aschan, 211 this reagent reacts readily with branched chain parallins 
at ordinary temperatures, di-isopropyl and isopentane dissolving com¬ 
pletely with a brisk evolution of hydrochloric, acid gas,* 

599. Recommended Methods for the Hydrocarbon Analysis of 
Petrols and Light Hydrocarbon Oils,- It is, undoubtedly, true to 

i * fiy repented treatment with cltinnnitdplnniie licit!, ft, j\, Virobyantst and H, M, (ad.nelynritr, 
(Foreign I’elr. Teeim., HUM, 2. (3), H7) have initiated rf-heptane, n-oetane, and n deenne 

from Urofmy and Maikop gnmiiines. 
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say that no method of hydrocarbon analysis can be recommended 
as being suitable for the examination of all kinds of light hydrocarbon 
oils of the motor fuel boiling range, and none of the analytical methods 
described above can be regarded as of universal applicability. 

In the case of simple binary hydrocarbon mixtures of known con¬ 
stituents, analysis is comparatively simple. In this case, unsaturated 
hydrocarbons may be estimated with an accuracy sufficient for most 
purposes by means of bromine number determinations and aromatics 
by either the specific gravity, refractive index or aniline point methods, 
preferably the latter. In the case of binary mixtures of a paraffin 
and a naphthene, aniline points may be used to advantage, and results 
will, in this case, be accurate to within ± 1 per cent. 

In the case of ternary hydrocarbon mixtures, the constituents of 
which are known, analysis becomes rather more difficult, but if an 
aromatic or unsaturated hydrocarbon is present, it is usually found 
that sulphuric acid can be used to effect a fairly accurate separation, 
if a suitable strength is employed. This should be determined by 
actual experiment. In any case, it is much easier to effect an accurate 
separation between one olefine and one aromatic than between the 
whole range of unsaturated and aromatic hydrocarbons found in motor 
fuels. 

It is difficult to recommend any particular method of analysis for 
the examination of the hydrocarbon constituents of motor fuels, but 
the authors’ choice falls upon the procedure of Faragher, Morrell and 
Levine 78 for the determination of unsaturated and aromatic hydro¬ 
carbons, and upon the method of Garner 137 for the estimation of 
naphthenes and paraffins. 

600. The Isolation of Pure Hydrocarbons from Petroleum 
Light Distillates. —Much work dealing with the isolation of pure 
hydrocarbons from petroleum light distillates is described in the 
literature. Of this the most important, and by far the most 
reliable, is that conducted at the Bureau of Standards and listed 
Project No. 6 of the American Petroleum Institute Research 
Programme. 

In this research the work has so far been confined to a single sample 
of crude oil obtained from well No. 6 of the South Ponca Field, Kay 
County, Oklahoma. 212 This oil was submitted to preliminary dis¬ 
tillation in a semi-commercial still and the fractions so obtained further 
fractionated by distillation in a 15 litre still provided with a 20 plate 
bubble cap column, 212 followed by repeated distillations in a battery 
of all-glass laboratory stills. The latter were of various types and 
sizes ranging from 1 to 11 metres in height and fitted with 
either chain packing or bubble caps. 213 All the stills were electri- 
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cully licatetl and all distillations were carried out in an atmosphere 
of carbon dioxide with automatic control of pressure. Each still 
was provided with a Cottrell boiler through which the distillate 
flowed continuously to the condenser and receiver. The Cottrell boiler 
shewed at any moment the true boiling point of the fraction being 
collected. 214 

Distillation was continued until nil the material had been fractionated 
into a set of constant boiling liquids he., liquids which distilled at 
substantially constant temperatures. These azeotropic mixtures were 
then separated by various methods depending on circumstances. 
In some eases chemical methods were adopted such as (I) carefully 
controlled nitration and (2) fractional stilplumation mid hydrolysis. 
Nitration was employed for the removal of benzene 214 and foluene, ai ® 
since it was found that under properly controlled conditions the reaction 
was quantitative for these two substances, and no react ions with 
other constituents took place. The nitration procedure was applied 
only to those mixtures which had been so thoroughly fractionated by 
distillation that the only aromatic hydrocarbon present, was benzene 
in one instance, and toluene in the other. Fractional sulphnnalion fol¬ 
lowed by fractional hydrolysis was utilized in separating the three 
xylenes from one another and from ethyl-benzene. aiB These four 
substances were obtained mixed together in the material extracted from 
certain fractions by means of liquid sulphur dioxide. Separation was 
effected by a combination of fractional crystallisation with fractional 
distillation and sulphomition. These, four aromatic hydrocarbons have 
different rates of sulphomition, and iheir snlphonuted products have 
different rates of hydrolysis, so that a fractionation procedure 
based upon, the differences of the rates of these chemical react ions 
was successfully employed in separating these substances from one 
another. 

Other methods employed Jbr separating azeotropic mixtures included 
fractional extraction with solvents such ns aniline or liquid sulphur 
dioxide; in a special counter-current How apparatus, 814 - 317 and fractional 
crystallization* some! hues in 1 he presence of solvents. 

Table 121. gives n list of the hydrocarbons isolated from the sample 
of Oklahoma crude oil in this i lives ligation. Op to the present it has 
been possible to identify the various hydrocarbons by comparing t heir 
measured properties with those recorded in the literature for the syn¬ 
thetic hydrocarbons. The properties employed in this comparison have 
been, freezing point, boiling point, density, refractive index and aniline 
point, supplemented when necessary by molecular weight and hydrogen- 
carbon ratio. Infra-red absorption spectra have also been determined. 
The general methods of establishing identity and demonstrating purity 
have been discussed by Washburn. 218 
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Table 121. 

doabboks Isolated prom an Oklahoma Petroleum at the 
Bureau op Standards in A.P.L Project No. 6 

Amount in Purity of Best 
Crude Oil Sample 
Per Cent. Mole Per Cent. 


Paraffinic — 


Ethane 

a 

a 

Propane 

a 

a 

Butane 

a 

a 

Pentanes (Two isomers) 

a 

a 

n-IIexane 

0-5 

98-3 

2-3-Dimethyl butane 

2-Methyl Pentane 

j°J 

>95 

>95 

3-Methyl Pentane 
fi-Heptane 

0-9 

>95 

>99-9 

2 -2-Dimethyl Pentane 

>003. 

54 

2-Metliyl Hexane 

0-25 

99-9 

3-Methyl Hexane 

b 

b 

n-Octane 

1 

991 

2-Methyl Heptane .. 

016 

b 

w-Nonane 

1 

99-9 

n-Decane 

0-8 

>99-79 

Naphthenic .— 

Cyclopentane 

a 

a 

Methyl cyclopentane 

0-2 

98-9 

Cyclohexane 

0-3 

99-98 

Methylcyclohexane .. 

0-3 

>99-9 

1 1 -1-Dimethyl cyclopentane ., 

>0-03 

95 

Nona naphthene 

b 

b 

Aromatic .— 

Benzene 

0-08 

99-8 

Toluene 

0-3 

a 

p.Xylene 

0-04 

>99-9 

o. Xylene 

0-12 

>99 

m.Xylene .. .. .. • 

0-12 

>99-9 

Ethyl benzene 

0-03 

94 

Hemi mellithene 

b 

b 

Pseudo-cumene 

b 

b 

Mesitylene 

b 

b 

a Not determined. 

b Determination in progress. 



601. Aromatic Hydrocarbons in Petroleum.—The presence of 
aromatic hydrocarbons in crude oil was first shewn by de La Rue and 
Muller in an examination of Burmese petroleum. 219 Several tons of 
“ Rangoon Tar ” were steam distilled, a further separation effected by 
repeated fractional distillation, and the aromatic hydrocarbons converted 
into nitro-compounds by means of a mixture of sulphuric and nitric 
acids. These workers shewed the presence of benzene, toluene, 
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xvlcnc and cumene. Shortly afterwards, the presence t»f aromatic 
hydrocarbons was shewn in Oalieian crude by lYbnl,"'" in Pennsylvanian 
crude by Schlnriemmer, 321 and in Hanoverian crude by Bussemux and 
Eisen.siock.At a later date, Mark own ikoff, Mabery and other 
workers shewed t hat aromatic hydrocarbons were normal roust it uenfcs 
of petroleum, and in 11)07, IT. O. Jones and YVooflon 223 drew attention 
to Borneo petroleum, which contains an exceptionally large proportion 
of aromatic hydrocarbons. The amount of aromatics present in various 
oils may vary from about 2 per cent., in natural gasolines up to 80 per 
cent, in the gasoline fractions of some Far Eastern crudes. Figures 
referring to the gasoline fract ions (up to lad of various crude oils 
arc given in Table 1212. 


Tabijs 122.- -Aromatic HynuoruiuioN C'ontunts or (Iasoianks (by Wmimx). 
(UaHNHH. ANI) EVANS ). 221 



Yield of 

lieii/.cee 

ToHu-ii'- 

X.Vli-tU'H 

Ml 

'total 

Aroiuutioa 

Hardufcoft (England) 

Uftsol'mc 

4% 

0-IB 

o-r> 

u[i <o UiU'V 

Mia 

Powell 

J«% 

04 

1-2 

20 

•bfi 

Reagan 

M% 

0-t 

0-2 

bn 

l -8 

Semi nolo ,, 

30% 

(M 

(Hi 

1-5 

2-2 

Groany 

l»% 

04- 

l-l 

2-0 

3-8 

Peruvian .. 

20% 

10% 

0-3 

HI 

2-A 

-II 

Mexican 

0-f) 

1-5 

n-o 

fi-0 

Panuco 

3% 

0-7 

10 

•b() 

0-0 

’Venezuelan 

7% 

0-9 

i r> 

3-7 

04 

Colombian 

20% 

0-2 

0-8 

b;i 

241 

Californian.. 

20% 

0-0 

24 

3*7 

0-7 

Persian 

30% 

bfi 

fa 

fid 

lid 

Tleavy-biuuekover.. 

0-10 

Of 

bfi 

2-Ofi 

Mi'xia 


fi-0 

8-0 

4-5 

17 *f> 

Roumanian 


1-8 

-'Hi 

12 

0-0 

Baku 


0-0-1 

OK 

0(5 

b-bl 

.Borneo 


7-0 

1-1-0 

la() 

30 0 

Miri 


04 

Ml 

ba 

3-H 

Burundi 


2-0 

(i-0 

(1-8 

la-7 

Bada|)ur 

ir»i 

Hi 

Hi 

2i> 

fi.a 


The general conclusion which can he drawn from Table 122 is that 
in gasolines from parallin and naphthene base petroleums, the percent age 
of aromatic hydrocarbons is low. Higher percentages arc generally 
present in mixed base crude petroleums and petroleums of high asphalt 
content. The Borneo crude must be considered as being a separate 
category as nearly 4-0 per cent, of aromatic hydrocarbons is present in the 
gasoline fraction. In nearly all cases the concentration of aromatic 
hydrocarbons in individual fractions of crude oils increases with increase 
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in boiling point, i.e., the gasolines contain a larger proportion of xylenes 
than toluene and a larger proportion of toluene than benzene. Excep¬ 
tions to this general rule are, however, known, e.g., Mexia crude, as 
shewn in Table 122. 

A very large number of individual aromatic hydrocarbons have been 
shewn to be present in various petroleums, such as benzene, toluene, 
o~, m- and p-xylenes, pseudo-cumene, p-cymene, diethylbenzene, etc., 
etc. In Persian kerosene, toluene, m - and p-xylene, p-ethyl toluene, 
mesitylene, pseudo cumene, hemimellithene, an ethyl xylene and a 
diethyl benzene have been detected but not ortho xylene. Naphthalenes 
have also been identified. 225 

602. Naphthene Hydrocarbons in Petroleum.—There occur in all 
known petroleum the cyclic saturated hydrocarbons to which Markow- 
nikoff and Oglobin applied the name “ Naphthenes.” These hydro¬ 
carbons are chiefly the alkyl derivatives of cyclopentane and cyclo¬ 
hexane and represent a considerable proportion of the light fractions of 
petroleum. A great deal of confusion existed at first regarding the 
constitution of even the simpler naphthenes in petroleum. It was first 
thought that these compounds were all derivatives of cyclohexane and it 
was not until after 1895 that it was realized that at least two ring sj^stems 
(penta- and hexa-) occur in petroleum. Napthenes containing rings of 
four, five, six, seven, eight and nine carbon atoms have been stated at 
various times to have been identified in petroleum. Thus eyeloheptane 
was considered to occur in Caucasian naphtha by Markownikoff. The 
same worker also thought cyclobutane occurred in the pentane fraction 
of a Russian petroleum, but on very slender evidence. A dimethyl 
cyclobutane has also been reported to occur in Californian crude oil. 
It has been shewn that various hydrocarbons, termed “lieptanaph- 
thenes ” and “ octanaphthenes ” by Markownikoff on purely 
analytical data, are in reality alkylated penta- or hexa-methylenes ; 
e.g., Markownikoffs “ octanaphthene ” B.P. 119°C. is 1 -3-dimethyl 
cyclohexane. 

Petroleum, formed under conditions involving long heating under 
pressure, may naturally be expected to contain ring compounds. 
According to the strain theory of Baeyer, the most stable of the unsub¬ 
stituted polymethylenes is cyclopentane, with cyclohexane not quite so 
stable and cyclobutane and cycloheptane in a state of considerable 
strain. According to this theory and the work of Thorpe 226 it may be 
anticipated that substituted cyclobutanes are of more probable 
occurrence in petroleum than cycloheptane derivatives. The majority 
of the compounds present, however, are likely to be of the less-strained 
five or six carbon atom ring types. 
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Chapter XII 


SULPHUR IN MOTOR FUELS FROM THE AUTOMOTIVE 

STANDPOINT 

604. Much discussion has taken place during recent years regarding 
the maximum amount of sulphur and sulphur compounds allowable 
in petrols, and at the moment a controversy exists in the United States 
concerning the present upper limit of 0T% total sulphur imposed in 
U.S. government specifications. Many, including some of those who are 
cracking high sulphur content heavy oils and who, consequently, have 
difficulty in meeting this specification, are of the opinion that a much 
higher sulphur content could be tolerated and that no corrosion troubles 
would be caused thereby, but others, principally the users of the motor 
fuels, are anxious for the present specification to continue in force. It 
is therefore of interest to examine this question and attempt to reach 
an impartial conclusion regarding these conflicting opinions. 

It must be admitted, at the outset, that all sulphur compounds 
present in petrol are potential causes of corrosion, for all of them 
produce sulphur dioxide on combustion. Not all sulphur compounds, 
however, possess a corrosive action as such, for thiophene and the alkyl 
sulphides, carbon disulphide and the alkyl disulphides do not markedly 
attack the metals commonly used in engine construction at ordinary 
temperatures. On the other hand elemental sulphur, 1,2 sulphuretted 
hydrogen, mercaptans, sulphoxides 3 and polysulphides 3 definitely 
possess corrosive properties, though to varying extents. 

The corrosive action of sulphuretted hydrogen need not be considered 
here because refined petrols do not normally contain even traces of this 
material. 

605. The Corrosive Action of Elemental Sulphur. —The cor¬ 
rosive action of elemental sulphur has been studied by many investiga¬ 
tors and the general concensus of opinion appears to be that this 
substance renders a fuel containing it corrosive to various metals, unless 
it be present only in very small concentrations. Corrosion encountered 
in fuel systems is generally due to the presence of elemental sulphur. 
The corrosion takes the form of a black deposit which has been shown 
to be mainly a mixture of copper sulphides. 4,1 This deposit is formed 
on carburettor floats, jets and filter gauzes and in severe cases the fuel 
flow has been completely prevented by its accumulation. 
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§ 605 MOTOR FUEL PREPARATION AND APPLICATION 

In 1025, II offer! and his eo-workers’ recorded the rc.su I Is of experi¬ 
ments on the corrosive nature of benzoles and confirmed the earlier 
observation of Onnandy and Craven 4 that elemental sulphur was the 
substance chiefly responsible for the attack. With elemental sulphur 
dissolved in benzoles they found that blackening of copper occurred 
within six hours at room temperatures wit h eoneent rat ions down to 
0-5 mgs. (O’OOOSg) per 100 ml. Willi brass, however, even as much as 
0-0l£ sulphur per 100 nils, in pure benzene caused in two months only 
slight tarnishing of t he surface. 

Wood, Sheely and Trusty" also observed the corrosive action of free 
sulphur, but used in their experiments considerably greater eoneent ra¬ 
tions of sulphur than those likely to occur in most motor fuels, e.g. 
0-‘2(i per cent. They found that elemental sulphur is especially corrosive 
to oojiper, silver and mercury, but not as markedly so to other metals 
investigated. Tin was the least attacked of all the metals. 

A valuable contribution to our knowledge on this subject has 
recently been made by darner and Evans. 8 These investigators have 
examined a range of petrols, benzole mixtures and benzolc-toluole 
mixtures for elemental sulphur content, and have conducted on each the 
copper dish test and the I blited Slates Hureau of Alines copper sf rip f est.s 
at 60 °C. and I00"C., ( ’ these corrosion tests being those which are, at the 
moment, the most widely used. As a result of these experiments they 
conclude that, in general, the Il.H. Bureau of Mines tests give fairly good 
agreement with, the free sulphur content in the ease of pet reds. Excep¬ 
tions were found however; e.g., a petrol which gave no corrosion at 
5()°C. gave very heavy corrosion at lOtf’C. ; but such exceptions were 
more frequent with benzoles and tolnolcs and blends containing these 
substances. Thus one benzole gave a. good corrosion lest at 50 V, in 
spite of containing T5 mgs. of free, sulphur per 100 mis. Discrepancies of 
this kind are stated by darner and Evans to he probably attributable to 
the presence of inhibitors or similar substances which modify the course 
of the corrosion. JIoffertD has also pointed out this possibility. 

The effect of temperature on the corrosive action of petrols, etc.,, on 
copper and. other metals is of importance. Elemental sulphur has a 
definite corrosive action on copper at ordinary temperature and this 
attack is accelerated by a rise in temperature. On the oilier bund, the 
above results tend to shew that at some temperature between SOT. and 
100°O, the reaction between copper and some sulphur compounds, 
possibly polysulphides, becomes very noticeable. This is apparently 
due to the decomposition of the polysulphides under the action of heat, 
with the formation of elemental sulphur. In this connection it is of 
interest to note that in a recent survey of fuel line temperatures in con¬ 
nection with vapour locking tendencies conducted by Bridgeman and 
White, 7 it was found that the average maximum temperature attained 
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in the fuel system after idling or hill climbing is 15°C. above atmospheric, 
while in extreme cases the rise may be as much as 32°C. This means 
that in warm weather temperatures of about 60°C. are attained, and 
temperatures of 71°C. may be reached in bad cases. The importance of 
this observation in matters connected with corrosion is obvious. As a 
result of their investigations, Garner and Evans concluded that elemental 
sulphur is not the only active corrosive agent present in petrols and 
benzoles, but that in the absence of other compounds fuels containing 
up to 0 5 mgs. free sulphur per 100 mis. may be regarded as non- 
corrosive, while fuels containing much more than 1 milligram are 
liable to give rise to trouble which, in some circumstances, may be 
serious. It would appear, from these conclusions, that the maximum 
allowable content of elemental sulphur lies somewhere between 0-5 mgs. 
and 1 mg. per 100 mis. 

606. The Corrosive Action of Mercaptans.—Mercaptans may be 
considered the most active from the corrosion point of view, of all 
sulphur compounds. 8 These substances are more active than either 
sulphuretted hydrogen or elemental sulphur. In general the corrosion 
is caused by the formation of metal mercaptides through the direct 
chemical reaction between mercaptans and the metal, these mercaptides 
then decompose (particularly on heating) forming the metal sulphide 
and an alkyl sulphide. Mercaptans are much more corrosive in petrol 
solution when in the presence of water, presumably because of the in¬ 
creased ionization of the mercaptan which results. The same is true 
with regard to elemental sulphur and sulphuretted hydrogen. 

607. The Corrosive Action of Other Sulphur Compounds.—Of 
the remaining types of sulphur compounds the alkyl sulphides and alkyl 
disulphides are not markedly corrosive when present in petrols, while 
carbon disulphide has only a very slight corrosive action. On the other 
hand, Birch and Norris 3 state that both sulphoxides and polysulphides 
have definite corrosive properties. Thiophenes are not corrosive. As 
in the case of mercaptans, the corrosive action of sulphides, disulphides, 
etc., is increased by the presence of water, but according to Wood, 
Sheelv and Trusty 2 this is probably due to the establishment of anodic 
and cathodic regions of influence between the two dissimilar liquids 
and the metal in contact with both. 

608. General Observations on The Corrosive Action of Sul¬ 
phur Compounds Present in Petrols.—It will be seen from the 
foregoing details regarding the action of sulphur compounds of various 
types, that corrosion need only be feared in the case of petrols contain¬ 
ing appreciable quantities of either sulphuretted hydrogen, elemental 
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sulphur or mereaptans, or sulphur compounds which decompose at 
moderate temperatures to give either of these substances, such as sul)di¬ 
oxides or jiolysulphidos. Petrols are very rarely marketed (especially 
in Great Britain) containing either sulphuretted hydrogen or mercaptuus, 
and the only corrosion that need lie. feared, in this country at any rate, 
is that resulting from elemental sulphur. Of course potential trouble 
from sulphoxidos and polysulphides is always present,, but these com¬ 
pounds only give corrosion at elevated temperatures. 

It may he concluded that a spirit containing less than 1 •{) mg. 
elemental sulphur per 300 mis. will he mm-enrrosive as far ns the fuel 
feed pipes, carburettors and gauzes are concerned. The presence of 
sulphoxides and polysulphides in appreciable quantifies may cause 
corrosion of inlet valves, etc., if present in appreciable quantities. 

609. Corrosion of the Crank Case, Bearings, Exhaust System, 
Etc.- The presence of sulphur compounds in motor fuels can also 
lead to corrosion of engine crank eases, hearings, pistons and cylinders ; 
exhaust pipes and silencers may also he affected. In such cases, how¬ 
ever, although sulphur in the fuel is the prime cause, the corrosion itself 
is due t.o sulphuric acrid. 

In the combustion of any sulphur compound sulphur dioxide is 
always formed, consequently this substance is present in the exhaust 
gases of engines running on fuels containing sulphur compounds, A 
portion, of 1.1)c exhaust gases finds its way into the crank case via the 
piston rings and the clearance space between piston and cylinder. At 
the same time steam is also present, in the exhaust gases and tins also 
finds its way into the crank cases. No harm is done until the sulphur 
dioxide comes in contact with the water resulting from the condensa¬ 
tion of the steam, because perfectly dry sulphur dioxide exhibits no 
corrosive properties. When, however, this gas comes in cout.net with 
water, a dilute solution of sulphurous neid (II 2 S0 3 ) is formed and is 
oxidized readily by the air present in the crank ease to sulphuric acid 
(H a SO„), which 1ms very vigorous corrosive act ion on most met als. No 
corrosion, could occur if the eoudensat ion of water within the crank case 
could ho prevented. 

As pointed out by .Diggs u , the sulphuric acid formed in the crank 
case is nearly insoluble in lubricating oils and such oils tend to wet the 
surface of metals to a greater extent than aqueous solutions. Therefore 
those metal parts on which the oil film is allowed to remain intact will 
be very little corroded. However, in bearings and cylinder walls there 
is a continual tendency to rub off, or squeeze out, the oil more or less 
completely, particularly in stopping or starting the engine. Where 
the oil film is thus broken the acid suspended in the oil has a chance to 
attack the metal directly and does so with vigour, 
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The essential reactions wliicli take place in crank case corrosion are 
therefore as follows:— 9 

(1) During explosion. 

S compound + air in cylinder —>■ S0 2 -f-H 2 0 -f C0 2 

(2) In cool crank case. 

SO 2 4- O (air) + H 2 0 (condensed steam) -> H 2 S0 4 

(3) On bearings where the oil film breaks. 

Fa + H 2 S0 4 -> FaS0 4 +H 2 

(4) On bearings as secondary reactions. 

FaS0 4 +H 2 FaS+LI 2 0. 
and possibly 

FaS0 4 + Fa (Finely divided) —> FaS + 4 FeO. 

There is, however, no evidence that such corrosion occurs in warm 
weather when condensation of water in the crank case is prevented, 
such as when the engine is kept running during the day and kept in 
heated garages at night or when adequate crank case ventilation is 
employed, as suggested by Thorne. 10 

Evidence regarding the maximum allowable quantity of total 
sulphur in petrol before bearing corrosion occurs is somewhat lacking, 
but the following conclusions of Diggs 9 are of interest. 

(a) When using a gasoline of 0-04% sulphur content there was no 
corrosion of wrist pins, gudgeon pins, etc., and the water con¬ 
densed in the crank case contained no free acid, although it did 
contain ferrous sulphate. 

( b ) When using a gasoline of 0-151% sulphur content the corrosion 
was very appreciable and the water in the crank case contained 
free sulphuric acid in small quantities. 

(c) When using a gasoline of 0-458% sulphur content the corrosion 
was very serious and the crank case water was quite acid. 

These conclusions are based upon tests carried out on a Jordan 
engine fitted with new wrist pins, pistons and piston rings for each 
experiment. The experiments were conducted in such a way that the 
engine was allowed to run for one hour and then allowed to stand idle 
for one hour; each test was continued over 60—75 running hours. 
Each experiment was carried out at a temperature below freezing point 
“ though not very cold.” 

It will thus be seen that the conditions employed in these experi¬ 
ments were unusually severe, and that the accumulation of water in 
the crank case was definitely encouraged ; for this reason the tests do not 
represent true service conditions, except possibly for automobiles 
operated in the north part of the United States and in other very cold 
regions, during the winter season. Such conditions very rarely occur 
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in Great Britain, although condensed water in the crank cases of auto¬ 
mobiles is often found. Morrell and EglofC 11 make the following state¬ 
ment :— 

“Tests conducted over periods of months upon cracked gasoline of 
California origin containing 0-1% of sulphur have shewn no signs of 
corrosion in the various parts of the* motor.” 

It has also been pointed out 12 that two thinks of flu* petrol sold in 
the United States is consumed in warm weather, when there is no chance 
fox corrosion to occur. Eg]off and Lowry 1 ~ do not agree wit h t he findings 
of Diggs 0 and, indeed, found in their experiments that, corrosion within 
the crank ease occurs only at; atmospheric temperatures below (PC. ; 
moreover, they indicated that, in all American States in summer, and in 
many all the year round, petrol of high sulphur content, could safely 
ho marketed. Thu contention that, appreciably higher sulphur eon I mis 
than 0*1 % could he tolerated with safety is supported by Kgluff, Lowry 
and Truesclell, 13 who quote the opinions of a large number of experts 
in different, countries of the world. 

610. It is evident that, it is extremely difficult to arrive at. a definite 
conclusion from the above conflicting opinions. The work of Diggs 
indicates that a sulphur content, of 0*1 5% is capable of causing “ appreci¬ 
able ” corrosion at; atmospheric temperatures below ()"(',, but. dot's not 
reveal to what level the sulphur content may be raised with safety for 
operation at; higher temperatures. One can only conclude therefore, 
that, for atmospheric temperatures of 0°(\ and below, it is advisable to * 
limit the sulphur content to 0*1 %, whereas for higher operating tempera¬ 
tures the sulphur content may he appreciably higher without causing ill 
effects. 

It is of interest to compare European and English motor fuel 
specifications with those existing in the United States, a selection of 
which are as follows :~ 

Max allowable 
Sulphur content 
(% by weight). 

U.S, Federal Government Specifications for nil fuels 0*10 

ILK. Air Ministry Specifications D.T.D. 221 and 260 


Fuel for Aircraft, Engines .. .. .. 0*1 

B.E.H.A. Specifications No. 121 Aviation Spirits .. 0*05 

Aviation Fuel Specification Belgian Army .. 0T0 

B.E.S.A. Specification No. 135, Motor Benzole .. 0*40 

N.B.A. Specification, Motor Benzole .. 0*40 


Of these specifications only those relating to benzole tolerate a 
sulphur content very much higher than 0*1%. However, benzoic is 

102 



SULPHUR IN MOTOR FUELS § 612 

rarely used as a fuel in an undiluted state, but in blends witli petrol 
containing up to 50% benzole and which contain, normally, not more 
than 0-2% sulphur. 

It should be noted that no limitation on sulphur content exists in 
Austria, Switzerland, Spain, France (except freedom from mercaptans), 
Czechoslovakia or Italy. 

Further research on the subject is obviously needed, and it is highly 
probable that this would, if carried out, save the petroleum industry 
enormous sums of money in reducing the amount of sulphur removal 
necessary in the case of petrols consumed at average atmospheric 
temperatures. 

611. The Effect of the Sulphur Contents of Motor Fuels on 
Exhaust System Corrosion.—The presence of sulphur dioxide in the 
exhaust gases of engines operating on sulphur containing fuels causes 
corrosion of exhaust pipes and silencers whenever the steam in the 
exhaust gas is allowed to condense. After the exhaust system gets 
warm no corrosion occurs, but on starting the engine and also on 
stopping it, condensation of the steam occurs and corrosion proceeds. 
Similarly on stopping the engine it may happen that combustion pro¬ 
ducts are left within the engine cylinder and also cause corrosion of 
valve heads, etc. 

612. The Economic Aspects of the Desulphurization of 
Motor Fuels.—It has been estimated by Egloff, Lowry and Truesdell 13 
that it costs the American petroleum industry 50 million dollars per year 
to meet the existing sulphur specifications of 0-1%. In some cases no 
difficulty is met in complying with this requirement, as in the case of 
Mid-Continent crudes. But in Texas, Oklahoma and California how¬ 
ever, the sulphur content of cracked spirits is only reduced to 0-1% by 
very drastic refining treatments, in which large volume losses are in¬ 
curred, together with an appreciable falling off in anti-knock value. 

Morrell and Egloff have dealt with a cracked distillate from a Cali¬ 
fornia fuel oil in detail. This distillate had a sulphur content of 8-5%, 
but the usual plumbite, acid, plumbite, rerun with steam, treatment was 
particularly ineffective in reducing this figure, a treatment of 40 lbs. 
sulphuric acid per barrel (6-4% by volume or 11-2% by weight) only 
reducing the sulphur content to 0-19%. This treatment gave a spirit 
loss of 19-1% and a 25-5% decrease in anti-knock value on the basis of 
Benzole-value in straight-run Pennsylvanian gasoline. 

Nevertheless the United States Bureau of Mines twenty-first semi¬ 
annual survey conducted during January, 1930, shewed that of 150 
samples of petrol collected in various parts of the country and ex¬ 
amined for total sulphur content, 91-5% contained 0-1% sulphur or less 
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and complied with the Federal Speeilieutions, -vvliilt* 85H! per cent;, con- 
tamed 0-08% or less. Only 8*5% contained more than (H % sulphur, 
as compared with 5*4% in duly, 3927. 14 

Now if a reliner is confronted with the necessity of reducing the 
sulphur content of Ids motor fuel in order to meet trade requirements, 
it is logical to assume that he will reduce this content, only to a point that 
will allow a small margin of safety, in this ease to about (>•<><>%. Tims, 
as 81>•<>% of the samples analysed in this survey contained 0-08% or less 
of sulphur if may be assumed that few of-these were treated especially 
to reduce sulphur ; in other words, the reduction of sulphur content was 
not a problem with the reliners of t hese fuels. With regard to the fi*0% 
of the samples examined which contained ()•(){> lo (H0% sulphur it 
niiiv he assumed that only some of these required extra treatment. In 
other words between 85*0% and 01-5% of I he samples did not con¬ 
st if id e a problem in reduction of sulphur content. The si .'dements made 
by Morrell and EgloJT and by Egloff, Lowry and Truesdell do not, there¬ 
fore appear lo apply to the whole American petroleum industry but only 
to those parts concerned with the treatment of high sulphur crudes, e.g„, 
Oklahoma. 
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Chapter XIII 


THE FORMATION, ESTIMATION AND SIGNIFICANCE OF GUM 
IN MOTOR FUELS. 

614. Introduction.—In the early days of the petroleum industry, 
when motor fuels consisted entirely of straight-run distillates, trouble 
due to gum formation was rarely encountered but the demand for 
anti-knock motor-fuels and the extended use of cracking to meet this 
demand has resulted in the production of spirits which, unless carefully 
refined, are liable to deteriorate in storage. 

The formation of gum in motor fuels has an adverse effect upon 
engine operation and can lead to the seizure of inlet valves in their 
guides and to the deposition of non-volatile resins in the fuel-feed system, 
the carburettor and the inlet manifold. Opinion as to the maximum 
permissible gum content for satisfactory engine operation is divided, 
mainly because of the lack of uniformity in testing methods. 

In particular vapour-phase cracked spirits are the most liable to 
give trouble due to gum formation and in storage often suffer severe 
deterioration in colour and anti-knock value simultaneously, though it is 
probable that the development of satisfactory inhibitors to prevent such 
deterioration will partly solve the problem involved. 

615. “ Actual Gum ” and “ Potential Gum.”—In any considera¬ 
tions on the gum contents of motor fuels it is necessary to appreciate the 
difference between the gum actually present in a spirit, and the ease with 
which gum may be formed on storage. No relationship is known to 
exist between these two separate properties. The “actual” gum 
content of a petrol is the amount of gum present in the fuel at the 
moment of test, whereas the “ potential ” gum content is the amount 
of gum formed, or liable to be formed, on further storage. The former 
is sometimes termed “ existent ” or “ dissolved ” gum. 

It is, however, by no means a simple matter to define “ existent gum.” 
The word “ gum ” is generally used in the sense of a solid or semi-solid, 
non-volatile or almost non-volatile (though not necessarily heat stable) 
substance, which remains as a resinous or gummy residue when the 
volatile constituents of the spirit are removed by evaporation, and 
which may be deposited from solution at ordinary temperatures if 
sufficient accumulates in the spirit. In general, when the word “ gum ” 
is used, it is implied that the petrol is evaporated by some means not 
necessarily specified and that any solid or semi-solid, resinous or gummy 
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residue is “gum.” “ Potential gum ” i.s the term used to denote tlu: 
amount of gum likely to form on storage* and has no eotmeekion what¬ 
ever with that already present.. It i.s obviously necessary to have* these 
two separate definitions because a spirit, may he “ gum-free to-day and 
full of gum to-morrow.” Moreover it. has been shewn more or hiss 
conclusively that, the amount of gum deposited in an engine induction 
manifold is only a function of the “actual ” gum content and is in no 
way dependent upon the stability or otherwise of the motor fuel used ; 
i.e.j “potential ” gum is of no consequence in this ease. Tin* time re¬ 
quired for evaporation in an engine manifold is very short and no 
opportunity for tlu* accelerated conversion of potential gum into actual 
gum occurs. Thus fluffed. and fluxion 1 have stated “ The resinilied 
or partially resinilied constituents already present in solution in the 
benzole (motor hem/,ole) before use* are ehielly responsible for t he troubles 
experienced when using benzoles in an interna! combustion engine. 
Very little resinifieation of volatile unsaturaled constituents takes place 
in the engine itself. It. is previous resini lieu lion therefore, on which 
gumming in the engine primarily depends.” It. won hi appear that 
unstable motor fuels liable to form gum on storage would give satis¬ 
factory engine operation if consumed immediately after manufacture. 

The potential gum eon Lent of a petrol may he estimated in a number 
of ways. Perhaps the simplest, and the most foolproof method, is to 
store the petrol for a given period of time and then determine the 
amount of “dissolved** or “existent” gum present. This is, how¬ 
ever, a time-consuming and therefore inconvenient procedure and it is 
customary to use artificial devices whereby the changes brought, about 
in storage are accelerated to such an extent that deterioration caused by 
months of storage can be brought about in a few hours. This is ac¬ 
complished by heating under a super-atmospheric pressure of air or 
oxygen, commonly the latter. As will be shewn later, gum formation 
is essentially an oxidation process which is accelerated by increase in 
temperature and by an increase in oxygen partial-pressure. 

Contrary to general belief, the colour of a gasoline is no indication of 
its gum content. Many samples having a very yellow colour have been 
found gum-free while others which have been 1 25 Saybolt colour, or 
better, have contained large amounts of gum. On the other hand 
yellow gasolines are usually regarded with some suspicion mid are 
frequently, without real jusUfeation, termed gummy. The gum formed 
in unstable gasolines on storage usually remains in solution and i.s rarely 
deposited, but different petrols vary enormously in their solvent, power 
for gum, cracked spirits containing ohdinos and spirits rich in aromatic 
hydrocarbons exerting a greater solvent effect than Fully saturated 
straight-run spirits, (him deposited from a petrol is relatively insoluble 
in petroleum spirits. 
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616. Factors Affecting Gum Formation.—It is generally agreed 
that oxidation reactions are responsible for the development of colour 
and deposition of gum that takes place when cracked-spirits are sub¬ 
mitted to storage. When kept in contact with air most gasolines con¬ 
taining unsaturated hydrocarbons suffer chemical change to a certain 
degree and after a time acquire a smell resembling that of varnish. 
At the same time as deposition of gum or formation of gum takes place, 
traces of organic acids, aldelvydes, peroxides and also water may be 
found in the spirit. At the present time the exact chemical mechanism 
of these changes is not completely understood, but sufficient evidence has 
accumulated to shew that certain unstable unsaturated hydrocarbons 
are partly responsible for the phenomenon, and that the process is 
essentially one of oxidation that is autocatalyzed. 

The first essential for gum formation is obviously the presence of air 
(oxygen). Under normal storage conditions air gains access to a petrol 
by means of the tank breathing caused by the escape of petrol vapours 
from the tank during the warmer hours of the day and the resulting 
entry of air into the tank during the colder part of the night to take the 
place of the escaped vapours. Moreover the solubility of air in gasoline 
is quite high and sufficient to cause normal gum formation. As 
in many other auto-catalytic reactions, colour deterioration and 
gumming are greatly influenced by the action of active radiations, 
particularly sunlight and ultra-violet light. Generally sunlight 
accelerates the formation of gum to a remarkable extent but it does not 
always cause a deepening in colour, and cases have been met in which 
crude unwashed gasolines have been rendered colourless by exposure to 
light. Satisfactory explanations as to why sunlight has a bleaching 
effect upon some gasolines and a colour deepening effect upon others 
have not yet been advanced. Higher boiling petroleum products 
behave similarly, although in general it is found that the effect of sun¬ 
light is to produce a deepening in colour. Under normal storage con¬ 
ditions the effect of sunlight upon colour and gum formation is of no 
import, but after bulk distribution, when the petrol is frequently re¬ 
quired to be exposed to sunlight in the bowl of a petrol pump, deteriora¬ 
tion is possible and frequently occurs, especially in sparsely populated 
districts where the petrol remains exposed for long periods before use. 
It would appear that special glass capable of acting as an ultra-violet 
light filter could be used with advantage in the construction of petrol 
pump bowls and all glass gauges, etc., used on petrol pumps. 

Temperature has a marked effect on the rate of gum formation, an 
increase of a few degrees increasing the rate to a very noticeable extent. 
Thus in summer time, under the combined effect of sunlight and summer 
temperature petrol deterioration can be very rapid, and in the tropics 
the satisfactory storage of cracked spirits in tanks is often a matter of 
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some difficulty. The uut.<(catalytic reactions responsible for colour and 
gum formation are also very susceptible to positive and negative 
catalysts. Traces of acids or alkalies have an accelerating action while 
many substances art; known to have a retarding effect. This subject is 
dealt with in more detail later. 

617. The Chemistry of Gum Formation. -As already mentioned, 
spirits containing appreciable amounts of tmsafurafeds art; generally less 
stable in storage than straight-run petrols, but although all uusaturutod 
hydrocarbons art* potential gum formers it. is an established fact that 
some unsnturnteds, e.g., the pentones and hexenes, can be stored for a 
very Jung time in diffused daylight and in the presence of air without 
undergoing oxidation reactions to more than a minute extent. On the 
other hand the more unstable unsnturnteds, (‘specially oyelopentudiene 
and styrene, etc., undergo oxidation and condensation reactions very 
readily and finally form hard glassy resins of a. deep colour. The 
chemical reactivity of the unsaturated hydrocarbons is a function of 
their molecular configuration and in general the conjugated diolelines 
polymerize and resinify much more easily than other hydrocarbons 
whereas few, if any, of the straight chain mono-delines form gum on 
standing. Thus one of the Authors 2 stored pure samples of pentene -2, 
trimcthyl-ethylene, oeteno-l and diethyl-met hyl-efhylene for six 
months in diffused daylight in the presence of air and at ordinary tem¬ 
peratures, and except for the formation of traces of organic peroxides no 
other deterioration was observed. No gum was precipitated in any of 
the samples. Cyelohexene was found, however, to behave rather 
differently, in that the rate of formation of oxidation products such as 
peroxides and aldehydes was much quicker than in t he ease of the ot her 
unsaturated hydrocarbons, but even in this ease no gum deposition 
occurred. Exposure to ultra-violet, light shewed quite definitely that 
cyelohexene suffered autoxidation much more rapidly than the pentanes, 
while tilt; olefines of higher molecular weight, the so called “di-isobuty¬ 
lene’ 5 and “diamylene”* were definitely less reactive than the olefines of 
lower molecular weigh t. These observations have since been confirmed by 

* The* Hiimjili'H of “ (li-i.Hofml.yleiH! ” and ** dinmyltmc* " were jucjiurtut by the standard 
iiiethudH of Hutli'i'ow 4 , Kil^ar* and Norris and Joulmrt* ivKpi'rt.ividy. They were a I moat certainly 
mixluroBoI i.snmorin liydrni-iu'bnnH nil ice Tou^hert, I'ickcna, I'Vnuke and Whitmore* have shown 
that “ bi-imtbutylmin ” 1h a mixluru of the iHomcrrt 
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other workers and Flood, Hladky and Edgar 3 have stated that for ole¬ 
fines of similar structure those of low molecular weight are less stable 
than those of high molecular weight. Blends of pure unsatnrated 
hydrocarbons in a straight-run gasoline have been examined for gum¬ 
ming properties by the same workers and they have shewn that none of 
the mono-olefines tested shewed appreciable oxygen absorption or gum 
formation when heated under oxygen pressure for four hours in 10 per 
cent, concentration in gasoline. At higher concentrations gum forma¬ 
tion was observed. Straight chain olefines containing the double bond at 
the end of the chain were found to be more stable than those having the 
double bond elsewhere, while the data obtained on cyclohexene indicated 
that a double bond in a cyclic ring is somewhat less stable than in 
a straight-chain hydrocarbon. Compounds containing a double bond in 
their side chain appear to behave like simple olefines but the attach¬ 
ment of a double bond to a benzene ring, as in styrene or 1-phenyl 
propylene, decreases the stability to gum formation very markedly. As 
a class, di-olefines are much less stable than mono-olefines but the 
position of the double bond is important in determining the stability, 
conjugated double bonds introducing extreme instability while a 
compound containing two double bonds widely separated is almost as 
stable as an average mono-olefine. Cyclic di-olefines containing 
conjugated double bonds appear to be somewhat less stable than the 
comparable aliphatic di-olefines. Similar work has been carried out by 
Cassar 8 who has determined the actual gum contents of blends of various 
pure unsaturated hydrocarbons in an olefine free petrol, both before and 
after accelerated ageing by heat treatment under 100 lbs. per sq. inch 
oxygen pressure. The results obtained are summarized in Table 123, 
and shew that, of the olefines tested, only dimethyl-butadiene in 20 per 
cent, concentration gave large amounts of gum prior to treatment; 
while the simple mono-olefines, though stable to 4 hours accelerated 
ageing, gave fairly large amounts of gum after 24 hours similar treatment. 
The unstable nature of some di-olefines is also evident in the following 
cases:— 

1-5 -Ilexadiene. CH 2 = CII - CH 2 - CH 2 - CH = CH 2 

Develops a sharp odour and deposits a yellow oil 
on standing. 

4i-Methyl 2-Ethyl cydopeniadiene. 

Boils at 135°C., but on distilling at ordinary pressure 
about one third is polymerized, the tendency to 
polymerize being abnormally great. 

Dimethyl 2 -4- cydohexadiene. 

Polymerizes easily on exposure to the air and ultimately 
sets to a pale yellow gelatinous mass. 
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Cydopcntadirnr. 

Spontaneously polymerizes in thirty days at 2()' J C., 
and in the presence of oxygen dieyelopenladiene 
diperoxide is readily formed. A resinous material 
is quickly deposited and a yellow brown colour develops. 

1 ■S-Cydo-ocLudiaw. 

Polymerizes so readily that when it is distilled poly¬ 
merization occurs with explosive violence at RIO - 
RMf’C. and a resinous mass is formed. Resinilication 
also takes place rapidly on standing in air at ordinary 
temperatures. 

Taiii.k tilth tJe.MMt.NO Puormmt'Js or I’unn Oi.rriNK.s (Cassak). 


Heltne free pelrnl 
)it.to I 20% IVutenr 2 
„ | 20% Tritnetliyl ethylene 

,, | 20% (JyelolirNem! 

,, ! 20”,', Ilexentt . . 

,, | 20% [leptenr. 

() | 20*',, Hi isobutene. .. 

„ ! 20% Diamylent* 

,, I 20% Dimethyl butadiene 
,, | 20",, 2-im'l liyl hexudiene 

„ | 20% Limoneuu 

Not all diolefin es polymerize rapidly. Thus Fischer and Chittenden® 
have found that d-mclhyl I -U-pentudiene does not possess a 
marked tendency to polymerize, and is unlike butadiene, isoprene, 
pipcrylene and iHl-dimelhyl 1 ti-pentadiene in that it. does not poly¬ 
merize to an elastic’ resilient, solid product. 

Of saturated hydrocarbons, t -l-dimethyl cyclohexane and I *3- 
dimethyl eyelopentnne are unique in their behaviour towards oxygen. 
At ordinary temperatures and in diffused daylight both of these hydro¬ 
carbons absorb oxygen readily, the latter to a greater extent, than the 
former. J 0 

It would appear therefore, that gum formation in cracked spirits 
may be caused, in the first place, by the instability of certain highly un¬ 
saturated hydrocarbons. The mono-olefines, except when present in 
large quantities, are not, in general, responsible for gum formation during 



Accelerated agoing of 1*5 hours. 
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normal storage. The responsibility of di-olefines for gnm formation »» 
cracked spirits was first suggested by Brooks and Humphrey in 191S. 1 

618. With regard to the exact mechanism of the oxidation reactions 
responsible for gum formation comparatively little is known. Probably 
the first product of the oxidation of an unsaturated hydrocarbon by air 
or oxygen is an organic peroxide, 

> c = C < + O 2 >c—c<-^ 


0—0 

which is subsequently converted into other oxygenated products, 
such as aldehydes, alcohols, ketones, fatty acids and resinous mater¬ 
ials. The formation of gum by the condensation of aldehydes formed 
by the decomposition of peroxides has also been proposed, but al¬ 
though this may take place to a certain extent, it does not appear 
to be the main reaction. Brooks 12 has shewn that gums isolated 
from cracked spirit contain substantial amounts of explosive organic 
peroxides, an observation supported by Mardles and Moss 13 and other 
investigators who have stated that many residual gums decompose 
violently when heated on a water bath. 

The hard non-volatile gum obtained by the evaporation of petrols 
in glass dishes in the normal method of estimating “ existent ” or 
“ actual ” gum does not necessarily exist in this form in solution in the 
petrol before evaporation, and there is much evidence to shew that the 
end-product obtained is the result of further oxidation and polymeriza¬ 
tion reactions accelerated by the action of heat during evaporation. 
It has already been shewn that the presence of oxygen is necessary for 
the initiation of the gum forming reactions, but the conversion of the 
gum in solution in a petrol to the hard mass obtained on evaporation 
does not require the presence of oxygen. Thus it has been suggested 
to designate gum in petrol solution as “ pseudo ” gum, implying that 
this material is transformed into “ true ” gum by the action of heat. It 
is evident, therefore, that the chemical structure of the “ pseudo ” gum 
is the key to the mechanism of gum formation. 

619. The Peroxide Theory of Gum Formation.—It has been 
shewn by many investigators that peroxides are formed very quickly in 
cracked spirits and evidence is accumulating which shews that pseudo 
gum is composed largely of such bodies. Peroxides also have a catalytic 
effect in promoting gnm formation. Of particular interest are some 
experiments by Story, Pro vine and Bennett 14 in which samples of 
cracked spirits were exposed to sunlight at an average temperature 
of 27-2°C. (81°F.), and tests carried out at intervals to determine the 
peroxide contents, acidities and gum contents of the samples. 
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After the samples had been exposed for about 100 hours under these 
conditions they become cloudy and deposited an almost colourless 
liquid gum which had a specific gravity of 1 0932 at 20°C. The results 
of the periodical examinations are reproduced in Table 124. 


Table 124_Formation of Peroxides, Acidity and Gum by the Exposure or 

Cracked Gasoline to Sunlight. (Story, Provine and Bennett). 




Peroxide oxy¬ 


Hum oonfent 

Total exposure 
Hours 

Sunlight Hours 

gen (mgs 
lodino per lOOcetf 
spirit)* 

Aridity (mgs 
KOH per litre 
spirit) 

(copper dish 
test)-)- 

mgs/lOUcoH 

0 

0 

00 

0-0 

400 

24 

12 

15-0 

0-0 

400 

72 

28 

53-0 

0-8 

450 

128 

46 

24-0 

2-5 

500 

152 

58 

50-0 

4-5 

550 

170 

62 

440 

7-0 

600 

240 

94 

53-0 

9-8 

650 

296 

106 

54-0 

18-0 

750 

344 

110 

540 

24-0 

950 

400 

134 

600 

27-0 

1100 

432 

140 

54'0 

31-0 

1350 

500 

176 

1400 

49-0 

1600 

572 

208 

108-0 

54-0 

1800 

672 

224 

148-0 

67-0 

2050 


These figures shew that with increasing exposure to sunlight the 
peroxide oxygen content of the spirit increased and that after a short 
time, when presumably the peroxides reached the required concentra¬ 
tion, acidic bodies began to ajipear. As the peroxide content and the 
acidity of the spirit increased so did the copper dish gum content in¬ 
crease. That sunlight is an important factor in this phenomenon is 
shewn in Table 125. 

Table 125,—Effect of Sunlight on the Peroxidation of Cracked Gasoline. 

(Story, Provine and Bennett). 


Poroxidoa (milligrams iodine per 100 cob) 


Exposure 

Hours 

Sunlight 
and Oxygon 

Sunlight 
and Air 

Sunlight with¬ 
out Oxygon 

Dark with 
Oxygen 

0 

0 

0 

0 

0 

2 

22-0 

12-0 

4-0 


4 

44-0 

24-0 

4-0 

Trace 

10 

102-0 

36-0 

4-0 

Trace 

14 

232-0 

60-0 

8-0 


36 

548-0 

300-0 

8-0 

Trace 


* The peroxide oxygen was estimated by washing the spirit with water and estimating the 
amount of iodine iil:-;-.r..cd by the wator solution from potassium iodide in aoetio acid solution, 
t For full description see this Chapter, paragraphs 625 and 626. 
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621 


620. Now in the oxidation of benzaldehyde to benzoic acid, for 
example, just as much oxygen is consumed as is required for the forma¬ 
tion of benzoic acid. If, however, some other oxidisable substance, 
such as indigo or acetic anhydride, is also present, twice as much oxygen 
is consumed in the conversion of the same amount of benzaldehyde into 
benzoic acid, as when this substance is absent, the indigo or acetic 
anhydride also being oxidized. Numerous theories have been advanced 
to explain this autoxidation, but of these the most generally accepted 
is that of Engler, Bodlander and others 15 who have assumed the forma¬ 
tion of a peroxide, thus :— 

O O 

Benzoyl hydrogen 
peroxide. 

H O - 0 H 

Thus if benzaldehyde is exposed alone to oxygen, the peroxide formed 
reacts with another molecule of benzaldehyde to give benzoic acid. 
If, however, some other oxidisable substance is present, the peroxide 
may lose one atom of oxygen to this substance instead, so that although 
the final product of the oxidation of benzaldehyde is, in each case, 
benzoic acid, twice as much oxygen has been consumed in the presence 
of the second oxidisable substance. The initial peroxides formed in 
cracked spirits might be expected to break down in a similar way, 
yielding half the oxygen content originally taken up to other oxidisable 
constituents, e.g., olefines. In this way secondary oxidation products 
would be formed, which presumably would condense finally with the 
formation of gum. Thus the gum finally produced when a cracked 
spirit is stored may arise not only from the peroxides themselves, which 
may break up giving oxygen and condensing to resins, but also from the 
interaction of peroxides with other unsaturated hydrocarbons. As an 
instance of this Brooks 12 has shewn that a small proportion of a readily 
oxidisable hydrocarbon (limonene) in a cracked spirit can cause the 
gumming of a relatively very large proportion of other unsaturated 
hydrocarbons, thus :— 

Residue (copper dish) mgs/lOOccs. 
Straight run petrol -f- 2 per cent, limonene .. 46 

Refined cracked petrol + ditto .. . . .. 634 

Refined cracked petrol alone .. .. .. 7 

621. With a view to indicating the effect of peroxides on gum forma¬ 
tion, Hoflert and Claxton 10 have carried out experiments in which 
various peroxides have been added to pure benzene and to unrefined 
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benzoles and the gum contents of the mixtures determined. Benzoyl 
peroxide (C 6 H 5 CO) 2 O s was first used, but this stable peroxide had very 
little effect upon the gum content, whereas acetyl peroxide (C 2 II 3 0) 2 0 
which is a strong oxidizing agent and which explodes violently on heat¬ 
ing, caused the formation of large amounts of gum in unrefined benzoles. 
It did not, however, promote the formation of gum in pure benzene. 
The results obtained by Hoffert and Claxton are reproduced in Table 120 


Table 126.—-Effect of Acetyl Peroxide on the Gum Contents of Pure 
Benzene and Uneefined Benzoles. (Hoffert and Claxton). 


. 


Residue on evaporation ( 


Evaporating 


f) CM 


dish 

No peroxide 

tion 

0 

1. Pure Benzene 

Glass 

0-0 


Do. 

Iron 

0-5 


2. Unrefined Benzole A 

Glass 

1-5 


Do. 

Iron 

Ofi 


3. Unrefined Benzole B 

Glass 

2 0 


Do. 

Tin 

— 



0-5 
0-0 
AS-5 
04'0 
20-5 
24-0 


and confirm the contention that unstable peroxides can eause gum 
formation. The suspicion that acetic anhydride or acetic acid, formed 
by the hydrolysis of the peroxide, was responsible for the gum forma¬ 
tion was shewn to be unfounded. 

The above findings on the effect of peroxide additions on gumming 
tendency have been checked in the case of petroleum distillates by 
Cassar, 8 who has prepared the peroxides by oxidizing olefines in bombs 
and found that while unstable vapour phase cracked spirits are markedly 
affected by peroxides, relatively stable liquid phase cracked spirits arc 
much more resistant. The catalytic effect of peroxides upon gum 
formation is also evident from the following tabic. 


Table 127. —Catalytic Effect of Di-olefines and Peroxides (Cassar) 


Sample 

Porcelain Dish Gum 
(mgs/100cm.) 

L 70% olefine free stock, 30% unstable gasoline 

18 

2. Ditto -f- 10% pure limonene .. 

30 

:3, Ditto -f 10% poroxidised limonene .. 

302 

•4. 90% olefine free stock, 10% peroxidised. limonene .. 

161 


As a general rule the distillates from cracking plants are entirely free 
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from peroxides when fresh, since any oxygen present in the charge reacts 
completely with the oil at the high temperature at which cracking takes 
place. Peroxides formed at these temperatures immediately decompose. 
However, in a straight distillation the temperatures are not high enough, 
on the one hand, to cause the oxygen to combine completely with the oil 
or, on the other hand, to decompose all the peroxides formed, so that 
peroxides and free oxygen may come over with the distillate. If the 
distillate is not cooled immediately and thoroughly, the free oxygen 
gives rise to further peroxide formation and the distillate may cause 
extensive gumming in a cracked spirit with which it is blended. Special 
precautions should be taken to prevent the introduction of air when 
re-running a cracked distillate. 


622. The effect of peroxides on gum formation has also been con¬ 
sidered by Yule and Wilson, 17 who have developed a quantitative test 
for estimating peroxides based upon the oxidation of ferrous sulphate in 
the presence of ammonium thiocyanate. When a gasoline containing 
peroxides is shaken with a solution containing these reagents a red 
colour due to the formation of ferric thiocyanate from ferric sulphate 
is produced. 

>C~C< 

>C-C< +2FeS0 4 +H 2 S0 4 = | | +Fe 2 (S0 4 ) 3 

|| OH OH 

0-0 


The ferric salt so formed is titrated immediately with O-OlN titanous 
chloride solution, and the result is expressed in gram equivalents of 
active oxygen per 1,000 litres of gasoline, i.e. “peroxide numbers.” 
This method of analysis, however, always gives somewhat low results, 
especially for high concentration of peroxides. Thus certain types of 
peroxides are catalytically decomposed by ferrous salts, e.g. diethyl 
peroxide, which is decomposed with the formation of ethyl alcohol and 
acetaldehyde 18 


ch 3 -ch 2 -o-o-ch 2 -ch 3 -► CH 3 -CH 2 -OH+CHO-CH 3 

Moreover, a small proportion of the peroxides cannot be reduced by 
ferrous sulphate. The most widely used test for peroxides is the potas¬ 
sium iodide test of Marks and Morrell. 19 

The effects of various reagents upon the peroxides present in a sample 
of cracked spirit have been described by Yule and Wilson 17 w r hose 
results are reproduced in Table 128. Water was found to have a very 
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R x R a Ri R z O 

II II / 

H-C - C-R 3 ->H~C - C-R. + R-C 

\/ 


( 2 ) 


OH - C \ . O 


O 


OH 




o 


R 


(A) 


R x R a 

I I 

H - C—C — R 3 

I I 

H - 0 0 

II I 

R - C-0 


Prilezhaev Reaction 


0 2 R, R 

\ 


(B) 

Rx R 2 


O 


X 2 

I 1 . . 

H-C —C —R 3 ^±TI-C-C-R 3 ■ | R-C 

I I I I \ 

o-o o-on 


o-oh o 

O -C-0 

I 

R 


Atmospheric oxidation. 


There is in the scheme a certain resemblance with the Prilezhaev re¬ 
action, but autocatalysis requires an increase in the amount of the 
catalyst (assumed to be a per-acid) with time, whereas the Prilezhaev 
reaction would lead to a decrease in the amount of catalyst. Further¬ 
more the latter reaction does not take account of atmospheric oxygen. 
The above equations shew that through the medium of reactive oxonium 
compounds of type A the per-acid would be regenerated, along will) the 
peroxide B, which latter may break into an aldehyde and a ketone, the 
aldehyde being then further oxidized in the presence of the acid, some¬ 
what as follows :— 





II (C) 

1 

H 

0 

H 0 

1 

Rjl o 

/ 

\ 



Ri-c + 

c 

R x —C—0—0—C 

e c—u 

\ 

/ 

1 \ 

/\ X 

0 HO- 

-0 

OH R 

OH 0—0 
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C C-R 

/\ / 

OH 0-0 


c- 

/I 

OH O- 


c 

l\ 

O OH 


O O 

/ / 

R x —C +R -C 


Fatty acid oxidation. 


R x \ 0 O O O 

\X\/ / / 

C \ c — R,—C + R-C 

/ \ \ \ \ 

OH \ R O-OH O-OH 

O — O v -- Per-acid oxidation. 

Wagner and Hyman are of the opinion that pseudo-glim consists of com¬ 
pounds of type (A) and its degradation products, i.e. esters and acetals, 


Rx R 2 


H-C-C-R, 


R x R: 


Rx R 2 


H-C-C—R, and H-C-C-R, 


O O 


0 O 


H O 


C C R-C-O 

/\ /\ 

R H R OH 

That compounds of type (C) can play but a minor role in residual gum 
formation may be shewn, according to Wagner and Hyman, by exposing 
to sunlight acetaldehyde dissolved in an inert hydrocarbon solvent, 
when, it is stated, the solution shews an intense peroxide reaction and 
no gum. Type A compounds, when heated in non-aqueous solutions 
would tend to form glycol esters of the type : 

Rx R 2 

I I 

H- C- C- R s 


OH O 
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which could then polymerize with the expulsion of water to form 
esters, olefines and furan-derivative gums. Condensation might also 
occur with the less volatile aldehydes- and ketones, while in aqueous 
solution hydrolysis would occur to form di- and poly-hydric alcohols, 
i.e., sugar derivatives. 

According to this theory of gum formation, if the acid strength or 
oxidising activity of the per-acid is suppressed, and if external agents, 
such as light, heat or peroxides are absent, then the oxidation of the 
petrol should be retarded indefinitely. Such considerations arc held 
to explain the gum inhibiting effect of both hydroquinone and ammonia, 
the former acting by reducing the pcr-acid to an inactive organic acid, 
whereas the ammonia keeps down the hydrogen-ion concentration. 

Yule and Wilson 17 do not support this pcr-acid theory, in view of the 
fact that a small quantity of a gummy spirit added to a cracked distillate 
was found to have just as great a catalytic effect upon gum formation, 
whether washed with sodium carbonate or not. 

Comprehensive reviews of the general subject of autooatalysis have 
been presented by Kondakow 31 and by Milas, 22 while the catalytic 
effect of cobalt oleate on the autoxidation of pentene - 2 has also been 
considered. 23 


624. The Chemical Composition of Residual Gums. -Wagner 
and Hyman 24 have analysed a sample of gum obtained from a highly 
unsaturated spirit after exposure to an oxidising atmosphere for some 
months. The spirit was distilled in vacuo to a 28 per cent, residue, 
which had an acid-number of 0-75, a saponification number of DM, 
and contained 0-2 per cent, oxygen and which gave a very strong test for 
peroxides. When the residue was being distilled a series of violent 
explosions occurred and with each explosion vapours of acrolein were 
evolved. A heavy resinous mass was thus obtained which did not 
give a positive peroxide test but which gave a strong test for acrolein, 
indicating that evaporation had caused the decomposition of the per¬ 
oxides and that acrolein, among other substances, was formed during 
the process. h 

Gums obtained by the evaporation of gasolines in small glass dishes 
on water baths were examined by Smith and Cooke 88 in 1922. As 
first formed the gums were soft and sticky and entirely soluble in 
acetone, but on heating they became bard and brittle and were no 
longer soluble in acetone. Their analyses were as follows : 


Hydrogen 

Carbon 

Oxygen 


Soluble 

gum 

7-39 

Insoluble 

gum 

6-75 

Ash 

Soluble 

gum 

2-78 

Insolubb 

gum 

1-00 

69-48 

70-62 

Sulphur 

0-28 

0-60 

19-93 

21-06 

Nitrogen 

0-14 

0-07 
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Bakelite resins, formed by the condensation of phenol and formaldehyde, 
contain 5*4 to 5-96 per cent, hydrogen, 76-4 to 77-9 per cent, carbon and 
16*4 to 1ST per cent, oxygen. 

Gums obtained by the evaporation of gasolines in copper dishes 
have been examined by Story, Pro vine and Bennett 14 after drying and 
grinding to a powder. The gums were brown in colour, insoluble in 
water and almost completely soluble in acetone, alcohol and chloroform. 
The constituents of the gum were separated by saponification, steam 
distillation and filtration, followed by acidification, distillation, filtration 
and evaporation. The residue was taken up in solvents. In this way 
a separation into unsaponifiable matter, insoluble acids and soluble 
acids was effected. No volatile matter was detected. The results of 
the examination are detailed in Table 129. 


Table 129.— Composition op Gum prom Copper Dish Evaporation Tests. 
(Story, Provine and Bennett). 



Original gum 

Unaaponifi- 
able matter 

Insoluble 

acids 

Soluble 

acids 

% Carbon 

70*73 

64*2 

73-22 

66*70 

% Hydrogen 

6*95 

6*32 

6-81 

7*20 

% O x yg e]a 

19-51 

13-81 

18-58 

24*23 

% Nitrogen 

0*13 

Trace 

Nil 

Nil 

% Sulphur 

0-68 

0-29 

0-41 

1*07 

% Ash*. 

2*00 

15-38 

0-98 

0-80 

Hanus Iodine Value 

73 

— 

89 

84 

Molecular Weight 

200 

— 

119 

— 

Saponification equivalent 

191 

— 

104 

94 

Neutralization equivalent 

732 

— 

460 

241 

Physical nature .. 

Dark brown 
and resinous 

Dark brown 
solid 

Light brown 
solid 

Brown vis¬ 
cous liquid 

Melting Point °C. 

98—105°C. 

— 

192—195 

— 

Per cent, of total gum 

100 

13-0 

55*0 

30*5 


625. Tests for Actual and Potential Gum Contents.—The ulti¬ 
mate criterion of the satisfactory nature of a laboratory test for 
“ actual ” or “ existent ” gum content is that it shall indicate the 
relative amounts of gum which motor spirits will deposit in engines. 
Reproducible methods are available but there is at present insufficient 
evidence to shew that any of these is significant with regard to actual 
engine results. 

Many methods have been proposed for determining “ actual ” gum 
contents, but with varying success. The oldest of these is the well 
known copper dish test, devised by F. C. Robinson and his associates 
of the Atlantic Refining Company as one of the tests for aviation 

* Composed largely ol dust accumulated during the evaporation of the gasoline in dishes. 
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gasolines, and used extensively for this purpose during the late war, 
when it found a place in United States government specifications. The 
test is still used to a small extent but has recently been described as 
“ obsolescent if not obsolete.” It has been fully described in publica¬ 
tions of the United States Bureau of Mines. 2e - 27 

The copper dish test for gum content makes use of a freshly polished 
hemispherical dish of spun copper approximately 31 ins. (0 cms.) 
diameter. 100 mis. of the spirit to be tested are placed in this dish and 
evaporated to dryness on an actively boiling water bath in such a way 
that no steam is allowed to come in contact with the outer surface of the 
dish higher than the level of the spirit. The amount of gum is deter¬ 
mined by the difference in weight of the dish before Idling with petrol 
and after evaporation. 

This test has now fallen into disfavour because of its lack of re¬ 
producibility and because the results obtained by its use do not agree' 
with engine results. Gum contents determined by evaporation in 
copper dishes are usually very much higher than those determined in 
dishes of glass or porcelain, and in extreme cases the figures obtained arc 
about a hundred times greater. This suggests that the copper has an 
accelerating or catalytic effect upon the formation of gum and that the 
method of test is consequently incapable of differentiating between 
actual gum and that formed during the evaporation. This is shewn 
in the results of Story, Provine and Bennett 14 reproduced in Table 1 ‘JO. 

Table 130.— The Catalytic Effect of Goiter Upon Gum Formation. 

(Story, Pro vine and Bennett). 


Total aridity (mgs/JKOH) 

For various amounts Oum Residue 

evaporated 



30% 

60% 

70% 

90% 

Tol al 
Weight aridity 
mgs mgs / 
KOI! 

Free 

ueids 

mgs 

KOII 

Hapmi' 
ilie.a- 
t loti 
equiva¬ 
lent* 

Neut¬ 

ralisa¬ 

tion 

equiva¬ 

lent* 

Untreated crack¬ 










ed spirit evap¬ 
orated in a cop¬ 










per dish 

Same spirit evap¬ 
orated in a 

7-8 

14-0 

19 3 

25-3 

2L3 

71 -6 

18-0 

191 

730 

dish .. 

Trace 

Trace 

2d 

2B 

10 

3-5 

1'8 

1(50 

312 


626. The inability of the copper dish gum test to give results which 
bear any relation to engine performance has been pointed out by 


potash (KOH) ® ramS k rUH1 sa P on ^ e ^ or neutralised by 1 equivalent (50-1 grama) of caustic) 
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Voorhees and Eisinger 2 8 who have quoted the ease of a spirit which gave 
351 milligrams of gum per 100 mis. in this test and only 6 milligrams per 
100 mis. in a modified glass dish test, and which gave perfectly satis¬ 
factory engine operation over 1,068 miles. When the copper dish test 
was first introduced it was stated that a motor fuel should not give a gum 
content higher than 22 milligrams per 100 mis., and an aviation fuel 
should give no weighable residue. A further difficulty with the copper 
dish test is that certain sulphur compounds, e.g., mercaptans, sul¬ 
phuretted hydrogen, polysulphides and also elemental sulphur have a 
corrosive effect upon the dish, covering it with a layer of copper sul¬ 
phide. Thus, with fuels containing any of these substances, the increase 
in weight of the dish after evaporation is not only caused by the gum in 
the fuel but may be considerably augmented by the corrosion deposit. 
This prevents accurate results being obtained. The copper dish test 
has also been extensively used for detecting corrosive sulphur in fuels. 

Because of these various short-comings, the copper dish test for the 
determination of gum content is rapidly being replaced by more reliable 
methods. The results obtained by its use mean very little, and gum 
contents by this test of the order of 100—300 milligrams may indicate 
troublesome engine operation and they may not. There is, how¬ 
ever, one thing that can be said in its favour, i.e., no gasoline which is 
free from gum by the copper dish test will ever cause trouble in an engine 
if used immediately. 

627. Glass Dish Evaporation Tests for “Actual” Gum Con¬ 
tents.—In 1922 Smith and Cooke, 25 recognizing the disadvantages of 
the copper dish test, adopted a procedure in which 30 ml. glass evaporat¬ 
ing dishes were employed. Twenty millilitres of the spirit to be 
examined were placed in one of these dishes and heated on an actively 
boiling water bath for four hours followed by drying in an air oven for 
24 hours at a temperature of 105°C. This method was followed by a 
modification by Cooke 29 in 1925, in which the evaporation was carried 
out in a steam oven to avoid contact with air and it was claimed to give 
more accurate results than the water bath method and to require less 
time for evaporation. 

The oven used was double walled, and had glass shelves and a gas- 
tight door. Steam is admitted by a pipe between the walls of the oven 
and then passed into an inner chamber through small perforations in 
the floor of the chamber, which were placed near the oven door so that 
the path of travel of the steam was across the sample dishes to 
the outlet pipe. This pipe passed through the outer chamber formed 
by the double walls, to a trap so placed that the vapours could be led 
off to a ventilator, while liquids resulting from condensation drained 
away. An outlet pipe carried away condensed steam. Valves were 
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placed in the outlet lines so that a slight pressure could be maintained 
within the oven if desired. The glass shelves were placed about 5 
inches apart, vertically, so that there was working space above the 
sample dishes. 

Weighed glass, porcelain or silica dishes ol. 30 ml. capacity were 
placed on the shelves in the oven and 20 ml. samples of gasoline added 
from pipettes. The oven was closed and steam allowed to enter it, 
the outlet valves being so adjusted that all the condensate was removed 
and a small amount of excess steam escaped. After two or three hours 
the steam was cut off, the oven was opened, and the dishes transferred 
to a drying oven of the conventional type and maintained at a tempera¬ 
ture of 105°C. for 24 hours or until constant weight was obtained. 

With regard to the relative merits of the above steam oven method and 
the glass dish steam bath method, little can be said, as both are capable 
of giving reproducible results if sufficient attention to detail is given. 
Generally the gum figures obtained with the latter method are some¬ 
what higher than those obtained by the use of the steam oven, indicating 
that for normal petrols of end-point about 200°C some oxidation during 
the test takes place when the evaporating spirit is exposed to the air. 
According to Wagner and Hyman 20 the water bath method gives results 
3 to 6 times more gum, and according to Auid 30 21 to 5 times more gum, 
than the steam oven method. In the case of benzoles of end-point 
about 150°C., unless air is actually streamed over the surface of the 
evaporating spirit in the glass dish test, the vapour evolved effectively 
“ blankets ” the surface of the liquid and prevents air oxidation. When, 
however, petrols (of higher end-points) are evaporated, vapour is evolved 
comparatively slowly towards the end of the test and the petrol is ex¬ 
posed to air oxidation. 31 

A comparison of the results obtained by the steam oven and glass- 
dish water-bath methods is shewn in the following figures by Wagner 
and Hyman. 


Table 131Comparison or Gum Test Methods (Wagner and Hyman.) 


Sample No. 

Steam Oven Test (20 ccs Spirit) 
Copper Dish Test (100 ccs Spirit) 
Water Bath Test (20 ccs Spirit) 




of Hum 

1 

2 | 

3 

0-0003 

0-0033 

0-0116 

00009 

0-0190 j 

0-06(50 

01930 




0-1206 

0-7600 


A disadvantage of the steam oven method is that it involves the use 
of a somewhat troublesome steam oven and the water bath test is un¬ 
questionably more simple in operation, A further criticism is that 
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steam is not without some action on gums and that steam reacts with 
organic peroxides. 13132 

The test using a glass dish heated on a boiling water bath is now 
finding general acceptance throughout the industry, though many 
modifications of the original Smith and Cooke procedure are used. 
Thus Wagner and Hyman have used 30 ml. pyrex-glass dishes, 50— 
52 mm. wide and 21—22 mm. deep in conjunction with 20 ml. samples 
of spirit. The dishes are placed on an actively boiling water bath so 
that the greatest possible immersion is obtained. After evaporation of 
the sample the dish is placed in an air oven at 105°C. for thirty minutes, 
after which it is cooled in a dessicator and weighed. 

However, all gum tests involving the evaporation of petrols in open 
dishes are open to objections, which may be summarized as follows 32 :— 

1. The time of evaporation is long and differs for samples of varying 
volatility. 

2. The degree of oxidation (if the evaporation is conducted in contact 
with air) is not under control and the degree of heat polymeriza¬ 
tion also varies with the rate of evaporation of the particular 
sample. 

3. The results are affected by the thickness and thermal conductivity 
of the material of which the dish is constructed, which greatly 
influence the rate of evaporation. 

4. The material of the dish probably exerts a specific catalytic effect 
when evaporation is conducted over a long period with exposure 
to oxygen. 

5. The usual “ final temperature ” of the gum (a few degrees below 
100°C.) differs considerably from the normal temperature of an 
inlet valve, upon which gum deposits usually accumulate in an 
engine to the most serious extent. 

6. Evaporation in a current of steam, which eliminates some of these 
objections, still involves a considerable period of heating which 
cannot easily be standardized. 

628. Air-Jet Evaporation Tests.—Perhaps the most important 
modification of the Smith and Cooke glass dish steam bath gum test is 
that which makes use of a jet of air directed vertically downwards on to 
the centre of the spirit in the dish to assist evaporation. This was first 
employed by Hunn, Fischer and Blackwood, 33 who used as much air as 
possible without splashing spirit over the rim of the dish. A suitable 
jet for the air was found to be a tube f inch I.D. loosely packed with 
cotton, the open end being covered by a fine mesh wire screen. Com¬ 
plete evaporation of a 400°F. (204-4°C.) end-point spirit was found to 
take place in 12 to 15 minutes, while normal gums could be dried to 
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constant weight at 105°C. in 2—3 hours. The method was cheeked by 
replacing the air stream with the inert gases nitrogen and carbon- 
dioxide, and it was found that the air did not cause any perceptible 
increase in the amount of gum by oxidation. The air-jet hastens 
evaporation and so prevents the oxidation which occurs in the normal 
glass dish test. 

At a somewhat later date (October, 1930) Littlejohn, Thomas and 
Thompson 34 described a similar procedure after finding that the normal 
glass dish test gave, on occasions, discordant results, and with cracked 
spirit blends did not give figures the arithmetic mean of tint gum contents 
of the constituents of the blends. These workers used a steam bath 
24 in. long by 12 in. wide and 44 in. deep, provided with two rows of 7 
holes (2 in. diam.), and fitted with two brass headers •* in. internal 
diameter, adjustable for height and running horizontally over each row 
of holes. Over the centre of each hole was a jet from the header and 
each jet was closed with in. brass plate through which was bored a 
single hole 0-036 inch diameter. The rate of air flow was varied by 
adjusting the air pressure applied to the header, this being measured with 
a manometer. The results obtained with this apparatus are of sufficient 
importance to merit a complete description. It has already been staled 
that the normal glass dish test gave somewhat discordant results, but. 
a marked improvement was noted using the air-jet, as shown in the 
following figures. 

Table 132.— Comparison or Air-Jet Evaporation with Plain Evaporation 
in Glass Dishks. (Littlejohn, Thomas anii Thompson.) 


No Air Jel Gum. mgs /100 mis. 


Air Jet Gum. mgs /100 mis. 

Spirit A 
Spirit B 
Spirit C 



llolo numhor 

in bath 

1 

4 

j 7 

1) 

11 

>. 

40 

40 

47 

02 


82 

32 

— 

44 

08 

09 

74 

6 

7 

0 

6 

6 

L| _ r| 

38 

37 

36 

30 

37 

<— 

263 

265 

265 

262 

262 

— 


629. The effect of varying the height of the air-jet above the spirit 
surface was determined at constant air pressure by inclining the brass 
header from the horizontal, but was found to have little influence upon 
the results whereas alteration in the air pressure had a profound bearing 
on the results. Increased temperature of evaporation and increased 
supply of air, although accompanied by decreased time of evaporation, 
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brought about increased gum formation. Attempts were made to 
decrease the time of evaporation by using dishes of copper and 
aluminium but the results obtained indicated that the higher tempera¬ 
tures of the spirit during evaporation due to the high conductivity of the 
metals outweighed the effects of the shorter time of evaporation. It was 
found that the use of an inert gas instead of air did not give any lower 
results. The conditions of drying the gum obtained on evaporation were 
also examined and as a result a drying time of 1 J hours at a temperature 
of 150°C. was selected as giving a consistent result with reasonable speed 
. of drying. It was found that when the actual weight of gum deposited in 
the dish is such that the gum is evenly and thinly distributed over the 
glass surface, reasonably complete drying of the gum is effected, but 
amounts greater than 10 milligrams became deposited in the form of a 
small surface in the bottom of the dish. On drying, the surface of the 
pool acquires a skin of polymerized or dried material and it is very likely 
that this skin reduces the possibility of evaporation, with the result 
that the material which would normally be removed is retained beneath 
the surface skin and polymerized by the heat of drying. Thus it was 
found, in the ease of one spirit, that evaporation of 25 ml. gave an 
amount of gum equivalent to 322 milligrams per 100 ml., but by 
evaporating such a quantity of spirit that the gum obtained did not 
exceed 10 milligrams, a result of 80 milligrams per 100 ml. was obtained. 
The air-jet method of gum determination has also been investigated by 
Bridgeman and Aldrich 35 who used flat-bottomed pyrex glass dishes 
approximately 80 mm. diameter and 45 mm. depth heated on a steam 
bath. The air-jet consisted of a plain glass tube of 8 mm. inside 
diameter, the end of which was approximately 2-5 cm. above the centre 
of the original surface of the liquid. The air was filtered to remove dust 
particles by passage through a tower packed alternately with fine mesh 
copper screen and absorbent cotton. After evaporation, * the dishes 
were placed in an air oven at 102°C. (216°F.) for a period of 16 hours, 
after which they were cooled in a dissicator and weighed. Successive 
2 hour periods of heating, followed by cooling and weighing, were then 
employed until the weight reached a constant value. On the average, 
constancy of weight was only obtained after 22 hours of heating ( cf. 
the much shorter drying time of 1% hours at 150°C. adopted by Little¬ 
john, Thomas and Thompson.) A comparison of the reproducibility 
of results by the air-jet, glass dish and copper dish tests is shewn below, 
from which it is evident that, whereas on the percentage basis there is 
not much difference between the reproducibilities of the first two 
methods of test, the actual deviations indicate that the air-jet and glass 
dish methods give much more reliable results than the copper dish test, 
and the air-jet method gives slightly more reproducible results than the 
glass dish test. 
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Table 133.—Comparison of Gum Tests. 


Method 
Copper Disli 
Glass Dish 
Air Jet 


Average deviation 
per cent. 

22-5 


13-0 


13-2 


(Bridgeman and Aldricii.) 

Average absolute 
deviation mgs. 

23-8* 

2-5 

1-7 


However, despite the improvement obtained by the use of the air- 
jet method, Bridgeman and Aldrich found that even this method of test 
did not give results on blended fuels in direct proportion to the gum 
contents of the blend constituents determined in the same manner. 
They therefore inferred that the method did not give “ true ” gum con¬ 
tents, hut involved the effects of three variables apart from the idio¬ 
syncrasies of gasoline composition, (a) time of evaporation, (b) tempera¬ 
ture, and ( c ) atmosphere surrounding the spirit during evaporation. 
These variables were investigated and it was found that the weight of 



PETROL EVAPORATED, MLS. 


Fra. 148. —Graph Kiebwino Giiancie in Apparent Gum Content in Three Gahoi.inkh with 
Change in Volume Evaporated (IIridokman k Ai.unrcaf,) 


gum obtained (in mgs. per 100 mis.) by the air-jet method increased with 
the volume of gasoline evaporated as shewn in Fig. 148 in which 


G-V(a + 6V).(1) 

, 100G 7 „ 

and ** «x + V.(2) 


where G — the actual weight of residue formed on evaporation of 
volume V of gasoline, 

100G , . 

-y~ = the gum content in milligrams per 100 mis., 

a i — the gum content corresponding to instantaneous 
evaporation. 

= the quantity of gum formed during evaporation. 

* Excluding the worst 3 coses, this figuro becomes 12-9 mgs. 
t o& 
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Littlejohn, Thomas and Thompson also found an analogous decrease in 
gum content with decrease in volume of spirit evaporated. 

630. The use of a high temperature air-jet has been recommended 
by Mulligan, Lovell and Boyd 36 as approximating in some respects the 
conditions which exist during the deposition of gum in the intake system 
of an automobile engine. The apparatus used is shewn in Figure 149. 
The evaporating dish is a Berzelius type of beaker of heat resistant glass 
and of 100 ml. capacity and is placed inside a bath containing 500 to 
750 ml. of ethylene 
glycol (B.P. 195° 

—200°C.) which is 
fitted with a reflux 
condenser having 
a drying tube at¬ 
tached to its upper 
end. The bath is 
insulated and heat¬ 
ed by means of an 
electric hot plate. 

The air supply is 
fed from a low 
pressure air system 
through cotton 
wool filters to a 
preheater situated 
in the bath where 
it is heated to the 
required tempera¬ 
ture. The gum test 
is carried out by 
allowing a prede¬ 
termined volume 
of spirit to be 
evaporated from 
the dish in the 
usual way. Dry¬ 
ing is carried out in situ by means of the hot air-jet, or in an air oven at 
150°C. for one hour. 

These workers also examined a so called “ hot drip ” method in 
which spirit was allowed to drip into the evaporating dish from a capil¬ 
lary tube attached to a funnel. Hot air was introduced simultaneously 
through a larger tube surrounding the capillary at the rate of about 
one litre per minute. No splashing occurred and no creeping of the 
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Tig. 149. —Diagram op High Temperature Air Jet 
Gum Apparatus. 

(Courtesy, Editor, Industrial and Engineering Chemistry.) 
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gummy deposit up the sides of the beaker was observed, there being 
not more than 1 ml. of unevnporated gasoline in the beaker at any one 
time. Under these conditions the evaporation of a 50 ml. sample of 
gasoline required about JO minutes. 

Various gasolines wore examined for gum contents by 1 heso methods 
and also by the. conventional air-jet and sLeam oven methods with the 
results obtained in Table 134. These shew that, in general, the values 
obtained in the high, temperature air-jet method are near those of the 
hot-drip and the steam oven methods but only about half 1 hose obtained 
by the conventional air-jet and 10()°C. drip tests. 

The effect of the atmosphere in the high temperature air-jet method 
was also examined but it was found that the use of air gave practically 
the same results as nitrogen or earbon dioxide. The effect of tempera¬ 
ture was also determined. 


Tabus 134.—-Comparison or Gum Contents Determined hy Various Methods. 
(Mulligan, Lovell and Born). 


Gasoline 

High Temp, 
Air-Jet-. 

mgs. 

Hot <lrip 
HR)"C. 

mgs. 

Steam uvea 

mgH. 

Hun ventii in- 
ill Air-Jet 
IdU'C, 
Kvajium- 
tiun l.V) C, 
drying 
mgH. 

A (original) 

— 

118 

335 

313 


— 

127 

138 

316 


— 

137 



A (later) 

174 

— 

193 

474 


172-5 

— 

_ _ 


B 

2-5 

2*9 

2-9 

4-8 

c 

24 

30 

2-8 

4-6 

53 

6-3 

5-6 

304 

D 

5*2 

6-2 

6 0 

10*1 

10-0 

10*6 

114 

18-7 


9-9 , 

10*3 

12-5 

18*2 


104 

— 

— 

70 

E 

10-3 

— 

_ 

78 

381 

39-0 

404 

90 


37-8 

— 

13-8 

95 

V 

— 

— 

45-7 

111 

20-7 

21-7 

257 


21*0 

19*9 

259 

¥j 

Time in 
minutes to 
obtain dry 
sample of 

210 




gum 

20—25 

25—30 

Several 

hours 

70—80 


inn r. Drip 
Te.it luii e, 
K\ u| H ini. 
tiim K.0 
bryiun 

'llgu. 


310 

323 


5-2 

5-1 

11-9 

11-4 

17*6 

19-8 

68 

79 

85 

105 

44-1 


70—80 


Mmlifiig 
Air Jet 
17 r. u, 

Kill I mm. 

tiuii 1 litre, 
1 Tying 
«I|?N. 

153 

162 


3-0 

2-7 

0-0 

65 

110 

40-4 

41*2 


70 
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631. The main feature of the above “ hot drip ” gum test, namely 
flash vaporization, was first suggested by Norris and Thole 32 who also 
had in mind the development of a test reproducing, as near as possible, 
the conditions existing in an engine induction system. This type of 
evaporation has much to commend it and in particular prevents the ex¬ 
posure of the higher boiling fractions of the spirit to the polymerizing 
action of heat for a much longer period than the lighter constituents. In 
ordinary dish tests this causes the amount of gum formed to increase 
with increase in the average boiling point of the spirit. Norris and Thole 
used a spiral tube of pyrex glass, 45 cm. long and 6 mm. internal diameter 
mounted in an air oven at 220°C. and fitted at the inlet with a tube 
through which nitrogen was passed through the system at a controlled 
rate, and a tap funnel by means of which a measured sample of spirit 
was introduced at a definite rate. Vapour from the exit of the spiral 
tube, mixed with nitrogen, was led off through a condenser. The gum 
content was determined by weighing the tube before and after the 
experiment. A sample of petrol which gave SO milligrams of gum 
per 100 mis. by evaporation of 25 ml. in the steam bath glass dish test 
only gave 8—9-6 milligrams of gum in this improved method. In the 
words of the originators of this method, “ it would appear that—the 
results so far obtained have convinced them that the method—is 
fundamentally more sound as well as superior in accuracy and rapidity 
to dish tests.” 

632. Other Tests for “Actual” or “ Preformed ” Gum Con¬ 
tents. —In 1930 Hunn, Fischer and Blackwood 37 described a gum test 
that had been developed by the Ethyl Gasoline Corporation and in which 
the fuel air mixture from a Holley Vaporizer was drawn by a vacuum 
over an iron plate heated to 400°F. (204-5°C.), which could be removed 
from the apparatus and weighed. One quart of fuel was used for each 
test, the time required being about one hour. Tests indicated that 
virtually all the dissol ved gum in a spirit (as estimated by the conven¬ 
tional low temperature air-jet method) was deposited in this apparatus, 
as contrasted with a deposition of only 10—25 per cent, when the same 
fuels were tested in a Delco engine. 

A comprehensive review of all the known methods of gum determina¬ 
tion has recently been made by Egloff, Morrell, Wirth and Murphy. 3 8 

633. Proposed Standard Tests for the Determination of the 
Preformed Gum Contents of Motor Fuels. —The American Society 
of Testing materials have been enquiring into the question of standardi¬ 
zation of gum tests for some time with the aid of a special sub-committee. 
Most of the methods described above have been critically examined in a 
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general testing programme and attempts have been made to correlate; 
these tests with engine performance. At the present, time .sullieierd. 
work has been carried out to justify the standardization of a suitable 
tentative test procedure. This is a hot air-jet method involving 
evaporation at a temperature; of 155°C., and full details have been 
published in the 1032 Report of Committee I) 2, cm Petroleum 
Products and Lubricants. (A.S.T.M. D.TSl 3 IT) 

634. Recently the Institution of Petroleum Technologist s appointed 
a sub-committee to standardise a method for the estimation of gum 
present in cracked spirits and a report has appeared. 3 "* Tiiiseonnniftec 
has drafted the following standardised met laid : 


Gknkkal 

It is important that special precautions with regard to sampling 
should be taken : 

1. The sample must be placed in a glass-stoppered bed He, t he 
stopper of which is suitably retained in position. 

2. The bottle must be filled to the neck. 

3. The sample must be kept in a cool place and in the dark until 
required for testing. 

The gum determination should be curried out as soon as possible 
after receipt, and immediately the; bottle is opened. 


Av caratijs 

Dishes .-—The dishes shall be hemispherical in shape, and made of a 
suitable resistance glass, e.g,, Kavalier, .Jena, by rex. Dish a, for a 
25 ml. sample, shall be approximately (5 cm. in diameter, 3 cm. in height, 
and 12 grams ± 3 grams in weight. Dish h, for a 50 ml. sample, shall 
be approximately 9 cm. in diameter, 5 cm. in height, and 30 grams 
± 5 grams in weight. 

Steam-Heated Bath .—The holes in the steam-heated bath for accom¬ 
modating the dishes shall be of such a size that the dish is immersed 
to within about 10 mm. of the rim. Over the centre of each hole there 
shall be placed vertically an air-jet at a distance of 4 cm. from the 
surface of the sample at the commencement of the test. The bath 
should be provided with a shield for protection from extraneous 
draughts. 
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Air-Jets .—The hole in the air-jet shall be ^ in. (1-6 mm.) diameter 
and shall be drilled through a plate in. (1-6 mm.) in thickness. 
The pressure of filtered air passing through the jet shall be maintained 
at the equivalent of 1 cm. of water for dish a and 2 cm. of water 
for dish b. 


Method 

The dish shall be cleaned by immersion in concentrated sulphuric 
acid, preferably for at least one hour, rinsed with distilled water, 
then with acetone and wiped and finally dried in a suitable oven at 
150°C. for 20 minutes. All subsequent handling of the dish shall be 
by means of metal forceps. 

When required for the test the dish shall be removed from the oven 
and allowed to cool in a dust-free place for 15 to 20 minutes. The 
dish shall then be weighed to an accuracy of ± 0T mgm., all weighings 
being made by tare against a similar dish which has been subjected to 
exactly the same treatment (omitting the sample) at exactly the same 
time as the test dish. The same dish may be used as a tare for more 
than one test dish, but not for more than six test dishes, provided all 
arc heated at the same time. Strict attention shall be given to these 
details of weighing in order to provide the accuracy necessary when 
low gum contents are involved. 

The dish shall then be placed on the vigorously boiling steam bath 
with the air-jets in operation, and 25 ml. of the sample to be tested shall 
be measured out into the dish. The dish and its contents shall remain 
on the steam-bath for 60 minutes or such longer period as is necessary 
to enstire that no further evaporation takes place. The dish shall 
then be removed from the bath, wiped carefully outside, and transferred 
to an oven, the temperature of which is 150°C. + 5°C. The dish shall 
remain in the oven for 1 hour, the temperature being maintained at 
150°C. ± 5°C. The dish shall be allowed to cool in a dust-free place 
for 15 to 20 minutes and then be -weighed to an accuracy of dr 0-3 mgm. 
as described above. 

If the actual weight of gum finally obtained is less than 5 mgm. 
the test shall be repeated, using dish b and 50 ml. of the sample. 

Care should be taken to avoid the condensation of steam on the jet, 
and in the event of any water dropping into the sample under test, the 
test shall be rejected. 


Expression oe Results 

The gum content shall be calculated and expressed as milligrams of 
gum per 100 ml. of gasoline. 
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Accuracy 

With care and proper attention to details, duplicate determinations 
made in the same laboratory should not usually differ by more than 
10 per cent. 

In the event of this accuracy being unobtainable, owing to instability 
of the sample, a larger number of tests should be. carried out and the 
mean of all the determinations recorded. 



Fig. ICO.— Oxygen Absorption Apparatus ok Yookiuskn and Hiking sic. 


635. The Determination of the Gum Stability of Gasolines.-- 
The foregoing gum tests are only of use in indicating the amount of 
gum present in a spirit at the time the test is carried out and they give 
no information whatever regarding the stability of spirits on further 
storage ; therefore, in order to obtain this information other tests are 
required. 

Naturally, the best way in which to obtain informal ion regarding 
the stability of a spirit towards gum formation in storage is to submit 
it to such storage under the appropriate temperature conditions and to 
examine it for dissolved gum content after the desired lime has elapsed ; 
but such, a procedure is cumbersome, as the result is only known after 
along elapse of time. It is not surprising, therefore, to find that attempts 
have been made so to accelerate the chemical changes taking place in a 
spirit in storage that they may be made to occur to a measurable 
extent within a few hours in a small laboratory apparatus. The 
accelerating agents proposed arc (I) Catalysts, (2) Heat and (8) High 
pressures ; but of these only the latter two have been used to any great 
extent. In general an increase in pressure (of air or of oxygen) alone 
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is not sufficient to cause a measurable amount of gum formation within 
a reasonable time and combinations of heat and pressure have accor¬ 
dingly been used. 

Perhaps the first attempt to predict the behaviour of petrol in 
storage by means of a laboratory accelerated ageing test was that made 
by Voorhees and Eisinger in 1928, and in which 25 ml. samples of petrol 
were heated at 210°F. (98*9°C.) in the presence of oxygen in the 
apparatus shewn in Fig. 150. The rate of oxidation could be followed 
by observing the fall in pressure registered by the manometer and the 



Fig. 151 . —Curves Shewing Oxygen Absorption by Gasoline 
(VOOBHEES AND EISINGER.) 


extent of gum formation could be determined by a glass dish or similar 
dissolved-gum test on the oxidised spirit. Different petrols varied 
widely in their susceptibility to oxidation when tested in this way, 
but in all cases there was observed at the beginning of the test a distinct 
induction period, during which time the oxidation rate was very low. 
After the induction period, the extent of which varied to a marked 
extent with different spirits, oxidation proceeded at an ever increasing 
rate and the time required for the formation of a large amount of gum 
was very short. Typical results obtained for petrols of different types 
are reproduced in Fig. 151. Voorhees and Eisinger suggested that the 
stability of a spirit in storage could be predicted from a knowledge of the 
amount of gum it formed or by the length of its induction period in the 
test, and experiments which they conducted indicated that a spirit 
which formed less than 10 milligrams of gum when heated to 210°F. 
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for five hours in the presence of oxygen, would not form enough gum on 
storage for at least a year to impair its value. 

The apparatus and method of test developed by Voovhees and 
Eisingcr was later used by Tierthel and Apgar 3 " in a general study of 
gumming behaviour, when it was found that the use of rubber stoppers 
in the flask containing the petrol should lx* avoided, because they are 
attacked by the petrol and that moisture should he vigorously excluded 
because it accelerates oxidation. 


636. The next workers in this field were Ilium, Fischer and Black¬ 
wood 37 to whom credit is due for the accelerated ageing test now in wide 
use. These workers used much higher oxygen pressures limn had been 
customary in previous work and carried nut the oxidation in a glass 
bottle enclosed in a steel bomb. The temperature chosen was 100T,. 
(212°F.) and the oxygen pressure 100 lbs. sq. inch, and if was found, in 
general, that a gasoline having a “break-down ” time (i.e., time re¬ 
quired to give a sharp drop in oxygen pressure) in Ibis test of 1 1 to 2 
hours was sufficiently stable for normal storage conditions. 

More recently the oxygen bomb test; bus been thoroughly investi¬ 
gated by Ramsay 10 who has adopted the following apparatus and method 
of procedure. 


Apparatus.—Bombs were constructed of chrome-vanadium steel 
of about \ inch wall thickness, and inside diameter such t hat t hey would 
accommodate 8 ounce oil sample bottles with about , l (i inch clearance. 
The inside height of the bombs was about 2 inches great er than the 
height of the bottle. The bombs wort: machined out. of the solid and 
were provided with flanges at the top to which the covers were bolted 
with \ inch bolts. The joint between the bomb and the cover was made 
tight by means of a lead gasket squeezed down into a circular recess by 
means of the bolts. Each bomb was titled with a pressure gauge 
attached to the bomb through an intermediate coil of ^ inch copper 
tubing, to minimize condensation of petrol vapours in the gauge. The 
oxygen inlet pipe to each bomb was lilted with a fine adjustment needle 
valve. 

In order to investigate the effect of temperature in these oxygen 
bomb tests, Ramsay made use of a large oil-filled bath capable of holding 
six bombs. This was thermostatically controlled and ehiciently stirred 
and was filled with water-white transformer oil to which 01 per cent, 
fl-naphthol had been added to reduce oxidation and corrosion. The 
standard procedure adopted for charging the bombs was as follows : 

“ After thoroughly cleaning and drying the inside of the bombs 
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they were placed in an ice bath for at least 45 minutes with (he <mt is 
in place. At the end of this time the covers were removed, a eoi k p*« 
was placed in the bottom of each bomb and ail 8 ounce: bottle containing 
100 ml. of the gasoline to be tested was inserted in each. Befmo use 
each 8 ounce bottle was cleaned with sulphuric acid and dieln ornate 
mixture, washed with distilled water and dried in an oven. Oyei tin* 
neck of each bottle was placed a parchment cap, made horn a Soxhlct 
extraction thimble, in order to prevent contamination of t he sample, 
and the covers were then put in place and made tight. I.he bombs, 
with the samples inside, were allowed to stand in an ice bat.h until 
the petrol samples dropped to approximately 0°C. and at this point the 
bombs were connected to an oxygen cylinder, and oxygen 10 lbs. m 
excess of the desired pressure, was admitted. Alter cooling for 15 
minutes, the pressure was lowered to the exact experimental pressure, 
the bombs were placed in the high temperature bath and the experiment 
started. At the completion of the experiment, the bombs were again 
placed in the ice bath for about 15 minutes, after which the pressure 
was released and the samples removed.” Experiments were always 
run in duplicate. 


637. Using such an experimental procedure Ramsay examined the 
relation between gum stability and the length of the induction period 
and determined the effect of oxygen pressure 
and temperature. The same ground was covered 
a little later by Aldrich and Robie 41 and it is 
convenient to consider the results obtained in 
these two parallel investigations at the same iso 
time. 3 so 

When the bombs charged with petrol g* 100 
samples and oxygen to the desired pressure are £ 
placed in the high temperature bath, the t no 
pressure first of all rises while the bomb attains z so 
the temperature of the bath. The pressure then so 
remains essentially constant for a length of 
time which depends upon the stability of the 
petrol sample and upon the initial oxygen 

1 .i .j ,. & , Via. 1 !) 2. TvrroAi. Prkh- 

pressure and finally drops as the oxidation and auitR-utMn (!i;rvkh at imk 

absorption of oxygen proceeds. The interval fisbrot ^Initial <)xv<ikn 

between the time of introduction of the bombs (Aldrich and Roiiik.) 

into the oil bath and the time at which the 

pressure begins to drop is taken as the “induction period.” However 
this is not the true induction period because obviously it is dependent 
upon the rate of heating, and should be corrected to give the “ true 
induction period ” at the bath temperature. 
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Typical pressure— time curves are given in Fig. 152 and those shew 
the above separate stages. 

It lias been logically assumed by various investigators that during 
the induction period no gum is formed and that this only occurs when 
the oxygen pressure begins to fall. The validity of this assumption 
is shewn in Fig. 153, which refers to tests carried out at throe oxygen 
pressures by Aldrich and Robie and in which the arrows indicate the 
measured induction periods.* Similar results arc obtained for other 
spirits. It would appear however, that the quantity of gum formed 
during the induction period becomes smaller as the pressure is 
decreased. Hence a measurement of the induction period at various 
pressures and extrapolation to an oxygen concentration equivalent to 
an air pressure of one atmosphere might give a true indication of 
stability at the temperature employed. The relationship between the 
induction period at 100 lbs. oxygen pressure and the induction period at 
1 atmosphere air pressure is given by the equation : 



t 


K L 


( 3 ) 


Fig. 153 . —Curves Showing Gum Contents at 
Various Timis During) mi Accelerated 
Oxidation Test por Turku Oxygen Truss ures. 
Induction Periods Denoted .by Arrows. 
(Aldrich and Robie.) 


in which K has a .value of from 
1-38 to 1*41, while the general 
equation representing the rela¬ 
tion between the induction 
period at any pressure and the 
value at an air pressure of 1 
atmosphere, for the same tem¬ 
perature in both cases is : 

T ,54rC 1 IA\ 

t,,lm * 150 - 0-40 JL> ' ' W 

where P is the initial oxygen 
pressure in pounds per square 
inch gauge. 

The induction period at any given pressure changes markedly with 
change in temperature and it has been found that if the logarithm of the 
induction period is plotted against the logarithm of the Centigrade 
temperature, a straight line reproduces the plotted points within the 
experimental error. The slope of this line varies with different spirits 
and may be represented by the general equation : 

Log I == a + b log T.(5) 

in which a and b are constants characteristic of each gasoline and whose 
values vary from 13-0 to 20-0 and from — 0-08 to - 0-05 respectively. 

In the light of the above relationship it would appear to be very 

* i?* however, some difference oi opinion on this point and Bridgman 4 * stains that 

extensive oxidation of the fuel may occur although the pressure in the bomb may remain sub¬ 
stantially constant. 
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unlikely that a rigid connection should exist between the induction 
periods at elevated temperatures and pressures, and length of stability 
in storage at normal temperatures and pressures. Thus, before test in 
the oxygen bomb, the petrols may be stored for a considerable time 
and may have passed their period of stability so that the observed 
induction periods may change comparatively little with decreasing 
temperature, i.e., the slopes of the lines connecting temperature with 
induction period vary for different spirits. It is possible to have two 
petrols which have the same induction periods at 100 lbs, oxygen pressure 
and 100°C. but have quite different induction periods under normal 
storage conditions. 

It is necessary therefore, in determining the length of storage for 
which a spirit is suitable without forming gum, to conduct oxygen 
bomb gum tests at different pressures and temperatures and to extra¬ 
polate the observed results to normal storage conditions. No two 
gasolines may be assumed to behave alike and it is therefore necessary 
to do experiments at at least two pressures and two temperatures 
before an accurate extrapolation is obtained. 

However, despite these failings of the oxygen bomb test for petrol 
stability, it has already found a place in certain motor-fuel specifications. 
Thus the Air Corps of the U.S. Army have tentatively adopted such a 
procedure for judging the stability of aviation spirits 43 (see Chapter 14, 
paragraphs 839 and 840) and the same kind of test is used by the U.S. 
Naval Engineering Experimental Station at Annapolis, who have claimed 
that the amount of gum produced by a four hour accelerated ageing- 
test is approximately equal to that produced by ninety days storage. 44 
Thus : 

Ordinary Gum Test 

After 90 Four hour 

Gasoline No. When received days storage. accelerated 

ageing test 

mgs. /100 mis. mgs. /lOO mis. 


1 



none 

3.0 

4-2 

2 



none 

none 

3 0 

3 



none 

none 

none 

4 



none 

2-5 

1*8 

5 



none 

none 

1-5 

6 



10 

2-0 

3-0 

7 



none 

none 

1-0 

8 



none 

1-3 

none 

9 



none 

none 

none 

10 



none 

none 

1-8 

11 



none 

2 0 

40 

12 



none 

2-2 

2-4 
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638. Thomas 45 has recently described an accelerated ageing test 
which has been developed in the laboratories of The Anglo Persian 
Oil Company and in which 50 ml. samples of spirits arc treated with 
oxygen at 10 pounds per sq. inch pressure at 100°C. for 20 minutes in 
a Standard type of Mahler bomb used in calorific value determinations. 
After treatment in this way the sample is removed from the bomb and its 
existent gum content determined in the usual maimer by an evaporation 
test. Thomas has also described a similar ageing test, in which 400 ml. 
samples arc used, for the estimation of general stabilit y (c.g. colour, gum 
and knock rating). In this case also an oxygen pressure of only 10 
pounds per square inch is used. The bombs employed art' vitreous- 
enamelled on the inside and the use of glass bottles inside the bond) is 
thus rendered unnecessary. Furthermore the lag in heating the sample 
up to 100°C. is considerably reduced. 

It is concluded that in view of the very considerable practical diilieul- 
ties of correlating a potential gum test with storage, a .suitable procedure 
would be to determine in the bomb, the gum stability curve of a bulk of 
refined material which is known to be satisfactory both as regards 
lack of gum formation, and in actual use in the engine, and about which 
no complaints have been received. 15y refining finished spirits to con¬ 
form to this agreed gum stability curve, 1 he gum stability of t he mat erials 
would be assured (within limits) whatever the subsequent conditions of 
storage. 

Tests for determining the potential gum contents of spirits by 
treatment with ultra-violet light 40 and stannic chloride 47 (which poly¬ 
merises unsaturated hydrocarbons with an (‘volution of heat.) have 
recently been proposed, but these are not likely to find extruded 
application. 

689. Accelerated Gum Tests for Motor Benzoles. Motor ben¬ 
zoles differ from cracked spirits in the important, respect, that, they 
contain only very small amounts of unsat.urated hydrocarbons (up to 
about 5 per cent, by volume). Consequently in an oxygen bomb gum 
test they absorb a smaller quantity of oxygen and the drop in oxygen 
pressure at the end of the induction period is masked by slight* variations 
in temperature and barometric pressure, unless these factors are very 
carefully controlled. For these reasons the measurement of the induc¬ 
tion period has not been found satisfactory in the ease of benzoles and 
measurement of the amount of gum formed during an oxidation test 
has been, found to be the only practical method of assessing gam 
stability in storage. 

In 1928 Hoffert and Claxton 1 ’ 10 described an oxidation test for 
benzoles, in which oxygen was bubbled at a definite speed through 
100 ml. of benzole contained in a 150 ml. glass flask and maintained at 
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refluxing temperature for four hours at atmospheric pressure. The 
benzole was then evaporated from a glass dish on a boiling water bath 
and the residue weighed. It was claimed that a benzole stable to this 
test was stable under ordinary storage conditions and that the results 
of the test usually gave a rough indication of the extent of gum formation 
on storage. These claims appear to be justified by the figures given 
in Table 135, which shew that benzoles giving up to 10 to 15 mg. of 
gum per 100 ml. do not increase in gum. content on storage. 


Table 135. —Comparison of Oxidation Test Results with the Results of 
Storage and Laboratory Tests on Benzoles. (Hoffert & Claxton 48 ). 


Oxidation 

Test 

Mgs /100ml. 

Time of 
Storage 
(months) 

Gum in 
Benzole after 
storage Mgs / 
100ml. 

Oxidation Test 
Mgs/100ml. 

Time of 
storage 
(mouths) 

Ginn in 
Benzole after 
storage 
mgs /J 00ml. 

0-5 

4 

20 

55-5 

6 

25-5 

0'5 

4 

4-5 

67-0 

4 

70-5 

L0 

4 

0-5 

70-5 

3-5 

10-0 

1-0 

4 

2-5 

72-0 

4 

2-5 

1-0 

4 

4-0 

82-5 

4 

11 5 

1-0 

4 

5-0 

89-5 

3 

15-5 

1-0 

4 

6-5 

102-0 

3 

130-0 

1.5 

3 

0-5 

1115 

2-5 

44-0 

4-5 

2 

5-5 

1120 

3 

155-0 

5-0 

4 

2-5 

127-5 

4 

373-0 

5-5 

6 

4-0 

129-5 

4 

84-5 

6-5 

2-5 

2-5 

135-5 

4 

60-0 

7-5 

7 

2-0 

196-5 

4 

113-5 

10-0 

2-5 

3-0 

206-6 

4 

167-5 

13-0 

7 

L0 

226-0 

3 

33-0 

220 

4 

7-0 

266-5 

3 

94-0 

30-5 

6 

8-0 

282-0 

4 

111-0 


Technical Scale Tests. 


Oxidation Test 
mgs/lOOmls. 

Time of Storage 
months 

Gum in Benzole after 
storage mgs/lOOmls. 

. 

1-0 

4 

0-5 

3-5 

3 

2-0 

3.5 

18 

3-0 

5-0 

4 

3-0 

6-0 

4 

3-5 

7-0 

5-5 

4-0 

10-0 

4 

21-0 

21-0 

4 

19-0 

23-0 

4 

7-0 

33-5 

4 

42-5 

52-5 

5-5 

36-5 

70-0 

5-5 

67-0 
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This type of test has now been standardised and included in the 
National Benzole Association specifications for motor benzole. It 
has also been approved by the. Technical Committee of the Inter¬ 
national Conference ol' Benzole Producers. Details of the standardised 
test are as follows' 13 : 


C 



oxygen is passed from an oxygen cylinder through the constant 
pressure device F, a calcium chloride drying tube (G) a cotton 
wool filter and a flow meter (IT) to a tube passing down the 
inside of the reflux condenser and dipping under the surface oi' 
the benzole contained in the flask. 100 ml. samples of benzole 
are used in the test, and oxygen rates of 35 ml. per minute. 
The temperature of the benzole in the flask is kept at 100°C., by 
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maintaining the water in the water bath in a state of active boiling. 
The duration of the oxidation is standardised at 3 hours. After 
the oxidation, the oxygen stream is turned off, and the flask 
disconnected from the remainder of the apparatus. The flask is 
then fitted with a distillation head (as shewn in Fig. 154) and 
75 per cent, of the benzole is distilled off. The residue is then 
evaporated from standard pyrex dishes (66-5 mm. ± 2 mm. 
diameter and 18 grams ± 3 grams in weight) on a water bath for a 
period of hours, followed by drying at 98° to 105°C. for one 
hour, after which it is weighed. The gum content is expressed 
in the usual way, i.e., milligrams per 100 ml. 

It should be noted that this test was developed especially 
for benzoles. It is not suitable for petrols. 

640. The Effect of Gum in Motor Fuels on Engine Operation 
—Permissible Limits for gum Content.—That gum in petrols may 
cause serious trouble in engine operation has been generally recognised 
since about 1915 when Flail 49 stated that “ a spirit with such (gumming) 
tendency will eventually clog and stick up the valves of any engine in 
which it may be used.” Experiences are also on record in which about 
10 gallons of vapour-phase cracked spirit stored for about seven years 
were used in a car which at the time had already been driven over 80,000 
miles and which had rather loose valves and valve guides. The use of 
this spirit very quickly resulted in sticking of the valves and the deposit 
on the inlet valve guide was ^ inch thick and extremely sticky. 
Another car, which was also using the same fuel and which was rather 
new, was more unfortunate in that it was almost impossible to remove the 
inlet valves, in fact, a crow-bar was resorted to and, in one or two cases, 
the valve stem guide came out with the valve. 2 8 

In 1928 Voorhees and Eisinger conducted an investigation with the 
object of determining to what extent a fuel should be free of gum in order 
to avoid repetitions of the above experiences, and used for this purpose 
a single cylinder air cooled Delco model 850 engine. The engine was 
operated usually at about 1250 r.p.m. and was thoroughly cleaned 
before each test, making sure that there was no carbon in the combustion 
chamber and that there was no deposit in the inlet manifold. The valves 
were also ground in and their stems and guides cleaned. The engine 
was then run on a measured quantity of fuel under certain standard 
conditions and after the tests the cylinder head and inlet valves were 
removed and photographed. Carbon deposits were removed and 
weighed. Fifteen different tests were thus made on various kinds of 
spirit with the results reproduced in Table 136. Inspection of these 
results brings out very clearly the important fact (which has already 
been mentioned) that a spirit may have a high potential gum content 
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as shewn by the oxygen gum test (and also partly by the copper cli 
test) and yet give satisfactory performance in the engine. This 
most strikingly illustrated in the case of Test No. 11, which was ma< 
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on a freshly distilled vapour-phase cracked spirit. This fuel, which 
gave 712 mgs. of gum by the copper dish test, hut only 8 mgs. of pre¬ 
formed gum by the steam oven test, gave good performance in the 
engine, with absolutely no deposit in the inlet manifold. On the other 
hand, a spirit which contained a somewhat larger amount of actual 
or preformed gum as shewn by the steam oven test (Fuel No. 5) gave 
an appreciable gum deposit in the engine. These results support the 
contention that the spirit is not in the manifold sufficiently long to 
permit oxidation and formation of gum, and only gum which has been 
previously formed can be deposited on the hot surfaces. The tempera¬ 
ture of the inlet manifold appears, from the results of Voorhees and 
Eisinger, to have a measurable effect on both the amount of gum 
deposited and the nature of the deposit. Thus Run No. 12 made under 
conditions such that the intake manifold wall temperature was 185°F. 
(57-2°C.), gave only a small trace of gummy deposit, whereas Run No. 13, 
on the same fuel, at an intake temperature of 175°F., shewed a much 
greater deposit which was decidedly hard and brittle. The engine 
used in these tests was of the overhead-valve type and this was probably 
the reason why gum deposits, which were in some cases excessive, did 
not cause any great trouble in sticking of valves, as the gum formed 
ran down the valve stem and collected mostly on the under side of the 
valve head instead of on the stem, sometimes running into the com¬ 
bustion chamber. It therefore appeared logical to assume that valve 
sticking would manifest itself sooner in an “ L 55 head engine than in an 
engine fitted with overhead valves. 

641. Further work on this, important subject has been carried 
out by Hunn, Fischer and Blackwood 37 on two water-cooled Delco 
engines and on a Buick 6 cylinder car. The former engines were 
fitted with special intake manifolds, 5 inches long, horizontally placed 
and electrically heated, while thermocouples at the cylinder ends of the 
intake manifolds recorded the air-fuel mixture temperatures. Fixed 
carburettor jets were used and the running conditions were as follows : 
Spirit per test 25 gallons ; engine speed 1,200 r.p.m. ; water outlet 
temperature 180°F. (82-2°C.); mixture temperature 170°F. (76-7°C.); 
maximum possible throttle opening. The two Delco engines used 
were not identical and it was consequently found that Engine No. 2 
gave heavier gum deposits than Engine No. 1. The results obtained 
on these engines are reproduced in Table 137. 

The results shew that only a fraction of the dissolved gum in the 
gasoline, as determined by the usual laboratory evaporation tests, is 
deposited in the intake system, the percentage of the total depending 
upon the design and the operating conditions of the engine. The 
undeposited gum is carried into the combustion chamber and burnt 

145 L 



’ 641 MOTOR FUEL PREPARATION AND APPLICATION 
Table 137.—Delco Engine Gum Tests. (IIunn, Fischer k Blackwood). 


Gum Content, of Sample. Total gum deposit. 
Mgs per 100 ml Mgs 



Sample 

Copper 

Dish 

Porcelain 

Dish 

Air-JuL 

Test 

Per 

101) ml 
Kuel 

Per 

gallon 

Fuel 


Engine No. 1. 

Anti-Knock Gasoline plus 1% 
High Gum Content Spirit 

2 parts Anti-Knock Naphtha 

180 

17 

10 

4-4 

108 





plus 1 part of Vapour Phase 
Spirit 

212 

13 

17 

15 

50 

6. 

Acid Treated Vapour-Phase 
Spirit 

258 

19 

S 

0-3 

12 

7. 

Anti-Knock Spirit plus Cop¬ 
per Oleate 

277 

130 

19 

3-3 

124 

9. 

Untreated Cracked Spirit 

320 

20 

M 

1-7 

04 

10. 

Anti-Knock Naphtha 

29 


5 

0-5 

20 

10A. Anti-Knoolc Naphtha plus 

40 


0 

04 



2ccs Tetra-Ethyl Lead 

15 

0 

10 

10B 

Anti-Knock Naphtha Blend.. 

18 

0 

1-0 

00 

13. 

California Spirit .. • 

15 

5 

3 

04 

10 

14. 

Anti-Knock Spirit plus 5% 
raw Vapour-Pliasc Gasoline .. 

172 

19 

19 

4-9 

184 


Engine No. 2. 






1 . 

Anti-Knock Naphtha plus 1% 
High Gum Content Spirit .. 

180 

17 

10 

0-5 

248 

4. 

Untreated Vapour-Phase 
Spirit 

243 

908 

122 

29-0 

700 

6. 

Anti-Knock Naphtha plus 
Copper Oleate 

240 

120 

11 

5-8 

220 

8. 

Anti-Knock Naphtha plus 
Ice Totra-Etliyl Lead 

15 

4 

3 

0*7 

28 

9A. 

Untreated Cracked Gasoline 

305 

50 

30 

8*0 

304 

11. 

Anti-Knock Naphtha plus 

1 cc Tetra-Ethyl Lead 

12 

3 


0-8 

32 

12. 

Vapour-Phase Gasoline after 
1\ months storage 

170 

33 


3*8 

144- 

15. 

Vapour-Phase Gasoline blend 
after 4 months storage 

17 

10 

0 

3*1 

HO 

16. 

Acid Treated Vapour-Phase 
Spirit after 5 months storage 

493 

232 

51 

1-0 

72 

17. 

Acid Treated Vapour-Phase 
Spirit .. 

9 

2 

1 

04 

10 


with the fuel charge. The results also shew the futility of the copper 
dish test for gum (cf. samples 3, 5 and 9 with samples Nos. 10B and 12) 
and indicate that the air-jet gum figures are in rough agreement with 
engine test data. Sticking valves were not common in these tests. 
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Engine No. 1 gave no trouble in this way, but Engine No. 2 developed 
a sticking inlet valve on samples Nos. 4 and 9A, both containing large 
amounts of gum by the air-jet method. 

In tests on a Buick six cylinder car a fuel containing 10 mgs. /100 
mis. of gum by the air-jet method gave perfect operation throughout a 
run of 5,000 miles while a fuel containing 25 mgs. of gum gave a per¬ 
ceptible loss of power after 3,000 miles though it gave no valve trouble. 
A fuel containing 50 mgs. of gum gave marked loss in power and slight 
trouble from sticking inlet valves. 

642. Further work has been recently carried out by Marley, Ridenour 
and Gruse 50 on three different single-cylinder engines, one of which was 
an experimental outfit built round a Delco generator and crankshaft, 
and of which the other two were single cylinders of full normal engine 
size and design, one being of the overhead valve type and the other an 
L-head engine. The first engine was provided with an electrically 
heated straight tubular intake manifold, eight inches long and one inch 
in diameter, in which a thermometer was inserted for temperature 
measurements. The L-head engine was fitted with a Stromberg 
DX-3 down-draft carburettor mounted just above the manifold and 
close to the exhaust port, while the temperature of the fuel air mixture 
was controlled by a flutter valve which served to control the path of 
the mixture over the exhaust heated manifold. The time of heating of 
the fuel-air mixture was artificially increased to such an extent that 
the amount of mixture for only one cylinder passed through a heater 
large enough to take care of six or eight cylinders. The valve-in-head 
engine was provided with an intake manifold in which the time of 
heating was increased still further. 

The results obtained on these engines with fuels of normal A.S.T.M. 
distillation curves and varying gum contents are particularly interesting 
in that they shew the effects of inlet manifold heating and mixture 
strength upon the extent of gum deposits. 

These indicate that at intake temperatures up to and including 50°C., 
even a 35 mg. gum content fuel produces little gum deposit, but as soon 
as the mixture is heated to 65°C. the gum deposits increase rapidly 
with rise in gum content. A 3 mg. gum content fuel gave practically 
no gum deposit at any intake temperature examined but an 18 mg. 
gum content fuel gave increasing deposits at temperatures above 50°C. 

In general, for a fuel of any gum content, raising the intake temperature 
causes more of the gum to be deposited in the intake system and less to 
be deposited in the combustion chamber; but at low intake tempera¬ 
tures, the gum content of the fuel appears to have a noticeable effect 
in raising carbon deposits within the engine cylinder. It will be noticed 
that at high intake temperatures rich mixtures give larger gum deposits 

147 



§ 643 MOTOR FUEL PREPARATION AND APPLICATION 

than lean mixtures, this is also true at lower intake temperatures 
though to a less extent. 

Tests were also carried out on a fuel of very high gum content 
(265 mgs./IOO ml). A series of runs was first made in the small overhead 
valve engine, each being continued until the engine stopped itself with 
a gummed up inlet valve. Tests were also conducted in the larger 
L-head engine at an air fuel ratio of 13 to 1. The results obtained in 
these tests are reproduced in Tables 138 and 139 and shew the large 
effect of manifold temperature. Moreover they indicate that by 
lowering intake temperatures, volatile spirits of moderate gum content 
(say up to 30 mgs./IOO mis.) might perhaps be used without serious 
trouble from gum deposits. Under actual road conditions Mock 61 
found mixture temperatures to be as low as 2(H)°C. (80°F.) in winter, 
about 48-9° to 65-5°C (120 to 150°F.) in spring and as high as 93-3°C. 
(200°F.) in summer, while under extreme conditions they may rise to 
160°C. (320°F.) Experiments by Brown 52 indicate winter temperatures 
of 43-8°C. to 57-2°C. (110 to 185°F.) and summer temperatures of up 
to 93-3°C. (2C0°F.) 


Table 138.—Fuel oe 265 mgs/1 00 ml. Gum Content in Small Over-head Valve 
Engine. Aik Fuel Ratio — 12 to 1. (Mauley, Ridenour & Cruse). 
(Duplicate tests). 


Intake mixture Temp. °F. 127 4 

°0. 53-0 

Time till engine stopped 3kr. 50min. 

Intake deposit (grams.) 1-3 


.127 4 80 

53 0 30-0 30-0 

3hr. 38min. 5hr. 43min. 5hr. lOrnin. 
1-9 Id 0-8 


Table 139.— Tests in L-head Engine. Air Fuel Ratio 13 to 1. 
(Marley, Ridenour and Gruse.) 


Gum content of fuel. 

Intake tamp. 

Intakes deposit. 

Combustion 
oliamlier deposit 

265 mgs/100 ml. 

265 mgs/100 ml. 

86°F. (30'0°C.) 
176°F. (80°0.) | 

0-53 grams. 
29-60 grams. 

i 

8-0 grams. 

6-6 grams. 


643. It may reasonably be inferred from the above results that 
although correlation may be obtained between gum contents as deter¬ 
mined by the air-jet evaporation test or any other approved test for 
actual gum content, and the results obtained on one particular engine 
operating under certain conditions, it is a much more difficult matter to 
give a definite opinion regarding the maximum permissible gum content 
of a spirit intended for general distribution and use in a large variety of 

148 











FORMATION OF GUM IN MOTOR FUELS § 645 

engines under a multitude of different conditions. There appears to 
be only one safe course to adopt, and that is to limit the gum content 
of a fuel to such an extent that it will not give serious trouble under the 
most exacting conditions to which it is likely to be subjected in service. 
It is admitted that this may increase the cost of refining unnecessarily, 
but only in this way is it possible to give satisfaction to all users. 

644. Gum Inhibitors.—Considerable research work has been done 
in studies of the inhibition of various oxidation reactions, and in recent 
years this has been applied to the prevention of gum formation in 
cracked spirits. Among the leaders in this work are Moureau and 
Dufraisse who were among the first to record the important observation 
that small amounts of certain materials when added to readily oxidisable 
substances prevent their oxidation, and these workers have studied the 
subject in detail as applied to the oxidation of individual chemical 
compounds, e.g., benzaldehyde and styrene. 53 A comprehensive review 
of this work has been given by Milas. 22 

Smith and Wilson 54 investigated the action of inhibitors on the rate 
of oxygen absorption by unsaturated organic compounds, while 
Backstrom, 55 Alyea 56 and Christiansen 57 have all suggested a chain 
reaction to account for the anti-oxidation effects of inhibitors. 

645. At the present time, considerable interest is being shewn 
in the inhibition of gum formation in cracked spirit by the use of so 
called “anti-oxidants” or “inhibitors.” Universal Oil Products Co., 
the OAvners and licensors of the Dubbs cracking process, have announced 
the development of a successful inhibitor which they are prepared to 
license to users. A neAv company called Anti-Oxidants, Ltd., has 
been formed to market similar substances covered by the patents of 
The Standard Oil Co., of Indiana, Du Pont Ammonia Corporation and 
The National Benzole Company (England). 

The advantages attending the use of such inhibitors are far reaching, 
in as much as they permit the employment of less drastic refining 
methods, thus reducing refining losses and cost of refining. Moreover, 
because of this, they partly prevent the high loss in anti-knock value 
caused by drastic refining, especially in the case of vapour-phase 
cracked spirits. Furthermore they allow the spirits to be stored with 
much less trouble from gum formation. However, whether or not 
inhibitors find ready application in the petroleum industry is purely a 
matter of economics. If they are made available to the petroleum 
refiner at very low royalty charges, their use may expand rapidly, but 
if their cost is so high as completely or nearly to offset any other 
economies occasioned by their use, then obviously their adoption will 
be on a very limited scale. 
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646. Perhaps the first published work on the stabilisation of motor 
fuels against gum formation in storage is that of the National Benzole 
Association, which is described in detail in the Annual Reports of the 
Benzole Research Committee from 1026 onwards. This work was chiefly 
concerned with the stabilisation of motor benzoles and resulted in the 
discovery that “ tri-cresol,” a mixture of ortho-, meta- and para-cresols, 
and many other substances, could be used in very small concentra¬ 
tions to prevent gum formation. In 1026, the first patent on gum inhibi¬ 
tion in motor fuels appeared in the names of IToffcrt and Somerville, 
of the National Benzole Association, covering the use of aromatic amines, 
phenols and nitro bodies, but specifically tri-cresol for this purpose. 68 
Prior to this date patents had appeared on the inhibition of sludge and 
resin formation in transformer and lubricating oils by the addition 
of other similar anti-oxidants. 69, 00 

Since 1926 many patents have been granted covering the use of 
inhibitors in motor fuels and much information has been published in 
the literature concerning their relative ofiiciencies. 

It is appropriate to consider the work of the Nath n ml Bet izole Associa¬ 
tion first. Their original patent detailed the desirable characteristics 
of an inhibitor as follows : 

1. It must be capable of preventing or reducing the formation of 
resin (gum). 

2. The amount added must leave little or no residue on evaporation 
of the fuel. 

3. It must not react with any of the constituents of the fuel to an 
extent which will give rise to any residue on evaporation or to 
objectionable by-products. 

4. When added to the fuel it must have little or no effect upon any 
metal or other engine parts with which it is likely to come in 
contact. 

5. It must be capable of dissolving or uniformly dispersing in the 
fuel. 

It was noted that the inhibitors need only be added to the fuel in very 
small quantities (up to about 0-05 per cent.) and that (in some eases at 
least) there was an upper limit to the amount which could usefully he 
employed. Tendency to gum formation was found to be increased by 
certain substances, e.g., acids, aldehydes and mercaptans ; to be 
decreased by others, such as the compounds specified, while other 
substances such as water, alcohols, ethers, thiophene and carbon di¬ 
sulphide appeared to have little or no effect. 

It has already been pointed out that in the ease of cracked spirits, 
the length of the induction period in the oxygen accelerated gum 
test is approximately related to the length of permissible storage before 
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gumming occurs, but that in the case of motor benzoles containing 
comparatively small amounts of unsaturated or gum forming bodies, 
it is difficult to determine the length of these induction periods 
accurately. However, it has been found that if the length of the 
induction period of a benzole has not been passed at the end of three 
hours oxidation in the N.B.A. standard oxidation test the benzole is 
stable under the usual conditions of storage for periods of at least six 
months. In indicating the value of inhibitors, Fig. 1 55 reproduced 
from the published work of Hoffert and Claxton, 61 is of interest and 
shews that as little as 0-01 per cent, by weight of p-eresol is sufficient 
(with the particular benzole under test) to cause an induction period 
of this duration. 



Fig. 155 . —Curves Shewing the Eeeect oe Para-Cresol as an Inhibitor in Benzole. 

(Hoeeert and Claxton.) 

(Courtesy, Editor, ‘‘Journal of the Society of Chemical Industry,”) 

647. The conditions of storage, such as temperature, material of 
the containing vessel, the presence of water, the accessibility of air, 
etc., vary so widely that the exact correlation of the quantities of gum 
formed in an accelerated gumming test with the quantities of gum 
formed on storage, or even of the length of the induction period with the 
behaviour of a fuel on storage, is extremely difficult. It is therefore 
necessary to provide a factor of safety by adding sufficient inhibitor 
to ensure that the induction period in storage is far longer than the 
time of storage to which the fuel is to be submitted. In the case of 
benzoles produced by high temperature carbonisation processes 0-03 to 
0-05 per cent, by weight of ortho- or para-cresol is usually sufficient for 
normal storage. 

It has been found, in the case of some inhibitors, that when very 
small amounts are added to motor fuels, the tendency to gum formation 
rapidly decreases to a minimum at some critical concentration of 
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inhibitor and then increases when more inhibitor is added. The most 
suitable concentration varies according to the nature of the particular 
inhibitor used and also according to the character of the fuel to which 
it is added. 

Thus with benzoles, p-methyl amino phenol and p-phcnylene 
diamine give the smallest quantity of gum when their concentration 
is about 0-001 per cent, by weight, whereas with ortho- and para-cresols 
the corresponding concentration is about 0-05 per cent, by weight. 
The optimum concentration of benzylamino-phenol is about 0-001 
per cent, by weight with benzoles and about 0-005 per cent, in the case 
of spirits obtained by low temperature carbonisation (Iloffert and 
Claxton). 


1601 — 



Fig. 156.—Curves Shewing the Effect or Fig. 157. Curve'Shewing the 

Thiophenol upon the Efficiency of Effect op Jnhuhtor Oonoen- 

Mixed Ckesols as a Gum Inhibitor. thation upon ith Efficiency. 

(Hoffert and Claxton,) (11 op pert & Claxton.) 

Courtesy, Editor “ Journal of the Society of Chemical Industry." 

648. Many of the most efficient inhibitors, such as the poly-phenols 
and amino-phenols, tend, under certain conditions, to cause colour 
formation during the induction period. This tendency to colour 
formation increases as the concentration of inhibitor is increased and is 
greater when basic or acidic impurities arc present in the fuel. Obviously 
acidic bodies are objectionable for the reason that they tend to neutralise 
the inhibitor and decrease its effectiveness. The relative solubility 
of an inhibitor in a motor fuel and also in water has also been shewn 
to be important, because in storage and distribution it is impossible to 
ensure absolute freedom from water, and any water with which the fuel 
comes in contact will tend to dissolve out the inhibitor. This difficulty 
is not so serious with benzoles as with petrols because inhibitors such 
as the phenols and amino-phenols are more soluble in the former than 
in the latter. For petrols, special inhibitors have been developed, such 
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as benzyl-amino-phenol, which are more soluble in petrols than in water. 
The poly-hydroxy types of inhibitor are less satisfactory, in that they 
are sparingly soluble in petrol but comparatively readily soluble in 
water. For benzoles, fractions prepared from technically pure eresylic 
acid are quite suitable as inhibitors if they contain only small amounts 
of sulphur. 

The addition of an inhibitor to a benzole or petrol that contains 
impurities which accelerate gum formation is ineffective and may even 
increase the gumming tendency in storage. This is shewn in Fig. 156. 
Curve A shews that the accelerating effect of thiophenol increases with 
its concentration, while curves B and C shew that the effectiveness 
of cresols as inhibitors is markedly decreased in the presence of 0 015 per 
cent, of thiophenol. The addition of an inhibitor such as phenol to a 
petrol or benzole already containing a certain amount of inhibitor 
may also result in an increase in gumming tendency. This is shewn 
in Fig. 157. 

649. The National Benzole Association have carried out numerous 
large scale tests on the storage stability of benzoles containing inhibitors, 
of which the following examples are typical. 61 

A batch of 6,000 gallons of inhibited benzole made from a gas works 
once-run benzole, containing 8-5 per cent, by volume of unsaturated 
hydrocarbons, when first produced gave a gum content of 2 mgs. per 
100 ml. After six months storage the gum content did not rise above 
3 mgs. During one year’s production of inhibited benzole from this 
gas works once-run benzole, the gum content averaged 3 mgs. and the 
oxidation test (4 hours oxidation) gave 7 mgs. /100 mis. 

This benzole was blended with straight-run petrol and used under 
the normal conditions of storage and distribution without any trouble 
due to gum formation. Extensive engine tests, including fleet trials, 
on inhibited benzoles or inhibited benzole-petrol-blends have been 
made on different types of private cars and commercial vehicles. In 
these tests the normal procedure of storage and distribution has been 
adopted, or the benzoles have been stored for periods of up to 18 months 
before use. In no instance has any abnormal deposition of gum in the 
induction system or on the inlet valves been found. 

650. Efficiencies of Different Inhibitors. —In Dec. 1930, Egloff, 
Faragher and Morrell 62 presented the results of experiments on the 
stabilisation of the knock-ratings, gum contents and colours of cracked 
spirits by the use of various inhibitors. They found that aniline, 
hydro-quinone, naphthalene and anthracene were effective in this 
direction. Two years later Egloff, Morrell, Lowry and Dryer 63 
published the results of comprehensive tests on a very wide range of 
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inhibitors and established relationships between chemical structure 
and inhibiting effectiveness. 

In the latter research, inhibitor effectiveness was determined in a 
series of comparative tests in which 0-01 per cent, of the inhibitor was 
added to a Pennsylvanian cracked spirit which had been treated with 
fullers earth and which had an induction period in the oxygen bomb 
test of only 45 minutes. 

Each inhibited spirit was then tested by the oxygen bomb test and 
its induction period determined. In those eases where the inhibitor 
was insoluble in the spirit, a solvent was used, usually benzene, acetone, 
methanol or ethyl alcohol. 

The results obtained may be summarised as follows : 

Phenols.—Phenol itself has moderate inhibiting action, but the effect 
of the hydroxyl group in phenol is intensified by the introduction of 
alkyl radicals, particularly when they occupy an ortho or para position. 
Thus ortho- or para-cresol arc much more effective inhibitors than 
phenol. Alkyl groups occupying the meta position arc of less value, as 
m-cresol is no more effective than phenol and considerably less effective 
than its other isomers ; p-tertiary butyl phenol is about as effective 
as p-cresol. Two alkyl groups are considerably more effective than 
one, but in compounds containing two such groups, those in which the 
substituents are in the para and ortho positions are the most effective. 
When additional hydroxyl groups arc introduced into a phenol, the 
inhibiting power is again increased, but a hydroxyl group in the ortho 
or para position is more effective than one in the meta position. Catechol 
gave slightly the longest induction period of all the inhibitors examined. 
The results obtained by Egloff and his co-workers on various phenols 
are reproduced in Table 140. 

Amino and Nitro Phenols. —An amino group in any position in a 
compound already containing a phenolic hydroxyl group increases 
its inhibiting power, but there are marked differences among individual 
compounds. Thus o-amino phenol gave an induction period of 1820 
mins., m-amino phenol 830 mins., and p-amino phenol 2340 minutes. 
In general the introduction of a nitro group into phenols is disadvantage¬ 
ous. In contrast to the behaviour of phenols, alcohols have little or 
no inhibiting power. 

Amines.— As a class amines are not so effective as phenols. Aniline 
was ineffective under the conditions examined and nitro-amline, the 
toluidines and a number of other primary and tertiary aromatic amines 
were ineffective. The diamines were rather more effective than the 
mono-amines but aliphatic amines were of no value. Only one halogen 
compound was found of any practical use, i.e., 4 chloro-2 amino phenol, 
which gave an induction period of 955 minutes. Ethers, ketones, 
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quinones, acids and acid derivatives, nitrogenous compounds and sulphur 
compounds were generally ineffective though, thiodiphenylamine gave an 
induction period of 1440 minutes. 

Table 140. 

The Phenols as Gum Inhibitors. (Eglott, Morrell, Lowry and Dryer). 

(0 01% concentrations of inhibitor). 
Induction Period (mins.) Solvent 


Cracked Gasoline alone .. 

45 

— 

Monohydroxy — 

Phenol 

75 

— 

o-Cresol 

135 

— 

m-Cresol 

75 

— 

jo-Cresol. 

210 

— 

Tricresol (tech.) 

135 

— 

Butyl-phenol (para & ortho mixed) 

195 

— 

tert-Butyl Phenol (ditto) 

210 

— 

4-Hydroxy-1-3 Dimethyl Benzene 

420 

— 

2-Hydroxy-l-3 Dimethyl Benzene 

420 

Benzene 

4-Hydroxy-l-2 Dimethyl Benzene 

255 

)) 

2~Hydroxy-l-4 Dimethyl Benzene 

285 

)) 

Thymol 

300 

— 

Carvacool .. 

180 

— 

Polyhydroxy —• 

Catechol 

2400 

Benzene 

Resorcinol 

150 

Acetone 

Orcinol 

150 

Methanol 

4-Butyl-resorcinol.. 

360 

Benzene 

4-Hexyl-resorcinol 

390' 

ft 

4-IIeptyl-iesorcinol 

300 

ff 

Ilydroquinone 

85 

Acetone 

Toluhydroquinone 

70 

Methanol 

Pyrogallol 

2185 

Ethyl Alcohol 

Phloroglucinol 

90 

Methanol 

Condensed Ring Systems — 

a-NaphthoI 

2250 

— 

/3-Naphthol 

330 

— 

1-5-Dihydioxy Naphthalene 

1705 

Acetone 

o-Hydroxy Diphenyl 

60 

— 

p-Hydroxy Diphenyl 

135 

Benzene 

Nitroso /3-Naphthol 

135 

— 


651. Patents on Gum Inhibitors. —No discussion on gum in¬ 
hibitors would be complete without reference to the many patents which 
have recently been issued in this field. The following are of interest. 

English Patents. 

E.P. 289,347, P. G. Somerville and W. H. Hoffert, 26/10/26. 
E.P. 312,774, Johnson, 30/4/28. 
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E.P. 318,521, Standard Oil Development Co., 3/9/20. 

E.P. 319,362, Standard Oil Development Co., 19/9/20. 

E.P. 319,363, Standard Oil Development, Co., 19/9/29. 

E.P. 336,515, D. A. Howes, R. Seott and I.C.I., Ltd., 22/7/29. 

E.P. 347,627, Standard Oil Development Co. 

E.P. 348,011, Standard Oil Co. (N.Y.), 29/10/29. 

E.P. 349,427, Standard Oil Co. (N.Y.). 21/11/29. 

E.P. 350,438, Wade and Standard Oil Co., 5/3/30. 

E.P. 364,533, J. Hyman, 28/7/30. 

E.P. 366,041. 

E.P. 383,511, Standard Oil Development Co., 11/3/32. 

Other Patents. 

U.S.P. 1,748,507, Brooks and Gray Processes Corpn., 10/10/25. 

U.S.P. 1,789,302, Calcott, Lee and Dupont Ammonia Corpn., 
23/8/29. 

Ger. P. 545,720, Burchard, 18/1/31. 

Can.P. 325,188, Rogers, Voorhees and Standard Oil Co., 16/8/32. 

Can.P. 325,189, Rogers, Voorhees and Standard Oil Co., 16/8/32. 

Can.P. 302,371, Lewis, Mead and Standard Oil Development Co., 
22/7/30. 

Can.P. 302,372, Lewis, Gustafson and Standard Oil Development, 
Co., 22/7/30. 

Can.P. 302,373, Fischer, Gustafson and Standard Oil Develop¬ 
ment Co., 22/7/30. 

652. Methods for the Removal of Gum From Motor Fuels.- - 

Occasionally it happens that a batch of motor spirit, through lack of 
refining treatment or other such cause, prematurely forms gum during 
storage and it is necessary to treat it in some way to render it saleable. 
This may usually be accomplished by rcdistillation, preferably at low 
temperatures in the presence of steam, but it is sometimes necessary 
to refine again to ged rid of the colour developed. Various methods 
have been patented whereby gummy residues may be removed from 
motor fuels in such a way that unsaturated and aromatic hydrocarbons 
are not attacked. The following examples may be quoted : IT.S,TVs 
1,789,413; 1,867,697; 1,880,261. 

653. The Use of Dyes in Motor Fuels .-—An interesting develop¬ 
ment during the past two or three years is that of artificially dyed motor 
fuels, a development which has grown so rapidly that at the present 
time, probably more than 25 per cent, of the motor fuels sold in the 
United States are treated in this way. In other countries the idea has 
not, as yet, been widely adopted. 
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The reasons for dyeing a motor fuel may be summarised as follows : 

1. To give it a distinctive appearance so that it can be readily 
identified and thus promote sales. 

2. To mask a yellowish or brownish tinge and hence improve the 
appearance of the fuel in bowls of visible pumps. 

3. To neutralise coloured compounds, when they are present in the 
fuel in small amounts, in order to give the fuel the appearance 
of water-whiteness. In such cases only enough dye is used to 
overcome the colour forming substances in the fuel, but not 
enough to give the latter the distinctive colour of the dye. 

4. To lower the cost of refining and refining losses by obviating the 
need of marketing a water white product. 

Of these reasons, Nos. 2, 3 and 4 are the most important, but No. 1 
is, in some cases, sufficient reason in itself from the sales point of view. 
However this need not concern us here. 

It has already been shewn in Chapter 5 (Volume I), th at the refining 
of cracked spirits, especially those produced by cracking in the vapour- 
phase, to a water white colour, is often a very expensive and wasteful 
procedure and the resulting product is frequently inferior to a similar 
spirit less drastically treated and having a slight yellow colour. Colour, 
per se, in a motor fuel is not an undesirable property, but the buying 
public has become so accustomed to the water white product that it 
regards a yellow spirit as impure, dirty or gummy. Because of these 
considerations dyed motor fuels have been adopted by many sales 
organisations and refining companies so that they may market a spirit 
not refined to water whiteness, and hence refined more cheaply. 

One of the most important money saving possibilities of dyed spirits 
is the fact that slightly yellow fuels can be converted to water whiteness 
by the use of very small quantities of blue dye, the principle involved 
being similar to that underlying the addition of minute quantities of 
methylene blue to sugar in order to whiten it, and the use of blue in 
laundering white clothes. It has been stated that the cost of such treat¬ 
ment is about 0-4 cents per barrel of 42 U.S. gallons, compared with 
a figure of 8 cents per barrel for refining to water whiteness. 64 

In actual practice it is sometimes advisable to use sufficient dye to 
give the spirit a slightly blue tinge immediately after dyeing, so that 
there is some margin for fading to occur before actual loss of colour 
becomes noticeable. The amount of blue dye required to neutralise 
a slight yellow tinge in a cracked spirit varies from 0-05 to 2-0 mgs. 
per 100 mis. or from 0-175 to 7-0 pounds per 1,000 barrels. 

The use of a blue dye in this way is an effective remedy for the 
poor selling qualities of those spirits which tend slightly to go off colour 
during normal distribution without forming appreciable quantities of 
gum. 
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654. Kinds of Dyes Used for Colouring Motor Fuels.—The fatty 
acid salts of the triphenylmethane dyes were among the earliest types 
of dyestuffs used for colouring motor fuels. A typical example of this 
class is the oleate of malachite green. 



ch 3 0 

i II 

- N - O - C - C 17 H m 

I 
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Such dyes are now rarely used for this purpose because, although 
they give exceedingly bright and brilliant shades, they are very fugitive, 
especially in cracked spirits. 

The dyes which are principally in use at present are the azo dyes 
and the anthraquinone derivatives. These may also be classified by 
colour since most of the red and yellow dyes are of the first; class and 
most of the blues and violets belong to the second. Of the two classes, 
the anthraquinone colours are the more expensive, but they are also 
the more stable to light. In azo dyes, which arc characterised by the 
group — N == N — the particular shade of the dye is controlled by the 
other groups present and by the number of azo groups in the molecule. 
These dyes are prepared by treating an aromatic amine with nitrous 
acid and coupling the so called diazotised base with a phenol or with 
an aromatic amine. Thus Du Pont oil yellow is obtained by coupling 
diazotised ortho-toluidine with ortho-toluidinc and Du Pont oil orange 
is obtained from diazotised aniline and beta-naphthol. 05 Naturally 
there are many such combinations possible, each differing slightly from 
the others in shade, strength, fastness and solubility. The oil reds 
are usually a little more complex than the simple yellow dyes, fre¬ 
quently containing two or more azo groups. An example of this is 
Du Pont oil red, the formula of which is 


OH 



This is made by coupling diazotised ortho-amino azo-toluenc with 
/3-naphthol and is known, in its pure form, as Biebrich Scarlet. In some 
cases oil soluble orange dyes, instead of being chemical individuals, are 
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mixtures of red and yellow dyes. The use of such dyes in motor fuels 
offers the advantage that the shade can be varied to give any appearance 
desired but the disadvantage is ever present, unless great care is taken 
in selecting the two dyes, of one of the dyes fading in light to a greater 
extent than the other. This causes a change in tint. 

As already mentioned the anthraquinone dyestuffs are more stable 
to light than the azo dyes. The most widely used blue dye in America 
is 1 : 4 di-toluido anthraquinone. 



Violet shades are produced either with pure anthraquinone com¬ 
pounds or by the use of one of the ordinary anthraquinone blue dyes 
mixed with an azo red. The mixed dyes in this class are usually less 
satisfactory than the pure dyes because they are less brilliant. Purple 
shades are nearly always obtained by shading a violet or reddish blue 
anthraquinone dye with an azo red. 

A number of peculiarities are noted in the green dyes. First, no 
satisfactory greens are known which are pure compounds. The only 
method of obtaining greens of adequate fastness is by mixing a greenish 
anthraquinone-blue with an azo-yellow. Many times it has been 
found that although the blue alone is faster than the yellow the mixture 
will fade to an extremely yellowish green, i.e., the blue fades more 
rapidly than the yellow. This phenomenon is connected with the 
composition of the motor fuel since the same dye mixture will exhibit 
this property in some fuels and not in others; An objection to the use of 
green dyes of this type is that nearly all the oil yellows on the market 
have a pronounced reddish cast which makes the resulting greens dull 
and more of an olive shade then an emerald. The latter is considered 
more appealing. 

With regard to the dyestuffs available for colouring motor fuels in 
the United Kingdom, Messrs. Imperial Chemical Industries, Limited, 
market a range of Waxoline dyes, several members of which may be 
used for this purpose. For example : 

Waxoline Blue 4044. 

Waxoline Green G. 

Waxoline Blue 10109. 
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Waxoline Purple A. 

Waxoline Yellow A.D.S. 

Waxoline Red MLS. 
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Chapter XIY 


INTERNAL COMBUSTION ENGINES. 

657. Introduction.—All heat engines which are required to func¬ 
tion as prime movers consist of certain rigid parts which go through 
regular cycles of movement, and, associated with them, a “ working 
substance ” (i.e., fuel) which is constantly consumed and which must be 
continually renewed in order to obtain continuous operation. The 
sole function of the heat engine is to produce mechanical effort by the 
conversion of heat energy into mechanical energy. The heat energy 
is taken into the engine by the fuel, part of which the engine is able to 
convert to useful effort and part of which it rejects. The fraction of the 
total heat supplied that is usefully converted is the thermal efficiency 
of the heat engine, and on the grounds of fuel cost and other considera¬ 
tions this should be kept as high as possible. 

The theory of the internal combustion engine is intimately connected 
with Carnot’s ideal heat engine. In such an imagined engine all the 
heat taken by the engine to convert into work is received at a single 
high temperature T x and all the heat that is rejected is rejected at a 
single low temperature T 2 . The highest efficiency attainable is then 
given by 



the greater the difference between these two temperatures, the higher 
the efficiency. Of course, the conditions visualized by Carnot in his 
thermodynamical reasonings cannot be realized in practice, but the 
importance of a wide temperature range as forecasted by the Carnot 
analysis is fully confirmed in practice. From this viewpoint, it is of 
interest to compare the working temperature ranges and efficiencies of 
various types of prime movers. The steam engine suffers from the 
disadvantage that all the heat has to be got into the working fluid (steam) 
through metal walls capable of withstanding high pressures. The upper 
temperature limit of such an engine is about 470°C., equivalent to a 
steam pressure of approximately 1,500 lbs. per square inch. Such a 
temperature is about 2,000°C. below that commonly found in internal 
combustion engines. With regard to the lower temperature limit, 
many attempts have been made to utilize the heat carried away in 
internal combustion engine exhaust gases, but, generally, these are not 
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cooled usefully to below 500°C., under normal conditions. In steam 
using engines, however, the working fluid may be rejected at tempera¬ 
tures as low as 40°C. (313° absolute) when using a high vacuum condenser 
on a steam turbine. We have, therefore, the following comparative 
figures. 1 

Internal combustion engines, T x 3073° absolute. 

T 2 773° 

Steam turbines, T\ 743° ,, 

T a 313° 

The corresponding Carnot efficiencies are. 

Internal combustion engine, 75 per cent. 

Steam turbine, 58 per cent. 

Such a comparison, however, is not a complete one. The figure of 
58 per cent, is the elliciency of the turbine itself. With even the most 
efficient boilers, not more than 85 per cent, of the beat of the fuel reaches 
the turbine in the form of steam, so that the Carnot efficiency of the 
whole plant, is 58 X 0-85 ~ 40-3. The highest brake thermal effici¬ 
encies (see later) achieved in practice are, for a steam turbine, 33 8 
per cent., and for an internal combustion engine operating at full 
load, 40 per cent. Assuming a boiler efficiency of 85 per cent., the 
former figure falls to 38-8 x 0-85 =~ 28-7 per cent. 

The steam turbine, however, has its peculiar advantages. Of these, 
perhaps the most important is that concerning the fuel which it con¬ 
sumes, i.e., coal, the cost per ton of which is only a fraction of that of 
fuels required for internal combustion engine operation. For this 
reason, steam turbines are of great value in large power stations and 
are not likely to he replaced for this purpose by internal combustion 
engine for some long time to come. The latter arc ideally suited for 
smaller stationary and mobile power units, of which frequent starting 
and stopping is required and from winch a large, power output is demand¬ 
ed, combined with a limitation upon size and weight. 

It is not intended to deal with the theoretical principles of interna 
combustion engine operation in detail in this Chapter, as this ground 
has been adequately covered in the well known treatises of such author¬ 
ities as H. R. Ricardo, 2 D. It. Rye 1 and A. W. Judge. 3 The following 
discussion is limited mainly to various practical considerations. 

The Ideal Air Cycle 

658. A simplified idea of what actually takes place in normal in¬ 
ternal combustion engine operation is obtained by a consideration of 
the ideal air cycle in which ideal air, obeying the perfect gas laws and 
having a constant specific heat at all temperatures, is employed, and in 
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which it is assumed that no heat transfer between the working sub¬ 
stance and the cylinder walls occurs. 

A pressure-volume diagram of the so called “ constant volume 55 
cycle is shown in Figure 158, in which the working substance is supposed 
to be instantaneously heated at constant volume (2—3) after adiabatic 
compression (1—2) by the inward movement of the piston and cooled 
again at constant volume (4—1) after adiabatic expansion. A further 
pressure-volume diagram is shown in Figure 159, in which there is no 




Fig. 158. —Theoretical Diagram for Fig. 159. —Theoretical Diagram for Con- 

Cohstant Volume Cycle. stant Pressure Cycle. 

( j Reproduced from “ The Internal Combustion Engine," by D. R. Pye. Courtesy of The Clarendon Press.) 


further pressure rise after the adiabatic compression (1—2) is complete, 
the heat being added at such a rate during the early stages of expansion 
that the pressure remains constant until combustion is complete, 
after which it drops according to the ordinary law of adiabatic expansion 
of a perfect gas, down to atmospheric pressure. A complete diagram 
of the operations taking place in a real engine cylinder must show the 
processes of getting the gases into and out of the cylinder, but a con¬ 
sideration of this may be deferred until later. 

The thermal efficiency of the ideal engine working on the cycle shown 
in Figure 158 may be calculated as follows. Let the pressure, volume 
and absolute temperature at the point 1, i.e., before compression begins, 
be represented by P 1} Vj and T 2 and, similarly, for other points in the 
cycle. The only gains or losses of heat by the working substance take 
place while it is heated from T 2 to T 3 and cooled from T 4 to T 1} 
processes 1—2 and 3—4 being adiabatic. The area of the diagram 
represents the work done by the piston and is equivalent to the difference 
between the heat supplied to, and given up by, the working substance. 
In other words, the heat equivalent of the net work done per cycle is 

K v (T, - T a ) - K v (T, T x ) 
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where K v = the specific heat at constant volume, and the efficiency of 

heat e quivalent of net work done 
the cycle — - heat supplied 



■ V x V, . 

If the common ratio of compression and expansion ----- y is 

denoted by r, then it follows from the well-known expression PV y = 
constant, or T = constant, that 



and the efficiency of the cycle reduces to 



(4) 


(5) 

( 6 ) 


In the constant pressure cycle of Figure 159, the heat supplied to 
working substance after compression is K, ; (T 8 — T 2 ) and the heat 
abstracted from it after expansion is K p (T 4 — T,). Compression and 
expansion again being adiabatic and these expressions identical with 
those for the constant volume cycle, except for the substitution of K p 
for K u , it follows that an identical expression gives the thermal efficiency 
of the cycle as was found for the other, r being in each case the ratio of 
adiabatic compression and expansion. 

The most important fact brought out in equation (0) is that the 
thermal efficiency depends upon nothing but the ratio in which the 
working fluid is compressed and expanded. Thus, of two engines 
of the same compression ratio, in which the temperatures arc very 
different, owing either to a different initial temperature T\, or to 
different amounts of heat being added during the process 2 3, the 

thermal efficiencies are the same in each case. One engine might 
do more work than the other, but that amount of work is always 
the same fraction of the total heat supplied during the process 2—3. 


659. No real engine can, of course, follow these cycles very closely, 
for the following reasons :— 1 

(1) No compression or expansion can be made truly adiabatic. 

(2) The working substance is not a perfect gas. 

(3) Heat cannot be supplied at strictly constant pressure or constant 
volume. 
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However, what is true of the ideal engine, is also true of all real engines, 
namely, that the compression ratio is of primary importance and that 
the higher we can make it, the higher will be the thermal efficiency. 
The ideal engine affords a standard by which real engines may be com¬ 
pared, but which they can never hope to reach. In Table 141 are given 
the values of the air standard efficiency calculated for a range of com¬ 
pression ratios using a value of y — 1 -396, which is the value for air at 
ordinary temperatures. 


Table 141. Air Standard Efficiencies 


Compression Ratio 

Thermal Efficiency 1 — (~)^ 1 

(y = 1-396) 

2 

0-240 

3 

0-354 

4 

0-424 

5 

0-473 

6 

0-509 

7 

0-539 

8 


10 

0-600 

12 

0-628 

14 

0-651 

16 

0-671 

18 

0-683 

20 

0-695 


These values are plotted in Figure 160, from which it may be seen that 
there is a rapid gain of efficiency as the compression ratio is increased 
up to about 5 to 1 and that above this point the gain becomes progres¬ 
sively less. 

Despite its undoubted value, however, it has been recognized that 
the “ ideal air ” cycle is sometimes too far removed from practical 
possibilities to form a satisfactory basis of comparison for real engines. 
An ideal cycle should afford a guide to engine designers in the sense that 
it should show what is to be expected as a result of a modification in 
design, such as raising the compression ratio, any fundamental physico¬ 
chemical conditions being taken into account, but the processes in the 
engine being legitimately simplified by the neglect of practical imper¬ 
fections, so as to allow results to be calculated with reasonable ease and 
to make the conditions of calculation independent of any particular 
engine. 

660. In this connection, the important pioneer work of Tizard and 
Pye 4 is of the greatest importance. These workers made a detailed 
study of the conditions existing in actual engines with the object of 
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investigating the process of combustion, the chemical changes occurring, 
and the limits of thermal efficiency resulting therefrom. Subsequent 
tests by Ricardo 2 on a variable compression engine and with various 
fuels confirmed the conclusions arrived at by Tizard and Pye. These 
conclusions may be summarized as follows :— 



Pig. 160.—Aib Standard Ewichenoijis a» Djwjjji-knt Oomwikhajok Ratios. 
{Reproduced from 11 The Internal Combustion Engine,” by V. li. Rye. Courtesy of The Clarendon Cress.) 


(1) The relative increase in thermal efficiency to be expected from 
an increase in the compression ratio is distinctly higher than the “ air 
standard ” efficiencies would suggest. Thus, the theoretical efficiency 
for the correct mixture strength (see later), at 5 : 1 compression ratio, is 
about 33 -8 per cent, or about 71 per cent, of the air standard efficiency. 
The theoretical efficiency for a 30 to I compression is 45 per cent., or 
nearly 75 per cent, of the air-standard efficiency. 

(2) When both change in specific heat and dissociation are taken 
into account, the maximum temperature obtained with economical 
mixture strengths is practically the same in the case of all available 
hydrocarbon fuels, but with alcohols it; is appreciably lower. 

(3) The theoretical thermal efficiency for the correct mixture strength 
may be expressed by the following formula :— 

/■\ \ o. is a 

E = 1 (- 1 ) (7) 


is 


(4) For 20 per cent, weak fuel-air mixtures, the theoretical efficiency 
given by the equation. 


0 . 2 05 

r. 


(») 


108 


E - 1 
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This mixture strength corresponds very closely to the conditions under 
which the maximum observed efficiencies are now obtained and Tizard 
and Pye have proposed equation (S) to replace the air standard efficiency 
formula. Experiments conducted on a Ricardo variable compression 
engine confirmed the calculated relative increase in thermal efficiency 
on raising the compression ratio, as shown in Table 142. 


T.ABLE 142 


Compression 

Ratio 

Maximum Thermal 
Efficiency 

Ratio 

Observed 

i 

Air 

Standard 

Efficiency 

Ratio 

Observed 

| Calculated 
from 
Equation 

Observed 

Air 

Standard 

Calculated 

4 to 1 

0-337 

0-277 

0-82 



5 to 1 

0-380 

0-316 

0-83 


0-665 

7 to 1 

0-440 

0-372 

0-85 

0-540 



In Figure 161 are shown three curves, (a) the air standard efficiency 
for a range of compression ratios from 4 : 1 to 7-5 : 1, (b) Tizard and 



Fig. 161. —Graph Shewing Ther mal Efficiencies at Different Compression Ratios. 
[Courtesy of The Institution of Petroleum Technologists.) 


Pye’s ideal thermal efficiency corresponding to the same range of com¬ 
pression and ( c ) the observed results on the Ricardo variable compres¬ 
sion engine with the most economical mixture strength based on the net 
calorific value of the fuel and including the latent heat of vaporization. 
It will be observed that throughout the whole range the relation between 
the experimental results and the calculated ideal efficiencies is constant 
to within very narrow limits. The difference between the two repre¬ 
sents the heat loss to the cylinder walls during combustion and ex- 
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pension and the small loss due to the early opening of the exhaust valves. 
Ricardo’s tests showed that the gain in efficiency with increase in com¬ 
pression was almost exactly the same in the case of all fuels tested. 

Explosion and Combustion in Engines 

661. When an inflammable vapour or gas is mixed with air (or 
oxygen) in certain proportions, the resulting mixture is explosive and 
the presence of a small flame or spark will cause the elements of the 
mixture chemically to combine with more or less violence. Tf the mix¬ 
ture ignites slowly and the resultant flame takes a comparatively long 
time to spread through the mixture from particle to particle until the 
whole volume is combusted, the process is termed “ inflammation.” 
On the other hand, the much more violent form of combustion which 
readily occurs with certain mixtures (e.g., hydrogen, and oxygen) is 
called “ detonation.” These two modes of combustion are very im¬ 
portant in petrol and other engines. 

In the case of mixtures of petrol vapour and air, if the proportion of 
air to petrol by weight exceeds about 22, or if the mixture is so “ rich ” 
in petrol vapour that this ratio is below about 8, it is impossible to 
obtain an explosion in the ordinary petrol engine. Moreover, if the 
mixture proportions between 22 and 8 are brought very close to these 
limits the type of combustion that results approaches that of inflam¬ 
mation and a weaker explosion occurs. On the rich mixture side, the 
weaker explosion is caused by the excess fuel which cannot take part in 
the reaction and which acts as an inert diluent. It is, therefore, neces¬ 
sary in petrol engine operation to supply the engine cylinders with a 
fuel-air mixture of fairly limited proportions, a fact which decidedly 
limits possible improvements in operating efficiency, as will be shown 
later. 

662. The Effect of Mixture Strength upon Flame Velocity, Etc. 
—Dugald Clark, 6 from experiments on mixtures of coal gas and air, 
found that the point where inflammability ceases, when, the gaseous 
mixture is diluted with air, is fairly sharply defined ; he found that 
whereas a mixture of 14 parts by weight of air to 1 of gas would explode 
on the application of a spark, a mixture of 15 parts of air to 1 of gas would 
not do so; and that if this “ critical proportion. ” of gases was sub¬ 
jected to a slight increase of temperature or of pressure, the mixture 
became inflammable. At the same time, it has been shown that in 
passing from the explosive mixture in which the exact proportions of the 
gases for chemical combination are present, to the mixture of the 
“ critical proportion ” by successive dilutions, the inflammability slowly 
decreases until, at the critical proportion, the rate of flame travel is 
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very slow and the noise of the explosion practically unheard. This is 
shewn in Figure 162, in the ease of mixtures of air and hydrogen taken 
from the results of Le Chatelier and Mallard. 6 Generally, the mixture 
of hydrogen and air (namely, 1:2-5) in which the hydrogen and oxygen 
are present in the correct proportions for complete chemical combina¬ 
tion, does not give the greatest flame speed. But when the hydrogen is 
increased beyond this proportion to 1 volume of hydrogen to 1 \ volumes 
of air, the velocity is a maximum. The same is true with regard to 
petrol-air mixtures. 



Fig. 162.- -Curve Shewing Flame Speeds in Hydrogen- Aib Mixtures. 

The flame velocity is much greater when a mixture is exploded under 
conditions of constant volume than when under constant pressure. 
This is probably due to the fact that the particles of gas as they 
ignite increase rapidly both in temperature and pressure and thus greatly 
assist the flame propagation which takes place from particle to particle. 
In the case of a petrol engine, ignition at constant volume can only occur 
at the dead centre position, when the piston is momentarily stationary, 
so that for maximum flame velocity it is important to ignite as near the 
top dead centre as possible, at the same time bearing in mind the 
necessary time interval elapsing between the moment of ignition and the 
attainment of maximum pressure. 

663. Combustion Data.-—The chemical basis of the working of 
every type of internal combustion engine is the ehemieal combination 
of the elements carbon and hydrogen present in the fuel with the 
oxygen content of air. The former elements are found in the combined 
state in all liquid fuels and when completely combusted yield carbon 
dioxide and water, respectively, thus 
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C+O a CO a .(0) 

2H 2 + 0 2 -*• 2H a O.(10) 

or C»H«i + -f- ^-^0 2 —y nCQ% -\- t -II 2 0.(11.) 


Hydrogen, -j- oxygen —>- carbon dioxide |~ water. 

Such combinations are strongly exothermic, i.e., they take place with 
the evolution of heat, and engine fuels may be considered as the media 
by which the heat converted by the engine into mechanical work is 
supplied. Naturally, the greater the amount of heat liberated bv a 
given quantity of fuel, other things being equal, the greater the fuel 
economy for a given power output. 

The energy content of a hydrocarbon in this sense is usually referred 
to as its “ calorific value.” This is determined by burning unit weight 
of the fuel in air in a calorimeter, cooling the products down to atmos¬ 
pheric temperature and measuring the amount of heat generated in the 
process. Heat of combustion is another term used to denote the same 
thing. In expressing the heat of combustion of hydrocarbons, allow¬ 
ance is generally made for the fact that the water formed during com¬ 
bustion is either condensed to the liquid state, or is present as water 
vapour or steam. If present as a liquid, the water vapour in condensing 
yields up an extra quantity of heat equal to its latent heat of vaporiza¬ 
tion which is 966 B.T.U.s per lb., or 537 calories per gram at 100°C. 
Thus, by the “ higher heating value ” of a fuel is meant the actual heat 
of combustion plus the latent heat of condensation of the water formed 
during combustion. By the “ lower heating value ” of a compound is 
meant the heat of combustion alone. Analogous terms are *' gross 
calorific value ” and “ nett calorific value,” respectively. 

When a sample of liquid fuel is tested in a calorimeter, some at least 
of the heat liberated during combustion is devoted to overcoming the 
latent heat of evaporation of the liquid. Thus, in the ease of such a 
calorimeter when a sample of liquid fuel is placed in the bomb only a 
trifling proportion is evaporated before combustion commences. During 
the process of combustion, the remainder of the fuel is evaporated, arid 
the heat required for overcoming the latent heat of evaporation is sup¬ 
plied by combustion. Now, when used in an engine, the whole, or very 
nearly the whole, of the fuel is evaporated before the end of the com¬ 
pression stroke, such small proportion as escapes evaporation usually 
passes through the cylinder unburnt. In practice, the proportion of 
liquid fuel which both evaporates and burns during the. combustion 
stroke may be considered as negligible, so that the heat required 
for evaporation may be regarded as being-supplied either outside the 
cylinder or at least outside the heat cycle. In other words, the heat 
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absorbed in the evaporation of the fuel would not otherwise be made use 
of. It is, therefore, proper and customary to add the latent heat of 
evaporation to the heat of combustion for use in engine calculations. 
Furthermore, in the case of petrol engines, the uncondensed steam passes 
into the exhaust and therefore does not yield up its latent heat of con¬ 
densation as useful heat inside the cylinder. The lower heating value, 
plus the fuel latent heat of vaporization, is, therefore, used in engine- 
calculations. 

E.g., Consider the case of a petrol of the empirical formula C 8 H 18 , 
containing 84-6 per cent, carbon and 15-4 per cent, hydrogen. 

Nett heat of combustion =(-846 x 14,540) -(-(-154 X 52,500) 

= 20,380 B.T.U.s per lb. 

The amount of steam formed on combustion is (0-154 X 9) lbs. — 
1-386 lbs. The latent heat of this amount of steam is 1-386 X 966 — 
1,338 B.T.U.s. 

.*. the lower heating value == 20,380 — 1,388 = 19,042. 

To this value should be added the latent heat of vaporization of the fuel 
which we may take as 132 B.T.U.s per lb. Thus, we arrive at a value of 
19,042 + 132 = 19,174 B.T.U.s per lb. 

The foregoing argument applies only to carburettor engines employ¬ 
ing volatile liquid fuel. In engines of the Diesel type, where the fuel is 
injected into the cylinder in the liquid state, the available heat per 
pound of fuel supplied is simply the lower calorific value. 


664. Volumetric Proportions in Combustion.—It has been shewn 
in equation (11) that, in ideal combustion, 1 volume of hydrocarbon 

vapour C»H,» combines with (■ -;) volumes of oxygen to form n 


m 


volumes of CO 2 and — volumes of water vapour. Since the composition 

of air by volume is approximately 79 T per cent, nitrogen and 20-9 per 
cent, oxygen, it follows that 4 -78 cubic feet of air contains 1 cubic foot 
of oxygen and 3 -78 cubic feet of nitrogen. Hence, 1 volume of C*H« 

will require 4 -78 (-U) vohimes of air for complete combustion, 

and if the water formed be regarded as occupying no appreciable volume, 
the volume of the products of combustion will be 


n + 3-78 


(■+;) 


or 4-78n + 3-78 
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If however, as is actually the case, no condensation within the cylinder 
occurs during the expansion stroke, then an increase in volume due to 
combustion will occur in the ratio 


/ 777 \ 

Initial volume 4-78 { n ■)■■ - ) 


Final volume 


4-78n- 


m 


8-78 


in 


or 


4-78n -|- I-19m 


(13) 


4-78m -i- l-44m 

This ratio is frequently termed the “ Volume Ratio.” 

The conditions obtained with a typical petrol may be illustrated 
with sufficient accuracy by a consideration of pure normal heptane, 
C 7 H 10 . 

The equation then becomes 


c,Hi t -i- (r -l-“)o,-7co, i- ii,o 


(14) 


It follows from this equation that 1 cubic foot of heptane vapour will 
require for complete combustion 4-78 X II cubic fed, or 52-58 cubic 
feet of air, and that the volume of the exhaust products, including that 
of the water vapour, will be 50-58 cubic feet. 


Hence, 


Initial volume 
Final volume 


52-58 

50-58 


so that the volume is about 7-G per cent, greater after combustion than 
before. 


665. Weight Proportions for Complete Combustion.—--From 
the equation 

C 7 II U -f (7 -I- 0 2 « 7C0 2 -| 8ll a O, 

it is evident that (J - x J2) + ( j 0 x 1} - l(K J - 

of oxygen are required for the complete combustion of 1 pound of 
heptane. This quantity is equivalent to 3-52 x 4-81 -- 15-17 pounds 
of air or 199-3 cubic feet. If we take the lower calorific value of heptane 
as 20,700 B.T.U.s per lb., we find that the calorific value per cubic foot 

20 700 

of combustible mixture is =* 103-8 B.T.U.s. A convenient value 

1 Jti *u 

often employed in such calculations is to assume the calorific value to 
be 100 B.T.U.s per cubic foot. 
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666. Composition of Exhaust Gases. —From the preceding 
figures referring to the case of heptane mixed with air in the propor¬ 
tions for complete combustion, namely, 15-17 pounds of air per pound 
of fuel, it follows that theoretically the composition of the exhaust 
gases should be 

85-6 per cent, carbon dioxide 
14-4 per cent, nitrogen 

100-0 



Air Fuel Ratio. Lb. Air per lb. Fuel. 

Fig. 163.—Graphs Shewing Composition op Exhaust Gases op the Petboe Engine. 

(Courtesy of the National Benzole Association.) 


the water formed being considered to be condensed. Such a theoretical 
state of affairs is, however, never met in practice, although under certain 
conditions the exhaust gases have compositions closely approximating 
these figures. When weak petrol-air mixtures are supplied to an engine, 
there is more than a sufficiency of oxygen necessary to complete the 
combustion and free oxygen is found in the exhaust gases. When rich 
mixtures are supplied, there is an insufficiency of oxygen present com¬ 
pletely to combust the fuel and carbon monoxide appears in the exhaust 
gases. 

The variations in exhaust gas compositions obtained by altering 
the air-fuel ratio supplied by the carburettor are as shown in Figure 163, 
in the case of a typical petrol, benzole and ethyl alcohol. The curves 
for the oxygen concentrations are almost straight lines and the curves 
for oxygen and carbon monoxide overlap by a small amount near the 
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mixtures approaching correct proportions. It will be observed that the 
mixture strength giving almost complete combustion of benzole is 
slightly more rich than that for petrol and that the corresponding mix¬ 
ture strength for ethyl alcohol is much richer. This is determined solely 
by the chemical compositions of the three fuels, thus ■ 


Tab ui 143 



[ Composition. Per Cent 

■. Weight. 

Air-Knot lintio for Coin- 


Carbon 

Hydrogen | 

(>.\ ygen 

pit'to Combustion (By 
Weight) 

Petrol 

85-3 

14-7 


15*0 

Benzole 

91-65 

8-05 


13-44 

Ethyl alcohol 

52-1 

1311 

34-8 

9-0!) 

Methanol 

37-5 

12-5 

50-0 

6-53 


Combustion in a petrol engine is not perfect although the incom¬ 
pleteness, as evidenced by the presence of carbon monoxide in the 
exhaust gases, is not very marked. In addition, chemical tests on the 
condensed water from the exhaust often reveal the presence of traces 
of aldehydes and other partly oxidized organic materials. For this 
reason, the air-fuel ratio supplied to the engine cannot be computed 
from the exhaust gas composition with any great, aeeuraey. In general, 
it is found that the discrepancy becomes greater as the supplied air-fuel 
ratio is made weaker. This .subject has been dealt with in detail by 
Best. 7 

Since combustion within the cylinder is incomplete and combustible 
gases are found in the exhaust, it is obvious that the whole of the 
calorific value of the fuel is not liberated during the combustion process 
and that an amount of available energy, dependent upon the cllioienoy 
of the combustion, is not used. Knowing the composition of the ex¬ 
haust gases and the amount of available energy they contain in virtue 
of their content of carbon monoxide, hydrogen and methane, it is possible 
to calculate the percentage of the fuel heat usefully employed. 

The combustion of a rich or a weak fuel-air mixture may be repre¬ 
sented by an. equation such as :— 

2 (o - 1) C fl H 0 + 15 O a + 56-4N 2 

= A-C0 2 + B-CO + C-H 2 0 -I- D-II 2 -I- E-Ojj ~f~ 50-4 N, . . . (15) 

which refers to benzene, where a — degree of richness. 1 The values 
of the coefficients A, B, C, I) and E and, consequently, the composition 
of the exhaust gases, depends, for a given supplied air-fuel ratio, upon the 
temperature and to a less extent the pressure, produced by the combus¬ 
tion. Were it not for the phenomenon of dissociation, there would 
never be in the same exhaust gas mixture pure oxygen together with 
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hydrogen and carbon monoxide, but this accounts for a proportion of 
the carbon dioxide and water molecules to be split up into CO, H 2 and 
0 2 when temperatures are high. The proportion dissociated increases 
rapidly above 2,700°C., at which temperatures the three gases exist 
together in chemical equilibrium. As soon as the temperature in the 
cylinder falls, due to expansion, recombination takes place, so as finally 
to leave only free oxygen if the mixture is weak and carbon monoxide 
if it is rich. Free hydrogen is never left in appreciable quantity, even in 
a rich mixture, because of its extreme affinity for oxygen. The amount 
of dissociated water vapour even at the maximum temperature is not 
great under ordinary engine conditions, but the dissociation of carbon 
dioxide is an essential factor in explaining certain well known features 
of engine behaviour. 


667. Calculation of the Products of Combustion allowing for 
Dissociation. —It was shown by H. T. Tizard and D. R. Pye in 1923 4 
that the well known characteristic of a petrol engine, that it gives its 
maximum power when running on a fuel-air mixture about 10 to 20 
per cent, richer in fuel than that giving complete combustion, is just 
what would be expected from theory when dissociation is taken into 
account. Methods of calculation were developed and results worked 
out for typical fuels. Since that date, however, experimental work 
by Fenning 8 has enabled Pye to repeat these calculations with greater 
accuracy, 1 whose latest conclusions may be summarised as follows : 

The equilibrium existing between carbon dioxide, carbon monoxide, 
oxygen and hydrogen may be expressed by the following equations : 


J, (Pco) 2 X ( Pp.) 
(Pco,) 2 

, . , , "wy 28,000 

m which log 10 K x = 8-46 — ——— 

and P cq . *? &?- K 

^CO, r H, 

1 550 

in which log 10 K = 1-405 -—p- . . . . 


(16) 


(17) 

(18) 


In equation (15), the constants A, B, C, etc., require to be evaluated. 
Three equations can be written down at once by equating the number 
of atoms of the various elements before and after combustion, assuming 
the theoretical mixture strength is supplied (i.e., a — O). Thus : 

A + B = 12 
2 A “h B -j- C 2E — 30 
2 C + 2D = 12 

177 


N 






667 MOTOR FUEL PREPARATION AND APPLICATION 


Now the partial pressure of a gas is proportional to the number of 
molecules of it present, hence, from equations (1(5) and (17), we obtain : 

5-1 x (IV) = K,.(19) 


and 


R X C 
A x D 


- K 


( 20 ) 


If X is the total number of molecules present at the maximum explosion 
temperature, 

X = A -j- B + C -|- D -(■ K -| 50*4.(21) 


and (P 0 .) in equation (19) can lie regarded as the fraction 


E 

X 


of the 


maximum explosion pressure. 

In the case of a typical combustion such as that represented by the 
equation. 

2C 8 H c +15O,+S6-4N a =12CO a d-6H 2 Od50-4N !t I U52 X 10 6 CIIU (22) 
Vols. 2 71*4 74-4 

the following relationship exists between V e! the maximum pressure 
developed, and. T„, the maximum temperature, assuming a compression 
ration of 5 to 1 and an initial temperature of 1 ()()°C. 


X T 

V c ~ —~ - x 5 x atmospheres. 


To evaluate the five constants A, B, C, etc., a guess is made of the 
maximum temperatures and the values of the live constants calculated. 
With these solutions, it must then he determined whether the amount of 
heat generated plus the volumetric heat of the products result in the 
temperature originally guessed. If this is not the case, a new tempera¬ 
ture nearer to the calculated one must be guessed and the operations 
repeated until the final temperature calculated coincides with t lie original 
temperature proposed. 

The following example, worked out by Pye, 1 will make the method 
clear. Suppose the guessed maximum temperature in benzene-air 
combustion is guessed to be 2,500°C. Then : 


E 1 

X 

B J 

A 2 


T, = 2,778 
K x = 0 014 
K - 70 
E x 5 

X 


E = 


78-4 

K t 

0-506 


2778 

878 

0*0277 


0>506K 


B x C 
A X D ” 
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From these equations the five constants may be evaluated as follows : 

A - 10-25 
B = 1-75 
C = 5-85 
D = 0-15 
E = 0-95 

The heat generated during the formation of these products from air 
and benzene will be the heat of combustion of 2 molecules of benzene 
vapour less the heat of combustion of 1 -75 molecules of carbon monoxide 
and 0T5 molecules of hydrogen. This may be easily calculated to be 

18,950 C.H.U. per molecule of original fuel-air mixture. The mean 
volumetric heat of the products of combustion between 2,500°C. and 
100°C. is 7-11 C.H.U. per mole, of original mixture. During compression 
in the ratio of 5 to 1 from the starting temperature (100°C.), 1,590 
C.H.U. per mol. are communicated to the mixture. The total tempera¬ 
ture rise will, therefore, be : 


18,950 + 1,590 
+11 


2,889°C. 


and the final temperature nearly 3,000°C., which is far too high, the 
guessed temperature having been 2,500°C. 

A guess of 2,750°C. for the final temperature leads to the composition 
of the products of combustion at the maximum temperature 

8-98 C0 2 + 3-02 CO + 5-75 H a O + 0-25 TI 2 + 1-64 0 2 + 56-4 N tt 
In this case, the greater degree of dissociation, due to the higher guessed 
temperature, makes the heat generated less, being 17,690 instead of 

18,950 C.H.U. per mol. The mean volumetric heat of the mixture over 
the higher temperature range will be greater, 7-26 against 7-11, and 
on both accounts, therefore, the finally calculated temperature becomes, 


17,690 + 1,590 
+26 


+ 100 = 2,755°C. 


which is close enough to the guessed temperature for all practical 
purposes and which may be accepted as the true final temperature when 
the correct mixture of benzene and air is compressed in the ratio 5 : 1 
and then burned at constant volume. Examination of the products of 
combustion shows that of the carbon in the benzene, 25-8 per cent, is 
burned to carbon monoxide at the maximum temperature and that 
2 -7 per cent, of the hydrogen is uncombined. 

In the case of weak or rich fuel-air mixtures, the appropriate value 
of a may be used and it follows, that 

A + B - 12(1 +a) 

2 C + 2D = 12(1 +a) 

In other respects the calculation is identical with that given 
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above. The manner in which the maximum temperature varies 
with the fuel-air ratio is shown in Figure 164. It will be observed that 
owing to dissociation the highest calculated temperature on the curve 
is that for a mixture strength some 20 per cent, richer in fuel than 
that giving complete combustion and that over a wide range of mix¬ 
ture strength on the rich side the temperatures only vary slightly. 
Under comparable conditions, the power of an engine will vary 
with the maximum temperature reached by the combustion and 
will form the lower curve in Figure 164, which “ reproducing as it does 
the well known power characteristic of a petrol engine when the fuel- 
air ratio is varied, affords substantial eonlirmalion of the calculations 
and of the theory on which they arc based.” 1 



Fra. 164.- -Calcclated Maximum Explosion TicMriatA tubes jn Bjiszknk-Aiii Mtx'mtfcu at 
Dijiteiucnt M rxTuiuc Stbbitotjih. 

(Courtesy of The Institution of Petroleum Trc/tn<’loi<t*ts.} 


Temperatures and Pressures in Internal Combustion Engines 
668. The pressure and temperature conditions existing in internal 
combustion engines when under load may be arrived at by calculations, 
but the figures so obtained arc only approximate because of the many 
assumptions that have to be made. However, actual measurements of 
temperature and pressure have shown that such calculations are 
accurate enough for most purposes. 

Temperatures 

Suction Temperature.—The suction temperature is one of the most 
important temperatures in engine operation. It determines volumetric 
efficiency and serves as the starting point from which other temperatures 
may be determined. The temperature at this point is influenced by the 
final exhaust temperature, owing to the admixture of the fresh charge 
with the residual exhaust products in the clearance space. The tem¬ 
perature of these may be taken as about 2,100 °F., in an engine operating 
at a compression ratio of 5 to 1 and at a speed of 2,000 r.p.m,, using 
petrol as a fuel with a mean jacket temperature of 60 °C. 

180 


INTERNAL COMBUSTION ENGINES 


§ 669 

The incoming charge consists of air at ordinary atmospheric tempera¬ 
ture (or a little higher) and a small proportion of fuel, entirely or partly 
vaporized. Knowing the weight of air entering the cylinder per in¬ 
duction stroke, the weight of residual exhaust products with which it 
becomes contaminated, the amount of heat picked up from the hot walls 
of the cylinder and the piston, etc., and the latent heat of the fuel, it is 
possible to approximate the temperature of the fuel-air charge at the 
moment when the inlet valve closes, i.e., when the suction stroke is 
complete. In the case of petrol, assuming the engine conditions 
given above, the charge picks up about 0-0005 B.T.U.s per cubic inch 
from the hot cylinder walls, etc. This is equivalent to 0-05 B.T.U.s 
per cycle when the cylinder has a volume of 100 cubic inches. The final 
result is that the total charge, including residual products, at the end of 
the suction stroke, is at a temperature of about 720°F. absolute or 
260°F. 

The effect of the fuel used upon the final suction temperature is 
important. Fuels with high latent heats give lower temperatures than 
ordinary petrols. Thus, under the same conditions benzene gives 
a temperature of 235°F. and ethyl alcohol a temperature of 150°F. or 
below. Methanol gives a still lower temperature. In the same way, 
fuels with higher latent heats give higher volumetric efficiencies. 

669. Compression Temperature.—During the compression stroke, 
the fresh charge of fuel and air is compressed under nearly adiabatic 
conditions to a smaller volume as determined by the compression ratio. 
At the beginning of compression, the fresh charge (when either petrol 
or benzole is being used as a fuel) is at a temperature slightly lower than 
that of the cylinder walls, etc., and hence absorbs heat from the latter. 
As, however, the gas is heated by compression, heat is later lost to the 
cylinder walls. With alcohol fuels, the final suction temperature is 
considerably below the mean wall temperature, so that the mixture is 
heated to a quite appreciable extent during the earlier part of compres¬ 
sion. On the other hand, how r ever, alcohol fuels, especially methanol, 
are not completely evaporated at the end of the suction stroke and some 
of the heat of compression is used up in completing the evaporation. 

For the engine conditions mentioned above, i.e., compression ratio 
5 0, engine speed 2,000 r.p.m., jacket temperature 60°C., the following 
compression temperatures are representative :— 2 

Petrol, correct mixture .. .. 1,258°F. abs. = 407°C. 

20 per cent, weak mixture .. 1,267°F. abs. = 412°C. 

Benzole, correct mixture .. .. 1,220°F. abs. — 386°C. 

20 per cent, weak mixture .. 1,282°F. abs. — 393°C. 

Ethyl alcohol, correct mixture .. .. 968°F. abs. — 246°C. 

20 per cent, weak mixture .. 998°F. abs. = 280°C. 
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Pye (loc. cit.) has arrived at slightly lower figures by taking an average 
value of y in the equation PV y — constant, equal to I 33. He 
gives the following figures for the pressures and temperatures obtained 
on compression at different ratios, assuming a constant temperature of 
100°C. before compression. 

Table 144— Compression Pressures and Tempehatubes, assumino y 1 . 3 ;} 

AND A CONSTANT SUCTION TEMPERATURE OK 1()0"( f (PYE.) 


Compression Ratio 

Maximum Compression 
Pressure I Aw. Per 

Bquam Inch 

Maximum Compression 
To m pern tu iv. "(! 

4 

1)2-5 

313 

5 

125 

302 

6 

150 

301) 

7 

106 

434- 


When allowance was made for the varying amounts of exhaust; products 
left in the engine cylinder at the various compression ratios, assumed to 
be at a constant temperature of 850°C., in all cases, the following figures 
were derived on the basis of 1 cubic foot swept volume. 


Table 14-5 


Compression 

Ratio 

Volume 
Residual 
Exhaust 
at Sfiiro. 
Cu. Et. 

Volume 
Residual 
Exhaust 
at N.T.P. 

Volume KjvhIi 
< Jhurj'i* at 
N.T.P. 

T<-m|icr«tui-o 
of Mixture 
before < ‘mu- 
preHHum C 

Maximum 

Temperature 

of Com- 

pivwtiou "(' 


0-33 

0-08 

0-82 

131) 

376 


0-25 

0-061 

0-82 

122 

31)9 


0-20 

0-041) 

0-82 

111 

419 


0-166 

0-04 

0-82 

102 

437 


A comparison of these two sets of figures shows that the allowance 
for the diminished proportion of hot exhaust gases at the higher ratios 
has narrowed tlic difference in compression temperatures between 4 to 
1 and 7 to 1 from 12X°C, to 61°C. It must be remembered, however, 
that the residual exhaust gases at the higher ratio will, in addition to 
being smaller in volume, also be cooler, although this will not affect the 
above figures to any noticeable extent. 

670. Combustion Temperatures. —The temperature rise on com¬ 
bustion might be calculated by dividing the heat output by the specific 
heat of the gaseous reactants at normal temperatures, but such a pro¬ 
cedure is, of course, only capable of giving very rough figures. The cal¬ 
culated result is far too high because no allowance is made for dissocia- 
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tion, because heat is lost by radiation and conduction to the walls of 
the combustion chamber and because the specific heat of the gases in¬ 
creases with increase in temperature. A much more accurate result is 
obtained by making allowance for the first and last of these effects as has 
been done by Tizard and Pye 4 ; the effect of heat loss to the combust¬ 
ion chamber can only be guessed, it cannot be calculated. Tizard and 
Pye have thus arrived at the explosion temperatures reproduced in 
Table 146. 


Table 146. Explosion Temperatures. (Tizard and Pye.) 


Degree of Richness (a) 

-0-5 

-0-2 

0 

0-1 

0-2 

| 0-3 

04 

1 0-5 

Benzene 

1994 

2470 

2655 

2690 

2701 

2681 

2630 

2561 

Heptane 



25 91 

2623 : 

2603 

2527 

2448 

2366 

Ethyl Alcohol - j 



2507 

2524 

2505 

2429 

2348 

2278 


671. Engine Temperatures.—In 1904, Professor Callendar made 
various temperature measurements upon an air cooled petrol engine, 
the results of which are of interest. At a speed of 2,000 r.p.m., with a 
retarded spark and half throttle, the temperature of the combustion 
chamber on the exhaust side quickly rose to 570°C., but under road 
conditions with a cooling draught of air did not exceed 400°C. The 
highest exhaust valve temperatures were obtained at full throttle with 
the spark retarded. The inlet valve was found to keep comparatively 
cool at 70°C. with the cooling air blast and also partially due to the 
latent heat of the fuel. The difference in temperature between the 
exhaust and inlet sides of the engine was found to be about 80°C. 
In normal engine operation, the mean temperature of the inlet valve is 
probably between 100°C. and 200°C. 

With regard to cylinder barrel temperatures, it was found that the 
lower end of the cylinder was only 20°C. cooler than the upper end. This 
has been ascribed to “ piston convection ” in which the piston absorbs 
heat at the top of its stroke and carries it quickly to the lower end, 
where it is absorbed by the cooler walls. The difference in temperature 
between the two ends becomes smaller as the speed increases ; this 
effect is beneficial in equalising the cylinder barrel expansion and 
cooling effects. The temperature of the exhaust gases from any given 
engine depends upon the compression ratio, the engine speed and 
general design, but normally varies between 600 and 750°C. Exhaust 
valve temperatures are very much dependent upon valve and valve 
seat design but usually lie between 350°C. and 450°C. in normal engines 
operating at medium speeds with average loads. On the other hand, 
exhaust valve temperatures of 650°C. are occasionally met, but should 
not be allowed to rise above this figure under full load conditions. 
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Exhaust valves should have wide seats to get rid of the heat as efficiently 
as possible and also reduce the unit loading of the seat inserts. In 
this connection, the cam design is important, as “ hammering ” of the 
seat inserts, by the valves dropping on them under high temperature 
conditions, shortens their life appreciably. The choice of fuel is 
important in keeping exhaust valve temperatures as low as possible. 
Even among fuels of the same anti-knock value differences are obtained, 
benzole blends giving slightly higher exhaust valve temperatures than 
fuels of the same knock rating containing tetra-ethyl lead. 9 

Referring to piston temperatures, Judge (loc. cit.) lias described the 
results of tests carried out by Professor A. II. Gibson on both cast-iron 
and aluminium alloy pistons in an air cooled aluminium cylinder, 
100 mm. bore X 140 mm. stroke. The following conclusions were 
reached : 

(1) “ Under normal operating conditions at full load, the tempera¬ 
ture at the hottest point of an aluminium alloy piston varies from 210°C. 
to 250°C., depending on the design of the piston and the composition 
of its alloy. This is with a clearance (cold) of about 25 thousandths of 
an inch. With such a clearance, the drop in temperature between the 
edge of the piston crown and the cylinder wall is from 25 to 30°0. An 
increase in the piston clearance increases the temperature of the piston.” 

(2) All aluminium alloy pistons working with the same clearance 
attain the same temperature to within very narrow limits. The difference 
between the best and the worst is only about 25"C., except in the case 
of an alloy containing 8 per cent, copper and I per cent, manganese 
which has a lower conductivity except when it has been annealed at 
4<50°C. for a short time. 

(3) Under the same conditions of operation, a cast iron piston of 
the same size has a maximum operating temperature of about 440°C. 
The advantage of using an aluminium piston depends upon, 
circumstances, but is greater at higher compression ratios because, 
under these conditions, the lower piston temperature reduces the 
tendency to knock very appreciably. 

672. Pressures in Internal Combustion Engines.-—The pressures 
developed in petrol engine operation arc inseparably connected with the 
temperatures and may be calculated approximately from the latter. 

It is of interest to consider what pressure changes occur after the 
passage of the spark at or near the end of the compression stroke. 
Explosion or pressure rise is not instantaneous with the passage of the 
igniting spark but lags behind it at a definite time interval depending 
upon conditions. Thus, in a petrol engine running at 2,000 r.p.m., 
with a compression ratio of 5 to 1, during the time interval equivalent 
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to about 15 degrees of crank angle after the appearance of the spark, 
no noticeable pressure rise above that due to compression is observed, 
(c.f., the diesel engine.) During this period, small nuclei of combustion 
must be present in the explosive mixture, but these are, as yet, so small 
as to produce no heating effect or pressure rise. This occurs even though 
a state of violent turbulence exists. 

Such a delay period preceding explosion after the passage of the 
spark is not affected to a marked extent by changes in temperature 
and pressure, when measured on a time basis. To compensate for this 
delay period, which increases in terms of crank angle with increase in 
engine speed, although on a time basis it remains substantially constant, 
it is necessary to advance the moment of passage of the spark, so that 
the spark advance necessary increases with rise in engine speed. The 
spark advance required to compensate for the delay period is only a 
part of the full advance necessary, for the time occupied by the pressure 
rise must also be allowed for, so that the peak of the pressure curve 
shall be reached before expansion has seriously begun. If the peak 
pressure is reached later than this, it means that some heat of com¬ 
bustion is not developed until a point when the remaining ratio of 
expansion is much reduced, and therefore also the efficiency with which 
this late-developed heat can be utilised in the engine. As soon as the 
delay period is over and general combustion has begun, the rate at which 
it proceeds is directly dependent upon turbulence. Without turbulence 
the rise of pressure would be so slow that it could not be completed in 
the time available. Fortunately, the degree of turbulence and rate of 
pressure rise increase with increase of engine speed. 

Indicator diagrams afford a valuable means of studying the pressures 
obtained during the various phases of the engine cycle. 

An interesting comparison, made by the aid of a high speed indicator, 
of the pressures developed in a petrol and a compression ignition engine 
has recently been given by Ricardo. 10 The former engine had a com¬ 
pression ratio of 6-2 to 1 and operated at 1,500 r.p.m., with 28° spark 
advance. Maximum pressure was attained 12° after top dead centre. 
The high speed C.I. engine had a compression ratio of 13-5 to 1, 
injection began at 16° before top centre and maximum pressure was 
attained at 12° after top centre. The B.M.E.P.s recorded were 139 
and 112 pounds per square inch, respectively. The petrol engine 
gave a maximum pressure of about 650 pounds and the diesel engine a 
pressure of 800 pounds per square inch. 

When the temperature at any point in the cycle is known, the corres¬ 
ponding pressure is, of course, easily calculated. Thus, if in the case of a 
petrol engine of 5-0 compression ratio, the compression pressure is 123 
lbs. per square inch, the compression temperature 1,258°E. absolute, 
the temperature after ignition 4,946°F. absolute and the ratio of specific 
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volumes is 105, then the pressure at the beginning of the expansion 
stroke is 


123 X 1-05 X 


4916 

1258 


508-5 lbs. per square inch. 


This calculated explosion pressure is somewhat higher than that found 
in practice due to the finite speed of burning of the mixture, as compared 
with the piston speed, which causes a slight rounding of the peak of the 
indicator diagram. 

Calculation shows that with benzene under these conditions the 
explosion temperature is 4,480°F. and the pressure 505 lbs. per square 
inch. 



673. Mean Effective Pressures. -In the normal indicator dia¬ 
gram, shown in Figure 165, the area A represents the useful work and 
the exhaust suction loop 13 the wasteful work. The effective work per 
cycle is therefore represented by the difference in ureas, A -B, and is 
therefore, a measure of the indicated horse power if the speed is known. 
The area of the diagram may conveniently be determined by the use of a 
planimeter, and from this may be determined the mean height, thus, 

^ Area in square inches 
Length of stroke (inches) 

Then b , multiplied by the pressure scale gives a value known as the 
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“ Indicated mean effective pressure.” From this, the 
horse power ” may be calculated. 

If P m — I.M.E.P. in lbs. per square inch, 
l = length of stroke in inches. 
a = piston area in square inches, 
n — number of cylinders, 

N = r.p.m. 


then Indicated Horse Power = 


V m laN n 
66 ,000 


“ indicated 


Alternatively, knowing the horse power of the engine, as determined by a 
brake or dynamometer (in which case it is known as the “Brake Horse 
Power ” and differs from the Indicated Horse Power by an amount 
which depends upon the mechanical efficiency), the Brake Mean Effective 
Pressure may also be calculated 

B.M.E.P. - 792,000 

VNn 

where V — piston swept volume in cubic inches, 

N - R.P.M., 
n — number of cylinders. 

These concepts of mean effective pressures are of much importance in 
considerations of engine power outputs. 


Volumetric Efficiency 

674. There are two different ways in which the volumetric efficiency 
of an engine may be defined. Either 

(a) the ratio between the swept volume of the piston and the volume 
of combustible material drawn in per stroke, reckoned at the 
pressure and temperature of the surrounding air ; or 

(b) the ratio between the quantity of combustible material drawn in 
per stroke and the quantity which would fill the swept volume 
at N.T.P. 

The second definition is generally used as it is more accurate in its 
expression. If we consider an engine operating in such a way that its 
inlet valve closes exactly at the end of the suction stroke giving a 
pressure in the cylinder equal to that of the atmosphere, i.e., 760 mms., 
then the volumetric efficiency is obviously equal to 

273 

Temperature in °C. absolute of indrawn charge 

If we assume the temperature of the indrawn charge to be 60°C., the 
volumetric efficiency is then 82 per cent. 
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In practice, the values obtained are usually less than this because 
the pressure at the end of the suction stroke is less than atmospheric. 
The time necessary to open and close the inlet valve makes it necessary 
to begin the closure about 35 degrees before the end of the stroke, 
which causes some throttling, and it is further necessary to delay com¬ 
pleting the closure until about 25 degrees after the end of the stroke, so 
that the effective swept volume is slightly less than would be given by 
the full movement of the piston. 

It is difficult to give a good average figure for the volumetric efficiency 
of a petrol engine, but it usually lies between 72 and 78 per (tent., for a 
normally aspirated engine. Apart from such factors a,s valve timing, 
type of induction system, etc., the volumetric efficiency depends upon 
the breathing capacity of the engine, upon the mixture strength, the 
latent heat of vaporization of the fuel employed, upon the heat received 
by the ingoing charge during its passage through the induction system 
and upon the compression ratio. 1 

The effect of breathing capacity is such that it is more important 
to provide ample area for the inlet than for the exhaust valves, and in 
order to reduce pumping losses it is an advantage to use large valves. 
Other factors must, however, be taken into account, such as the beneficial 
effect of inlet charge velocity upon turbulence and the difficulty of cool¬ 
ing large valves. The best conditions arc normally obtained with inlet 
mixture velocities of 120—140 feet per second. Figures higher than 100 
feet per second cause a falling off in volumetric efficiency. 

Mixture strength has an important effect on volumetric efficiency, 
which is intimately connected with that due to fuel latent heat. Due 
to the latent heat of the fuel, the temperature of the air is decreased 
as fuel becomes evaporated and it may be shown that, in the ease of 
the theoretical fuel-air mixture, the temperature of the inlet air is 
lowered, if no extra heat is added, by about 21 °C. For benzole t he figure 
is 26°C., and for ethyl alcohol 80°C. S all figures being based on the 
assumption that the fuel is entirely evaporated by the time the inlet 
valve closes and that no engine heat reaches the charge up to this 
point. In the case of ethyl alcohol, and particularly so in the case of 
methanol, the latent heat is so great that the mixture is unable to pick 
up sufficient heat for complete evaporation, during the suction stroke 
and this continues during the compression stroke. Obviously, for the 
same amount of fuel evaporated before the inlet valve closes, the amount 
of cooling and, therefore, the quantity of air drawn into the cylinder 
is greater the greater the latent heat of the fuel used. This accounts 
for the high power outputs obtainable from alcohol fuels, despite their 
low calorific values. (See Chapter 9, Volume I.) 

The effect of mixture strength upon volumetric efficiency is 
important. Changes in the latter are brought about by differences in 
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the amount of cooling caused by fuel evaporation and by alterations 
in the cylinder wall temperatures, caused by change in mixture strength. 
Fig. 166 shows the variation of volumetric efficiency with different 
mixture strengths for the E. 35 Ricardo engine at 5 : 1 compression 
ratio using petrol, ethyl alcohol and coal gas as fuels. When running 
on coal gas, no heat was added to the inlet air, but with the liquid 
fuels the air was heated to the extent of 0-024 C.H.U. per revolution, 
otherwise the volumetric efficiencies on the latter fuels would have been 
about 4 per cent, higher. Although the absolute values of volumetric 
efficiency obtained on the three fuels cannot therefore be usefully 
compared, the difference between the ways in which the volumetric 
efficiency is influenced by mixture strength is indicated. 



-20 -10 0 iO 20 30 

■Fra. 160. —Curves Shewing the Effect or Mixture Strength on Volumetric 
Efficiency with Different Fuels, 

{Reproduced from “ The Internal Combustion Engine," by D. R. Pye. Courtesy of The Clarendon Press.) 


In the case of each fuel, the volumetric efficiency falls a little as the 
mixture strength is varied from weak up to the theoretical value, after 
which ethyl alcohol gives a pronounced rise and petrol a slight rise. 
With coal gas there is some indication of a dropping tendency up to 
20 per cent, rich, after which the value is substantially constant. The 
slight diminution in volumetric efficiency as more fuel is added at weak 
mixtures may be due to some extent to an additional displacement of 
air by fuel vapour, but the main cause is most probably a rise in the 
surface temperatures of the walls of the cylinder head and piston as the 
flame temperature increases with the richer mixtures. As the mixture 
is enriched beyond the theoretical composition, more fuel is evaporated 
and, consequently, the temperature of the inlet air decreases and the 
volumetric efficiency rises. This effect is most pronounced in the case 
of fuels of high latent heat, such as the lower alcohols, and is of consider- 

189 




§675 MOTOR FUEL PREPARATION AND APPLICATION 

able importance in considerations ol power outputs obtainable with 
alcohol fuels. With alcohols, an appreciable amount of the fuel 
evaporates during the compression stroke, compression, is more nearly 
isothermal, the temperature of the cycle, as a whole, is lower, and the 
efficiency is raised thereby. The power output, is, therefore, increased 
somewhat, since a slightly greater proportion of the total internal energy 
available is converted into useful work. 


Fuki> Consumption and I’owwn Output 

675. The power output obtainable from an engine running on a given 
fuel is in no way dependent upon the ealorilie value of that find. The 
latter property only determines the fuel consumption necessary for the 
development of a given amount of work. 

With hydrocarbons, the thermal 
efficiency obtainable at a compres¬ 
sion ratio such that knocking does 
not occur is practically constant, 
irrespective of the type of hydro¬ 
carbon. Consequently, among hydro¬ 
carbons, the fuel consumptions for 
a given power output are practically 
constant, with tin- one important 
exception of fuels containing large 
amounts of benzole, whose specilie 
gravities and ealorilie, values per 
unit volume are somewhat higher. 
Consequently compression ratio and 
the ability of withstanding knock¬ 
ing, rather than calorific value, 
are the important factors governing 
power output and fuel consump¬ 
tion. 

The effect of mixture strength is 
of great importance in determining 
both fuel consumption and thermal efficiency. It has already been 
shown that over a large range of mixture strength on the rich side, the 
power output obtainable from an engine at constant speed varies but 
little, but is a maximum at about 20 per cent. rich. If, on an engine 
running on the maximum power mixture strength, or a richer mixture, 
steps are taken to reduce the supply of fuel while running, the fuel 
consumption is at first reduced with little alteration in power output 
and the fuel consumption per horse power will decrease in proportion. 
A point is ultimately reached when further fuel reduction causes a 
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more and more rapid fall in power and the fuel consumption, after 
reaching a minimum, begins to increase again. 

Typical fuel consumption curves, often called “ fuel consumption 
loops,” are shown in Figure 167. The length of the horizontal portions 
of these curves is an important characteristic of the engine and fuel 
used, for it indicates the range of power over which a good fuel economy 
can be obtained before the limit is reached at which the air-fuel ratio 
is too weak for rapid and regular combustion. In a multi-cylinder 
engine, the economical range of fuel-air ratio is always narrow in 
comparison, because there 
is always some inequality 
in fuel distribution and as 
soon as the cylinder re¬ 
ceiving the weakest mix¬ 
ture becomes starved of 
fuel, the limit of steady 
running is reached, even 
though the majority of 
the cylinders may still be 
receiving un economically 
rich mixture strengths. 

It is only because the 
calorific values per pound 
of nearly all liquid hydro¬ 
carbon fuels are substanti¬ 
ally the same that, for 
practical purposes, we can 
use the fuel consumption 
figures to express the heat 
economy of an engine. 

This is brought out in 
Figure 167, which refers to 
a single cylinder engine. 

The curve for pure benzene 
has been added in order 
to show that with this 
fuel, which gives almost 
the same thermal effici¬ 
ency as petrol, the mini¬ 
mum consumption expressed in pints per horse power, is some 5 per 
cent. less. If the fuel consumption had been expressed in terms of 
weight instead of in terms of volume, the fuel consumption would 
have been 5 per cent, greater instead of less. 

In spite of the fact that the lowest consumption on alcohol was 
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(Reproduced from " The Internal Combustion Engine," by D. R. Eye. 
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0-67 pounds per LII.P. hour as against 0-43 for petrol, the thermal 
efficiency was actually rather higher, being 33 •5 as against 32 per cent,, 
due to the effects of fuel latent heat. 

The effect of compression ratio upon power output and fuel 
consumption is shown in Figure 108 in which arc given fuel consumption 
loops for benzene at compression ratios of 4, 5, 0 and 7 to 1. 

Various Points Concerning High Compression Engines 

676, The general increase in specific power output of engines during 
the last few years has been made possible by an increase in the anti¬ 
knock properties of available fuels and by the solution of several 
problems peculiar to high compression and supercharged engines. 
Among these may be mentioned the modification of the thermal eliarac- 



•Fia. 109.—Crimes Shewing the TCiwkot oir -Adnokmal Cooling or Piston 
and Exhaust Valve on Brake Mean .Eeknutiv® Priohsukk or Thhottled 
Engine fob Equal Knocking Tendency. 

(Courtesy of Ethyl Gasoline Cvr/'oratuni.) 


teristies of sparking plugs, and the* development of well cooled exhaust 
valves which are highly resistant to oxidation, etc. Super-compression 
and supercharged engines introduce the problem of critical temperatures 
which, is not present in low compression engines, and the diminution of 
localized hot spots is essential. Cooling is a vital question in super¬ 
charged engines because of the increased quantity of heat that has to be 
dissipated. 

Recently a study has been made by the Ethyl Gasoline Corporation 
to determine the effect on power output of abnormal cooling of the 
exhaust valve and piston of a3J' X 5" single cylinder engine. The 
compression ratio was so adjusted that when the engine operated with¬ 
out the special cooling, it was necessary to close the throttle partially 
to prevent knocking. An internally water cooled exhaust valve per¬ 
mitted an increase of B.M.E.P, of 8 per cent, at the theoretical mixture 
strength for the same freedom from knocking, as shown in Figure 169. 
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HEAT BALANCE. 


8-CYLINDER ENGINE 


imps 

niste 

leap 


The use of soap-suds as a crankcase lubricant, in connection with spray¬ 
ing of the lubricant in copious quantities on the under side of the 
piston, permitted an increase of 25 per cent, in the B.M.E.P. A combi¬ 
nation of these two types of cooling increased the B.M.E.P. by one-third 
at a 15 to 1 air-fuel ratio. It will be noted in Figure 169 that the in¬ 
crease in B.M.E.P., at rich mixtures is not nearly so great as at the leaner 
mixtures, hence it is apparent that the gains due to exceptional cooling 
are more pronounced in engines which are designed to operate most 
economically. Similar phenomena have been observed in aero engines. 

The higher the com¬ 
pression ratio of a given 
engine, the cooler is its 
operation, because a S 250, ooo 

smaller amount of waste § 
heat is rejected and a 200,000 

larger amount converted 
into useful work. Figure 8^ 

170 shows a heat balance 1 50 ,000 

for a small eight cylinder £ 

engine at compression * 100,000 

ratios of 5-2, 6 0 and 7-0. 

The decrease in exhaust , AQ 

gas temperature with m- pi. 

crease in compression ratio e x . 

is contrary to popular 7 

belief. The facility with 
which high compression 0 . g 

engines are cooled is of 
great importance in auto¬ 
mobiles where convention¬ 
al radiator size does not 
permit the ready dissipa¬ 
tion of heat due to in¬ 
creased engine power. In Fia - ^O.-Thb Effect of Compression Ratio on 
® 1 the Heat Balance oe an Engine. 

aeroplanes, the smaller (Courtesy of Ethyl Gasoline Corporation.) 

heat rejection of the jacket 

is of even greater importance because of the air resistance introduced 
by the frontal area of the radiator. 

In high compression engines the accumulation of carbon presents a 
problem which is, in some cases, serious. By forming a coating of low- 
thermal conductivity on the surface of the combustion chamber, it in¬ 
creases surface temperatures, reduces volumetric efficiency and promotes 
knocking and pre-ignition. The clearance volume of high compression 
engines is quite small and carbon accumulation may considerably in- 
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crease the compression ratio. Many so called carbon solvents have been 
recently introduced on the market which are claimed to loosen the car¬ 
bon and enable it to be blown out of the exhaust ports. The solvents 
are periodically injected into the engine cylinder in small quantities. 

677. Effect of High Compressions on Average Bearing Pres¬ 
sures.—The average bearing load can ordinarily be materially dimin¬ 
ished by an increase in compression ratio. This seeming paradox is 
due to the fact that the inertia forces in engines arc almost invariably 
larger than those due to gas pressures. 

Figure 171 shows the pressures on the master crank pin of a Wright 
8-cylinder cyclone engine, operating at compression ratios of 5-5 and 
7-0 to 1, at 1,900 r.p.m. It will be noted that the actual average 
bearing pressures are less than the inertia forces alone. In other words 
if the engine were rotated at a speed of 1,900 r.p.m. without compression 
or firing, the bearing pressures would be larger than during actual opera¬ 
tion at full throttle. The increase in compression ratio from 5 5 to 
7-0 to 1 reduces the average bearing pressure from 17,000 pounds to 
16,300 pounds, or to the extent of 7-38 per cent. Bearing pressures 
for various American aircraft and automobile engines are summarized 
in Table 147. 


Table 147.—Effect of Compression Eatio on Mean Crank Pin .Pressure 
at Full Throttle 


Engine 


Wright Cyclone 9 

?> 3 } 

Continental A-70 
„ A-70 

„ A.-70 

„ A-70 

„ A-70 

A-70 

8-Cylinder Automobile 


Speed 


1,900 

.1,900 

1,486 

1,486 

1,800 

1,800 

2,200 

2,200 

1,000 

1,000 

2,000 

2,000 

3,000 

3,000 

4,000 

4,000 

6,000 

5,000 


Uonijm'fiHion 

Ratio 


!)■!> 

7-0 

5-5 

7-0 

5-5 

7-0 

5-5 

7-0 

5-5 

7-0 

5-6 

7-0 

5-5 

7-0 

5- 5 
7 b 

6- 6 


Bearing 
I’rmuru Kull 
Throttle. Llm. 

17,600 
1(5,300 

3.710 
3,7(55 

4.710 
4,(530 
6,735 
6,370 

532 
580 
1,203 
1,222 
2,492 
2,480 
4,460 
4,300 
7,081 
7,027 


Bearing 
Pressure in¬ 
ertia Only Lbs. 

20,050 

20,050 

3,485 

3,485 

5,760 

5,7(50 

7,700 

7,700 

286 

286 

1,138 

1,138 

2,590 

2,590 

4,600 

4,(500 

7,251 

7,251 


678. Factors Influencing Automobile Acceleration.—The ac- 
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celeration of an automobile is proportional to the accelerating force 
and inversely proportional to the mass. During the past five years 
the average accelerative ability of automobiles in America has increased 
only about 10 per cent., at the rate of about two per cent, per year. 
Engine torque has increased much more, but has been offset by increases 
in car weight due to greater engine weight and preference of the American 
public for larger cars. 



“ Cyclone ” Engine. Wide open throttle at 1,900 r.p.m. 

(Courtesy of Ethyl Gasoline Corporation.) 


The power required to drive a vehicle at constant speed along a road 
is utilized in overcoming air resistance and road friction. Additional 
potential power of the engine at the corresponding speed is available for 
acceleration of the vehicle. Figure 172 shows a curve of the power re¬ 
quired to drive a certain car at constant velocity over a range of speed. 
The power required to overcome wind resistance is a cubical function of 
speed, hence the rapid increase in power required at high speed for car 
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propulsion. The same figure also gives curves of wide open throttle 
engine power for the same car at compression ratios of 5 and 7-0 to 1. 
The top speed of the car in each case is determined by the intersection 
of the former curve with the engine power curve. 

It will be noted that the increased compression ratio results in a 
substantial increase in maximum speed. Although the actual increase 
in engine power due to this increase in compression mtio is only about 
15 per'cent., the increase in accelerating ability is greater at all speeds, 
but especially so at the higher speeds, due to the fact that the increased 
power made available is a large percentage of the net power available 
for acceleration. 



Via. 172. 

(Courtesy, Ethyl Gasoline Corporation.) 


679. Carburettors and Carburation. -The primary function of 
a carburettor is to supply to the engine an ignitable mixture of fuel and 
air of constant proportions under all conditions of speed or load, but 
it must also perform the following duties : 

(1) Pulverise the fuel as finely as possible in order to give a readily 
vaporisablc air-fuel fog. 

(2) Provide, momentarily, an over-rich mixture when the throttle 
is suddenly opened (see below). 

(3) Provide an over-rich mixture for starting or running idle at 
low speeds. 
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In its simplest form a carburettor consists of a “ metering ” jet, 
to which liquid fuel is supplied at a constant level from a chamber, 
and which is situated in the centre of a venturi nozzle or choke tube, 
through which the whole of the air passes on its way to the engine. 
The reduced pressure in the choke tube is relied upon to draw fuel from 
the jet in the form of a spray which is pulverised by the rapidly moving 
air in the choke tube and carried in the air stream to the cylinders. 

It can be shown that if : 

V = velocity of the liquid fuel at the top of the jet (feet per 
second), 

V a = velocity of the air at the top of the jet (feet per second), 

D — density of the liquid fuel (lbs. per cubic foot), 

D„ — density of still air (lbs. per cubic foot), 

h — difference between the fuel level and the top of the jet 
(inches), and 

g = 32-2, 

then these factors are related by the approximate formula 

V s =^v„ 2 -2gh, 

and for fuel to flow at all, the air must have a velocity of at least 
V 0 = 2 gh ~ feet per second. 

By reducing the choke tube area sufficiently, this air velocity can 
be attained, even when the engine is running at very low speeds. 
Moreover, a high air velocity through the choke is necessary in order to 
pulverise the fuel into a readily vaporisable fog. The obvious 
disadvantage of any such carburettor is the excessive pressure drop 
across the choke which reduces the volumetric efficiency of the engine. 

A difficulty encountered in any type of jet carburettor is that as 
the speed at which the air flows through the choke tube increases, so 
the flow of fuel also increases, but at a considerably greater rate, with 
the result that if the proportional sizes of jet and choke tube diameters 
are chosen to give a t! correct ” mixture at any one speed, the mixture 
will be too weak at a lower speed and too rich at a higher speed. Some 
type of mechanism is therefore necessary to compensate for this effect. 

Attempts to correct the tendency to over-richness at high speeds 
exhibited by the simple carburettor led to the early adoption of an 
auxiliary valve which came into operation at the higher speeds and 
admitted air to dilute the over-rich mixture formed in the choke tube. 
Such an arrangement is not at all satisfactory because it necessitates 
a moving part which soon gets out of adjustment. 
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Compensation is also effected in some carburettors by means of an 
additional jet fed by gravity from the float chamber and open to the 
atmosphere, the fuel flow through which is unaffected by choke tube 
depression. This type of compensation is very effective in giving fairly 
accurate metering under all conditions of load or speed. 

A carburettor must also be capable of sup] dying a rich mixture 
when the throttle is suddenly opened, for the following reason. When 
an engine is running light with the throttle almost; dosed, the pressure 
in the induction system is much lower than it is when the throttle is 
opened suddenly. In the first ease the pressure may be only 5 pounds 
per square inch absolute and in the second case will be nearly that of 
the atmosphere. At the lower pressure even a fuel of fairly low volatility 
will vaporise with ease, but at the higher pressure liquid fuel will be 
deposited on the walls of the induction manifold and the mixture that 
reaches the cylinders will be, in. all probability, too weak to burn, 
unless the fuel used is very volatile, this state continuing until the walls 
of the induction manifold arc thoroughly covered with a lilm of liquid 
fuel. 

This can be overcome in two ways, either by raising the temperature 
of the induction manifold to make the fuel vaporise more easily or by 
arranging for an over-rich mixture to be supplied momentarily when the 
throttle is suddenly opened. The first method is used to a large exlcnt 
by the use of induction manifolds heated from the engine or the exhaust 
system, but is to be avoided because of the lowering in volumetric 
efficiency that it brings about. The second method is satisfactory, 
it costs nothing in power output, and permits both of working normally 
with the most economical mixture strength and of reducing the heat 
input to the induction system. So called “ pump carburettors ” 
are now available to meet this requirement and incorporate a small 
pump element which injects a certain quantity of liquid fuel into the 
choke tube, whenever the throttle is suddenly opened. These 
carburettors arc finding much popularity in sporting events because 
of the high engine acceleration which they allow. A, simpler method, 
and one which has been in use for some years, is employed in carburettors 
using a gravity fed compensating jet. A well is provided, having a 
capacity sufficient to .supply a 100 per cent, excess of fuel for, say, 3 or 
4 cycles, and fed from the compensating jet. When running on full 
throttle, this well is normally dry, but when idling the well fills up to 
nearly the level in the float chamber. As soon as the throttle is opened, 
the sudden depression caused by the inflow of air to the induction system 
draws the whole of the contents of the well into the induction system 
and thus provides momentarily an over-rich mixture containing enough 
fuel sufficient for the formation of an ignitablc fuel vapour-air 
mixture. 
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680. In all carburettors used for aircraft, it is necessary to provide 
some means of compensation for altitude effects. This is effected by 
means of what are termed altitude controls. The effect of diminished 
air density at altitude, assuming that the earburation is correct at sea 
level, is to reduce the weight of air passing through the carburettor, 
but the velocity of the air past the jet is not diminished in a like manner, 
so that there is approximately the same suction on the jet, and, therefore, 
relatively more petrol than air is drawn into the cylinders, and the 
mixture becomes richer in petrol. 

A satisfactory method of compensation for altitude consists of 
reducing the pressure in the float chamber, so that the petrol pressure 
head on the jet is reduced, and less petrol flows at the higher altitudes. 
Figure 173 illustrates the principle of this method. 



The float chamber is hermetically sealed and is provided with a tube, 
a b, connecting it to the air inlet. A second tube, ef, joins the top of 
the float chamber with the mixing chamber, above the choke tube , 
and a hand controlled tap, R, is placed in this passage. When the 
engine is running with the tap R closed, there will be a certain vacuum 
in the mixing chamber at d, whilst at A and C practically atmospheric 
pressure will exist. Under these conditions, the discharge fiom the 
main jet is governed by the difference between the pressure at C and d. 
The effect of opening the tap R is to lower the pressure at C, and there¬ 
fore to reduce the pressure difference so that less petrol flows. Auto- 
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matic control of the tap R is arranged for by means of an aneroid device 
consisting of an exhausted corrugated box, the sides of which open as 
the air density decreases. By means of a system of levers, the move¬ 
ment can be arranged to operate the vacuum control device to give more 
air in the fuel-air mixture as the altitude increases. 

Variations in fuel viscosity with change in temperature are usually 
small, but are sufficient to cause definite alterat ions in mixture strength. 
At very low temperatures, marked weakening of the mixture strength is 
observed. 16 In view of all the above disadvantages of the carburettor, 
it is not surprising to find that work is being carried out in an attempt to 
devise some much simpler and more efficient apparatus for getting the 
fuel into the engine cylinder in the required proportions. In this 
connection, recent work on direct injection of fuel is of much interest. 
This is dealt with later (see Chapter XVIII). 

Recently, so called “ downdraft 55 carburettors have been intro¬ 
duced on some automobile engines. In the normal updraft carburettors, 
in which the point at which the fuel joins the air stream is a point above 
its level in the float chamber, a high air velocity is required in the choke 
tube to assure a flow of fuel from the jet and to carry the fuel into the 
engine without precipitation. On the other hand, in downdraft car¬ 
burettors, the fuel outlet is below the fuel level and the air stream does 
not have to do work in carrying the fuel. Power output is thus in¬ 
creased by increasing the volumetric efficiency. Larger manifolds 
may be employed and the air flow capacity of carburettors increased. 
For reasons which need not be entered into here, the metering charac¬ 
teristics of the downdraft carburettor arc superior to those of the con¬ 
ventional type. 11 

681. Fuel Mixture Distribution.—Successful earbimilion involves 
two separate phenomena, first the production of a petrol-air mixture of 
constant proportions in the carburettor and, secondly, the distribution 
of this mixture to the engine cylinders through the induction manifold. 
The latter is difficult to achieve, but it is necessary to provide to each 
cylinder of a multi-cylinder engine exactly equal amounts of fuel-air 
mixture of constant composition. Imperfect distribution causes un¬ 
even torque and unnecessary vibration, it increases fuel consumption 
and results in a loss of power output. It is often found on a six cylinder 
automobile engine fitted with only one carburettor that some cylinders 
operate with much richer mixtures than the others, and it is necessary 
to provide some cylinders with an uneconomical mixture strength so 
that the other cylinders get a mixture rich enough to fire. 

The complexity of the problem of distribution is evident from a 
consideration of the numerous factors involved, which may be listed as 
follows :— (a) degree of atomization, (b) lack of homogeneity of the 
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mixture, (c) precipitation, (d) division of air flow, (e) application of heat, 
(g) manifold design and (h) port design. Each of these items is a separate 
problem. 

The degree of atomization obtained with commercial carburettors 
varies markedly from one model to another, but it is evident that the 
better the atomization and the smaller the fuel particles carried by the 
air stream, the better is the chance of obtaining good distribution 
between the various cylinders without fuel precipitation. Some 
carburettors are very sensitive with regard to the position of the throttle 
valve, which often deflects the mixture to one side or other of the 
manifold depending upon the position of the throttle, causing the ex¬ 
treme cylinders to run with rich and lean mixtures alternately. 

A detailed consideration of the problems underlying fuel mixture 
distribution in the inlet manifold is outside the scope of this book and 
the reader is referred to the references at the end of this chapter for 
further information. An important factor involved is, however, that 
of fuel volatility, which is described later. Another factor is the latent 
heat of vaporization of the fuel, which assumes considerable importance 
in the carburation of alcohol fuels, particularly methanol, which has a 
latent heat approximately 3-5 times as great as that of an average 
hydrocarbon fuel. 

682. Adjustments necessary to a Carburettor in order to 
operate satisfactorily on Different Fuels.—-Float chamber carburet¬ 
tors are susceptible to changes in the specific gravity of the fuel used, 
since when fuels of high specific gravity axe used, e.g., benzoles or 
alcohols, the float rises to a greater height above the fuel level and cuts 
off the fuel supply early. The nett result of this is to lower the level 
of the fuel in the float chamber and jet and so cause a weakening of the 
■mixture strength. Therefore the weight of the float must be readjusted 
to compensate for this effect, and made heavier for fuels of high specific 
gravity. It can be shown that if 

W — weight of float mechanism, 

D p — specific gravity of petrol, 

D b = specific gravity of benzole, 

then tv, the additional weight required when running on benzole, 
is given by the expression 

W (Db - D,) 

For fuels of different calorific values, the size of the carburettor jet 
should be adjusted so as to deliver per unit time the same quantity of 
fuel heat units. 
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Automobt r/rc Engin es 

683. Tlic modern automobile engine is an extremely efficient and 
reliable piece of mechanism which is constantly being improved and it 
is of interest to consider briefly the main features of recent designs. 

On the Continent, and in the United States, the present tendency in 
motor car engines is towards an increase in the number of cylinders, but 
in this country, because of the tax upon horse power, the 8-cylinder 
engine has practically disappeared and very few representatives of the 
12 cylinder class remain. The 4 cylinder engine has, however, now been 
passed in numbers by the 6 cylinder engine in the United Kingdom, 
60 per cent, of the total number of different models now being 6 cylinder 
engines. Nevertheless, in this country, the so called “ Baby ” ear, of 

7— 9 horse power, lilted with a 4 cylinder engine, is extremely popular, 
due to the decreased purchasing power of the public caused by excessive 
taxation. Such ears arc now finding their way on to the European and 
American markets. 

This development, peculiar to the British market, has led to the use 
of high engine speeds and engines of high specific output. 

Of the small, ear class, the 1983 Triumph “ Super Nine s> is typical. 
This car is flitted with a four cylinder engine of 00 mm. bore and 00 mm. 
stroke, giving a total swept volume of 1,018 cos., and an R. A.C. rating of 

8- 9 lap. The engine develops 21 -5 B.II.P. at. 2,500 r.p.m., 25*5 B.II.P. 
at 3,000 r.p.m., 28-5 B.II.P. at 3,500 r.p.m., and 30 B.II.P. at 4,000 
r.p.m. An engine speed of 3,000 r.p.m. corresponds to a road speed of 
41 -8 m.p.h. in top gear. The compression ratio is 5-0 to 1. A one piece 
detachable cylinder head is fitted. The exhaust valves arc arranged at 
the side, the inlet valves being overhead, arranged almost centrally 
over the cylinder bores, while the sparking plugs are almost directly over 
the exhaust valves. The result is a combustion chamber of pear 
shaped form comparatively free of any tendency to knock with present 
British fuels. 

Another popular ear in this class is the Hillman “ Minx,” having a 
four cylinder engine of 63 mm. bore and 65 mm. stroke. The swept 
volume is 1,184-5 ccs., corresponding to an R.A.C. rating of 9-84 h.p. 

Among larger sized cars, the Morris range of automobiles are of 
interest, some particulars of which are given in Table 148, which has 
been compiled from information supplied by Morris Motors Limited. 

Some figures have recently beexi published referring to the power 
outputs of Talbot car engines. 12 These arc given in Table 149 and 
refer to (a) a 2 J litre unsupercharged 0 cylinder engine, running on petrol- 
benzole with a compression ratio of 10:1, and (b) a 1 \ litre supercharged 
eight cylinder engine, running on alcohol fuel at a compression ratio of 
6-2 to 1. 
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$ 

r—< 


Petrol Consump¬ 
tion Pints/B.H.P./ 
Hour at Maxi¬ 
mum Torque 

i 

0-63 

0-60 

0-61 

Petrol Con¬ 
sumption. 

1 M.P.G. 

22 

27 

35 

R.P.M. at 
Maximum 
Torque 

1,300 

1,400 

1,600 

B.H.P, under 
Road Con¬ 
ditions 

i 49’2 at 

3,200 r.p.m. 

32-2 at 
3,400 r.p.m. 
23 at 

3,200 r.p.m. 

1 

Compression 

Ratio 

5-6 

5-54 

5-76 

Bore Stroke 
, Ratio 

1-594 

1-665 

1*61 

Total 

Swept 

Volume 

Ccs. 

i 

2,468 

1,803 

1,292 

Bore and 
Stroke. Mms. 

69 x 110 

61-25 x 102 

63-5 X 102 

Engine 

Isis 6 cylinder 

o.h.v. 

Major 6 cylinder 
s.v. 

Ten 4 cylinder 
s.y. 
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Table 149. Power Outputs op Pacini: Car Engines 


Touring Car Engine Tuned for .Racing. 2£ Litre 

Racing (! a r 

Engine. 8 Cylinder, 

6 Cylinder U ns u per charged. Flat Head 

Supercharged 

Hemispherical Head 

R.P.M. 

B.M.'E.P. Lbs. Per Square 
Inch 

B.II.P. 

IS.M.E.P. Lh.H. 

Inch 

v ' s ‘”’ n.iiL 

2,500 

125 

55 

227 

04 

3,000 

125 

66 

233 

79 

3,5000 

125 

77 

240 

95 

4,000 

124 

86-5 

244 

110 

4,500 

3.17 

92-5 

242 

123 

6,000 

103 

90-5 

239 

135 

5,500 

— 

— 

233 

145 

6,000 

— 

— 

224 

152 

6,500 

— 

— 

214 

157 

7,000 

— 

__ 

202 

160 


Concerning high powered lorry engines, the A.E.C. “ Mammoth 
Major,” 120 h.p. engine is a well known example of this class. Rated 
at 45 h.p., it develops, with an economical carburettor setting, 00 
B.II.P. at 1,000 r.p.m., and acceleration is smooth and steady until a 
power output of 120 B.II.P, is attained at 2,400 r.p.m., at which speed a 
governor operates. Overhead valves are fitted and these arc operated 
by an overhead camshaft. The crankshaft is of the 7 hearing type with 
bearings of 2| inches diameter. Partial balancing is provided by 
counterweights to relieve the main bearings of some of the dynamic 
loading. The power output characteristics of this engine are given in 
Chapter XIX. (see paragraph 8(35). 

Details of some 1933 American car engines are given in Table 150. 
In America, the compression ratios of such engines continue to rise 
slowly, chiefly as a result of fitting aluminium cylinder heads of the 
turbulent type and means for controlling temperatures. 17 

Moron Cyclic Engines 

684. The motor cycle engine has undergone many changes during 
the past ten years, and at the present time motor cycles capable of 
speeds of over 90 miles per hour are quite common. Single cylinder 
engines arc most popular and by far the larger number of these are air 
cooled. Two stroke engines are widely used on the smaller and lighter 
machines. 

Motor cycle engines are mainly of three sizes, 250 ecs., 350 cos. and 
500 ccs. capacity, having nominal rated horse powers of 2-5, 3-5 and 5-0. 
respectively. Two stroke engines arc mainly confined to the 250 ecs. 
capacity category. 

Four stroke engines are mostly fitted with overhead valves, operated 
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cither by an overhead camshaft or by push rods. Some models, such 
as those manufactured by Rudge Whitworth, have four valves, two inlet 
and two exhaust, while others are fitted with only one exhaust and one 
inlet valve. The valves arc disposed radially in the cylinder head, 
giving a very efficient pent-roof combustion chamber of very good anti¬ 
knock characteristics. Sparking plugs are either placed in the centre 
of the head or at one side with a slight bias to the exhaust valve. 
Aluminium or aluminium alloy pistons are now standard and are often 
dome shaped so as to allow the attainment, of high compression ratios. 
Standard models have compression ratios of (5 7 to 1, while racing 

models often have compression ratios as high as 10 to 1 when the use of 
alcohol fuels is allowed. With petrol-benzole fuels, compression ratios 
are usually limited to about 7-5 to 1. 

Recent data concerning three motor cycle engines, manufactured 
by Messrs. Rudgc Whitworth, Limited, Coventry, England, are repro¬ 
duced in Tables 151 and 152. 12 Additional figures for the power out¬ 
puts of motor cycle engines operating at various compression ratios on 
various fuels are given in Chapter IX (Volume I), paragraph 425. 


Taulb 151. Runun Whitworth Moron Cycle JSnuinks 


Oapiusily 


500 ('CM, 


:sno c 


250 ROB. 


bore, nun. 

Stroke, jinn. 
Capacity, cos. .. 
Compression Ratio 

Fuel 

Valve Arrangement 

Lubrication 
Big End Bearing 
Piston 
Ignition. 

Weight, lbs. 


85 

88 

40!) 

7-25 

f 50% Petrol 
*■50% Benzole 
2 Inlet Parallel j 
2 Exhaust Radial 


70 

00*5 

34!) 

84 ) 

50% Petrol 
50% Benzole 

4 Radial 


02-5 

81 

240 

1 ) 4 ) 

50% Petrol 
50% Benzole 

1 Radial 


'.Dry Rump 

Caged Roller j Plain | Plain 

Aluminium Slipper 

Magneto and centrally situated sparking plug. 
85 I 80 | 55 


Aero-Engines 

685. Perhaps the most efficient internal combustion engines manu¬ 
factured arc those used in aircraft. The acro-cngine must be efficient 
not only in relation to the fuel it consumes, but in every possible respect, 
including the material of which it is constructed, because the utmost 
reliability is demanded. For military aircraft, this high reliability must 
often be combined with very high power output. 
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500 

CCS. 

350 

CCS. 

250 ccs. 

R.P.M. 

B.M.E.P. 

B.H.P. 

B.M.E.P. 

B.H.P. 

B.M.E.P. 



Lbs./sq. in. 

Lbs./sq. in. 

Lbs./sq. in. 

B.H.P. 


161-5 

22-3 

_ _ 

_ 

_ 

— 


171 

26-3 

— 


— 

— 


172 

29-3 

— 


— 

— 


173 

30-6 

171 

21-2 

— 

— 


173 

31-9 

171 

22-2 

174 

161 


171-5 

33-0 

174 

23-4 

175 

16-8 


172-5 

34-5 

175-5 

24-6 

177 

17-7 


170 

35-3 

177 

25-8 

176 

18-3 


166-5 

35-8 

179-5 

27-1 

175 

18-9 


163 

36-3 

179-5 

28-1 

175 

19-6 


158 

36-7 

178 

28-8 

176 

20-4 


— 

— 

175-5 

29-3 

176 

21-0 


— 

— 

171 

29-6 

173 

21-4 


— 

— 

— 

— 

172 

21-9 


— 

— 

— 

— 

169 

22-1 


— 

— 

— 

— 

158 

21-5 


The late war gave a tremendous impetus to aero-engine development 
and since 1918 much progress has been made, culminating in the de¬ 
velopment of planes capable of speeds in excess of 300 miles per hour. 
Service planes are now in regular use which have normal speeds of 
over 200 m.p.h. 

Development of aero-engines in this country has, for the most part, 
been directed along three avenues, the air cooled radial engine, the 
straight line multi-cylinder engine, one piston operating each crank, and 
the Vee type engine, in which two pistons are coupled to each crank. 

Straight line multi-cylinder engines, usually of 4 or 0 cylinders, have 
been developed for both air cooling and liquid cooling. 


686. Air Versus Liquid Cooling.—Much controversy exists as to- 
which type of cooling is the most desirable in aircraft engines. The 
water cooled engine starts with the heavy handicap of a radiator and 
water connections, involving considerable additional weight, and what 
perhaps is even more serious for military purposes, much greater vulner¬ 
ability ; but against these defects must be offset a very large advantage 
on the score of reliability, and the ability, owing to the lower cylinder 
temperature, both to consume less lubricating oil, to employ a higher 
compression and, therefore, to obtain a lower fuel consumption. How¬ 
ever, the air cooled engine scores on the ground of greater simplicity and 
other points. Its first cost, for a given power output, is about 20 per 
cent, lower than the in-line water cooled engine, it contains about 20 
per cent, fewer parts, and has a 30 per cent, lower weight. 13 Under 
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service conditions, l.lio radial engine is claimed to give greater mameuvr- 
ability. An objection to the radial engine is that the heat is located in 
certain spots in the cylinders and cylinder heads and is diilieult to 
remove, but owing to the disposition of its cylinders and its relation to 
the slip stream from the propellor, it. offers the most ideal ease for air 
cooling and it is in this type of engine that, air cooling has been developed 
with the greatest success. 


687. High Temperature Liquid Cooling. Recently a consider¬ 
able amount of work has been carried out, both in this country and 
in America, on the possible use of liquids of higher boiling point, than 
water as cooling media for liquid cooled engines. There are several 
reasons for increasing the temperature of the coolant, 

(1) Saving in. weight. 

(2) Higher air speed of the airplane by reduction of drag. 

(8) Possibility of decreasing fuel consumption. 

(4) Simplification of controls. 

With reference to the first item, it has been found that a little over 0*2 
bs. par horse-power can be saved in weight, using an outlet cooling 
temperature, of d()O rt JF., obtained using ethylene glycol (Prestone.) as the 
cooling liquid. On a Curtis pursuit plane, the use of this material at this 
temperature allowed a 7,7 per cent, reduction in the size of the radiator, a 
10 per cent, reduction in the air resistance of the entire plane and 
materially increased the maximum speed. J4 

It will be evident that it is not possible to take an engine which has 
been developed for water cooling with an exit, temperature of 180°F., 
and run it at practically double this figure. There are a number of 
difficulties to be overcome. In the first place, the higher temperature 
lowers the strength of aluminium alloy materials very greatly. It in¬ 
creases the difficulty of cooling pistons and, therefore, more heat is 
t ransmitted to the lubricating oil, which in turn must be better cooled. 

Ethylene glycol has the advantage of being an anti-freeze material 
so long as it contains 5 per cent, of water, but it has a tendency to leak 
very badly and extra precautions must be taken to prevent this. Lubri¬ 
cation problems on engine parts arc more difficult, on account of the 
higher temperature, and more care must be taken in the construction of 
radiators on account of the reduction in strength of the usual solder. In 
general, the higher temperatures involved are somewhat similar to those 
experienced in air-cooled engines and it is therefore necessary to change 
clearances throughout the engine to correspond with these high tempera¬ 
tures. 15 It is probable that the development of high temperature 
liquid cooling will do much to reduce some of the inherent disadvantages 
of liquid cooled engines in the near future. 
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688. Types of Aero-Engines Now Employed.—For the smallest 
and lightest type of aircraft, the air cooled engine is practically supreme 
on the grounds of first cost, but the water cooled 6-cylinder in line engine 
is used to a considerable extent. The average engine capacity is approxi¬ 
mately 6 litres. The four cylinder in-line engine is now entering into 
this class and is likely to prove a healthy competitor. 

For small civil type planes, it appears that favour is gradually turn¬ 
ing to the small twin engined passenger machine, carrying about six 
people. If expectations are realized, then the small civil type engine of 
150 horse-power to 200 horse-power will become a really important 
category. The so-called medium size civil type engine is of 350—400 
horse-power. Under the category of military and air liner type engines, 
the liquid cooled engine of 600 to 700 horse-power plays an important 
part, as instanced by the Rolls Royce range of 12 cylinder Vee type 
engines, while 800—900 horse-power high efficiency military planes are 
normally fitted with either 9 cylinder radial engines or Vee type water 
cooled engines. 

In this country, the best known types of water cooled engines are 
those manufactured by Rolls Royce, Ltd., while the Bristol Aeroplane 
Company is well known for its air cooled engines. In America, the air 
cooled engines of the Pratt and Whitney Aircraft Co. have an enviable 
reputation. 

Aero Diesel engines are dealt with in Chapter XIX. 

Description of Typical Aero-Engine 

689, Rolls Royce Water Cooled Engine.—The latest productions 
of the Rolls Royce Company are known as the “ Kestrel ” and the 
“ Buzzard.” These engines are of similar design and are of the Vee type, 
embodying two lines of 12 cylinders inclined at an angle of 60°. In 
both types, an effort has been made to reduce the frontal area to an 
absolute minimum so that the fuselage drag of the aircraft into which 
they are fitted can he made as low as possible. 

The “ Kestrel ” engine is supplied in no less than twelve varieties, 
all incorporating the same main components. These twelve types are 
obtained by supplying the engine with three different gear ratios : 
•632 :1, -552 : 1, and -475 : 1. These three gear ratios can be applied 
to engines of two different compression ratios, namely 7 : 1 and 6 : 1, 
with normal aspiration, or, alternatively, by fitting superchargers either 
of what is known as the “ moderate ” type, that is to say, permitting a 
certain amount of supercharging at take off and maintaining 525 
horse-power to 2,000 feet, or the “ full ” supercharger, which is capable 
of maintaining the ground level rate-power up to 11,500 feet. In con¬ 
nection with the high compression engines, the rated output of 480 horse- 
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power is developed at normal speed at ground level and maintained 
to an altitude of 8,000 feet by opening the throttle to the fullest extent. 
The “ Buzzard ” engine is supplied fitted with a supercharger which 
can be fully used at ground level in order to facilitate taking off heavy 
aircraft from the ground. Two different propeller gear ratios are pro- 
provided, viz., -553 to 1 and -477 to 1. 



BCVOIUTIOM PER MINUTE (CRANKSHAFT) 

COTWESSIOU RATIO - 6 

Atmospheric temperature ■ IG*C 
Atmospheric pressure ■ 29-97 ins. Mercury 
Curves shown are coma to within Zi 7 . 

BRAKE HORS E POWER A NP CONSUMPTION CURVES 

Rolls-Royce 'Kestrel Aero Engines 

(UHSU PEgCHABG EO ) 



Brake horse pouch an d C ohsumpti on curves 
Rolls- Royce 'Kestrel' Aepo Engine 
( full supercharge? ) 


Fw. 175. 


(Courtesy of Hulls - liuyi ' i ', I . ld .) 


Fill. 170. 


In both the “ Kestrel ” and “ Buzzard ” engines, the cylinder con¬ 
struction is of an aluminium block design giving a very light and rigid 
engine. The cylinder blocks arc aluminium castings and the cylinder 
heads with the necessary passages for the gas and exhaust are cast in¬ 
tegrally with tlic walls forming the water jackets. Renewable valve 
seating rings axe screwed into the heads and the valve guide bushes arc of 
cast iron. There arc two inlet and two exhaust valves per cylinder, the 
valves being operated by an overhead camshaft and a separate rocker 
being provided for each valve. 

The pistons are made from forged “ Y ” alloy and are machined all 
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over. The connecting rods are of “ H ” section and are of forked type. 
Three lubricating oil pumps, of the geared type, are provided and the 
engine is lubricated on the dry-sump principle, the bulk of the oil being 
carried in a separate service tank, from which it is delivered to various 
parts of the engine. 

In “ Kestrel ” engines of types : A ” and “ B ”, two Rolls-Royce 
Duplex Carburettors are mount¬ 
ed between the cylinder blocks. 

The two throttles of each carbu¬ 
rettor are connected, so that all 
four throttles are opened and 
closed simultaneously and to the 
same extent. The carburettors 
are fitted with a device by which 
the flow of petrol from the float 
chamber to the jet is auto¬ 
matically regulated in accord¬ 
ance with the altitude at which 
the machine is flying. Compen¬ 
sating passages are provided to 
maintain the same pressure in 
the float chamber as in the 
throat under all conditions. The 
compensating passages, in addi¬ 
tion to reducing eddying, enable 
the float chamber cover to be 
sealed, thus reducing the risk of 
petrol leakage. Petrol is supplied 
to both carburettors by a small 
gear pump. Superchargers fitted 
to the “ Kestrel ” and “ Buz¬ 
zard ” engines consist of high 
speed centrifugal fans mounted 
co-axially with the crankshaft at 
the near end of the engine and 
drawing their air supply through the carburettors. 

Ignition is by two 12-terminal high tension magnetos mounted on 
opposite sides of the auxiliary gear casing. 

Details concerning the “ Kestrel ” engines are given in Table 153, 
and power curves for unsupercharged and full supercharged engines are 
reproduced in Figures 175 and 176. Similar figures for the “ Buzzard ” 
engines are given in Table 154. The power outputs of these engines at 
various altitudes are given in Figure 177. 



RR OWMS BASED UPON PtRfORMANCC AT THE NORMAL RPtl 
£ TAKN6 THE FIXED BLADCD AIRSCREW CHARACTERISTICS 
INTO ACCOUNT BY ASSUMING PR08ABCC CHANCES IN R.PM 
AT THE VARIOUS ALTITUDES 
ifarc- (*ATC THROTTLE STOPS ARE EMPLOYED AT THE LOWCR 
ALTITUDES TOR ALL ENSNE5 WITH THE EXCEPTION OT TYPES 
' Kestrel' A £ 'Buzzard* MS 
Rolls-Royce Aero Engines. 

Fig. 177. 

(Courtesy of Rolls - Royce , Lid .) 
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* At normal B.H.P. and R.P.M. 

t Includes carburettors., magnetos, engine feet reduction gear and air screw bub, but excludes exhaust manifolds, radiator, air screw 
oil, fuel and water. 
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Table 154.* Rolls-Royce " Buzzard ” Aero-Engines 



Moderate Supercharger 


Buzzard II MS. 

Buzzard III MS. 

Bore, inches 

6-00 

6-00 

Stroke, inches 

6-60 

6-60 

Normal rated B.H.P. (Ground level) .. 

825 

825 

Normal Crankshaft R.P.M. 

2,000 

2,000 

Maximum B.H.P. 

920 

920 

Maximum Crankshaft R.P.M. 

2,300 

2,300 

Normal air screw R.P.M. 

1,106 

954 

Compression Ratio 

5-5 

5-5 

Fuel Consumption, Gallons per hour .. 

53 

53 

Oil Consumption, Pints per hour 

9 

9 

Weight of Engine, Lbs. 

1,530 

1,530 


690. Bristol Aeroplane Company—Radial Air Cooled Engines.— 
The Bristol “ Mercury ” and “ Pegasus ” engines are of the air 
cooled radial type having nine cylinders arranged in a single row at 
40° intervals around a forged duralumin crank case, the design having 
been arranged to produce an efficient but simple and compact high 
performance unit particularly suitable for air cooling. 

The cylinders consist of open ended steel barrels closed by a screwed- 
on head of forged aluminium alloy carrying four overhead valves and 
rocker gear. The exhaust ports are located at the front of the head 
directly in the air stream in order to ensure an equable temperature dis¬ 
tribution throughout the head with freedom from hot spots. The four 
overhead valves per cylinder are operated by push-rods from the two row 
eight lobe cam sleeve running concentrically with, and driven from, the 
front end of the crankshaft, compensating gear ensuring that the correct 
valve clearances are automatically maintained over the widest range of 
operating temperatures. 

All types are provided with a centrifugal type blower in the induction 
system. The unit is mounted immediately behind the rear wall of the 
crank case, concentric with, and driven from, the tail end of the crank¬ 
shaft around which it revolves. The drive from the crankshaft is 
through multiplying gears and incorporates flexible spring drive and 
friction clutches damping out cyclic shocks and protecting the high 
speed gears and impellor from any shock loads resulting from excessively 
rapid engine acceleration and deceleration. 

The Duplex carburettor feeding the induction system is mounted on 
the intake side of the blower, the mixture being drawn axially into the 
impellor and discharged radially via a fixed diffuser into the annular 
induction chamber surrounding the blower. From this chamber, the 

* Courtesy of Rolls-Royce, Limited. 
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mixture flows to the cylinders by the 18 radial pipes feeding each of the 
cylinder inlet ports. 

Dual ignition is provided by two TLT. magnetos firing two sparking 
plugs in each cylinder, the magnetos with other auxiliary drives and 
accessories such as oil pump and filters, starter system and petrol pump 
being carried on the crank case rear cover ensuring the necessary pro¬ 
tection for these components. 

The Mercury Series V-S2. This is a compact engine of 
small overall diameter, intended for use in high performance scouts 
or similar aircraft having a speed at high altitude of some 200 miles 
per hour or more. The supercharger has a high gear ratio and maintains 
the normal pressure in the induction system up to an altitude of 12,000 
feet, at which the power is 520 B.II.P. at the normal speed of 2,250 
r.p.m.; the maximum power obtainable is 570 B.II.P. at 2,GOO r.p.m., 
at an altitude of 16,000 feet. 

The Pegasus II Types M2 and M3. These engines are alike 
except for the speed ratios of their airscrew reduction gears, the 
ratio of the type M2 engine being 0-CGG to 1 and that of the type M3 
0 5 to 1. The supercharger is in each case of the medium duty type 
and gives a rated altitude of 5,000 feet, at which 580 B.II. P. is developed 
at the normal speed of 2,000 r.p.m., or 035 B.II.P. at 0,500 feet at a 
maximum speed of 2,300 r.p.m. These engines arc offered for use in 
general purpose service aircraft or for fast mail or passenger carrying 
civil aircraft operating at high altitudes on special services. 

The Pegasus II Types L2 and L3. (Generally similar to the 
Pegasus types M2 and M3, these engines have superchargers of 
lower output, so that their rated altitude is 2,000 lent. At this height, 
the power is 000 B.II.P. at the normal speed of 2,000 r.p.m., while at 
the maximum of 2,300 r.p.m., the power developed is 050 B.II.P. at 
2,500 feet. 

These engines are suitable for flying boats and commercial aircraft 
requiring good take off power and operating at moderate altitudes 
and for certain classes of military aircraft having similar character¬ 
istics. 

Pegasus II Types V2 and V3. These engines arc intended 
more particularly for commercial aircraft of the “Air Liner ” class. 
With a rated speed of only 1,000 r.p.m., at which 550 B.II.P. is developed, 
the maximum power is 610 B.II.P. at 2,185 r.p.m. The full 550 B.II.P. 
is available for take off at normal speed. 

The leading particulars of Bristol Mercury and Pegasus 1933 engines 
are detailed in Table 156. A front view of the Pegasus engine is shown 
in Figure 178 and a side view of the Mercury engine in Figure 179. 
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691. Pratt and Whitney Radial Air Cooled Aero-Engines.— 

Some particulars of the well-known engines manufactured by the Pratt 
and Whitney Aircraft Co., East Hartford, Connecticut, are given in 
Table 156. These are nine cylinder radial air cooled engines. 


Table 155* 

Leading Particulars Bristol Mercury and Pegasus 1933 Engines 


Engine Type 

Mercury 

V-S2 

Pegasus 
II M2 

Pegasus 
II M3 




Pegasus 
U 3 

Normal engine r.p.m. 
Maximum engine 

2,250 

2,000 

2,000 

1,900 

r.p.m. 

2,600 

2,300 

2,300 

2,185 

Ratio Air3CI6w 

Engine 

Airscrew normal 

0-666 

0-666 

0-5 

0-666 

0-5 

0-666 , 

0-5 

r.p.m. 

Airscrew maximum 

1,500 

1,330 

1,000 

1,330 

1,000 

1,270 

950 

r.p.m. 

Take off B.H.P. Sea 

1,730 

1,530 

1,150 

1,530 

1,150 

1,460 

1,095 

level at normal r.p.m. 
Rated B.H.P. at nor- 

570 

620 

635 i 

550 

mal r.p.m. .. 

Rated altitude at nor- 

520 

580 

600 

500 

mal r.p.m. 

B.H.P. at maximum 

12,000 
570 at 

5,000 

635 at 6,500 

2,000 

650 at 2,500 

Ground level 

r.p.m. 

16,000 

feet 

feet 

feet i 

610 

Standard weight bare 

945 

980 

970 

970 
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Chapter XV 


THE EFFECT OF FUEL VOLATILITY CHARACTERISTICS ON 
ENGINE PERFORMANCE 

695. Introduction. —Only a few years ago the oil refiners’ interest 
with reference to motor fuel seemed to be limited to “ initial-boiling- 
point,” “ end-point ” and “ gravity,” (none of which has any relation to 
the performance of a fuel in an engine), while at the same time the 
automobile engineer did not regard the properties of fuels as of any great 
importance. There was, perhaps, some justification for this situation 
in the fact that little or no fundamental data existed relating the 
performance of a fuel in an engine to its physical characteristics. 
Eventually, however, the fact was recognized that the automobile 
engine and its fuel constitute a joint problem, concerning almost equally 
the automobile engineer and the refiner, and out of this recognition came 
the formation in the United States in 1922 of the Co-operative Fuel 
Research Steering Committee, representing the American Petroleum 
Institute, the Automobile Chamber of Commerce and the Society of 
Automotive Engineers. Under the direction of this Committee, funda¬ 
mental research carried out at the U.S. Bureau of Standards has clarified 
many relationships of the properties of fuel to its engine performance, 
so that it is now possible to state with some confidence the properties 
which a fuel should have to meet given engine conditions, and to state 
certain fundamental principles of automotive engine design which are 
desirable for the type of fuel in general use. While the work of the Co¬ 
operative Fuel Research Steering Committee has been in progress, much 
valuable work along similar lines has been carried out by other bodies, 
the most important of which is that financed by the Natural Gasoline 
Association of America and conducted by Professor George Granger 
Brown and his associates in the Department of Engineering Research, 
University of Michigan. This work extended from June, 1926 to May, 
1930, and the results obtained are described in detail in University of 
Michigan Engineering Research Bulletin No. 14, May, 1930. The results 
obtained by the Co-operative Fuel Research Committee have been 
published at frequent intervals in the American scientific press. 

Apart from these researches and those carried out by a few American 
oil companies, practically no other work on these problems has been 
carried out. Consequently, the subject matter of this chapter has been 
drawn very largely from these sources, and the thanks of the authors are 
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due to Professor G. G. Brown and the U.S. Bureau of Standards for 
permitting such reproduction of their valuable work. 

Engine operations can conveniently be divided into the following 
phases \—{a) starting from cold, (b) warming up, and (e) normal 
driving conditions. As will be shown in this chapter, different fuel 
characteristics are necessary for the satisfactory engine performance 
in these various phases. A further question, that of dilution of the 
lubricating oil by the less volatile portions of the motor fuel also re¬ 
quires consideration. 

The Meaning and Significance of the Term Volatility as 
applied to Motor Fuels 

696. Volatility may be defined as the degree to which a substance 
will vaporize, i.e., form vapour, under specified equilibrium conditions. 
Thus, the dictionary defines “ volatility ” as the property of a substance 
which causes it to be dispersed readily into the air. This term is used 
generally in a comparative sense, e.g., “ as volatile as ether.” Con¬ 
sideration of these definitions indicates that volatility is a quality of a 
material indicating the ability of the material to vaporize, or the degree 
to which it will vaporize at ordinary temperatures, as on exposure to 
the air. This conception of volatility will be made more clear by 
considering the volatilization process itself. 

When a pure chemical compound is vaporized, the. properties of the 
residue after partial vaporization arc identical with the properties of the 
original material, and, in such a case, volatility relationships are eom- 
paratively simple. Thus, under a pressure of I atmosphere, pure 
normal octane boils at a temperature of 125°C. When placed in a dis¬ 
tilling flask and boiled for some time to displace all the air from the flask 
so that the liquid octane is under a pressure of 1 atmosphere of octane 
vapour practically free from air, all the octane may be “ caused to pass 
off in the form of vapour ” at a temperature of 125°C. But if the tem¬ 
perature of the flask is lowered below the boiling point none of the liquid 
octane will pass off as vapour, except that very small amount which 
passes into the air in the flask to give a partial pressure equal to the 
vapour pressure of the liquid. Tims, under these specified conditions, 
normal octane, at temperatures below 125°C., will not vaporize, and such 
a test is not a true test for volatility. If, however, the same substance is 
placed in a vessel freely exposed to the atmosphere, it will be completely 
vaporized at practically any temperature so long as enough air is allowed 
to come in contact with the liquid. Thus, if a specified amount of air 
such as 12 pounds is mixed with one pound of octane, and this mixture 
is heated to 40°F. (4-4°C.), at atmospheric pressure, 85 per cent, of the 
octane will vaporize. If the temperature is raised to 70°F. (21T°C.), 
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under conditions otherwise identical, 90 per cent, will be volatile. These 
figures clearly indicate the necessity of specifying conditions completely 
when speaking of volatility. 

In order that the term may be used with quantitative significance 
in the present discussion, volatility is here defined as the degree to which a 
fuel will vaporize under specified equilibrium conditions. Whenever 
equilibrium conditions do not obtain, the term effective volatility will be 
employed instead of volatility alone. 

697. Operating and Starting Volatility.—A motor fuel must be 
evaporated so as to form an air-fuel mixture before it can be burnt. 
Thus volatility is a most important property of a motor fuel. Vola¬ 
tility can be conveniently expressed as the percentage of the fuel which 
can be evaporated at a specified temperature into air at atmospheric 
pressure when the air and fuel are present in definite proportions by 
weight. 

Another practical equivalent measure of volatility is the temperature 
at which the fuel in a given air-fuel mixture is evaporated completely, 
or to some definite extent, say 95 per cent. Such a measurement 
indicates the volatility characteristics of the fuel which affect complete 
utilization, crank case dilution and the like. As to starting volatility, 
an engine must be started before it can be operated, and, in general, 
starting temperatures are lower than operating temperatures. There 
must be supplied, at the prevailing temperature, a mixture with air 
that will burn, even at the expense of only partial evaporation, for 
once the engine starts the temperature rises rapidly and more complete 
evaporation takes place. A fuel that might be very satisfactory from 
the standpoint of continuous operation may not permit starting from 
cold. Starting volatility can be measured by the quantity of fuel 
which must be supplied to produce at some chosen low temperature 
a given mixture that will explode. 

698. Tests for Fuel Volatility.—The usual distillation test applied 
to motor fuels consists in evaporating a charge of 100 mis. of fuel in a 
specified manner from a specified flask and observing the temperatures 
at which various percentages are distilled over. This type of test has 
long been recognized as unsatisfactory for indicating quantitatively the 
volatility of fuels in an engine induction system, for the following 
reasons :— 

(1) This type of distillation is a “ batch ” distillation in which the 
fuel vapour is drawn from the system as it forms, and evaporation at any 
stage of the process is taking place in the presence of a vapour that has 
been formed at practically the existing temperature and which is not 
representative of the charge which has been evaporated previously. 
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(2) In an atmospheric distillation, evaporation takes place at a fuel 
vapour pressure of 1 atmosphere (700 nuns, of mercury), whereas, in the 
engine, the vapour pressure of the fuel is in the neighbourhood of 15 to 
20 mms. of mercury ; that is, only 2—3 per cent, of atmospheric 
pressure. Vapour temperatures at 760 mms. vapour pressure for a given 
percentage evaporated may be I00°C. higher than the corresponding 
temperatures for evaporation under engine conditions, and the composi¬ 
tion of the first 20 per cent, evaporated will be decidedly different in 
the two cases. 

(3) In an engine, fuel vaporization takes place in a current of air 
and the vaporized portion remains in contact with the unvaporized 
portion, whereas the batch type of atmospheric distillation is carried 
out in the absence of air. 

It should not be inferred from the foregoing statements that the 
atmospheric distillation test is worthless. It gives valuable information 
regarding the relative volatilities of fuels and permits the specification 
of types of fuels that have been found to give satisfactory performance. 
However, the results obtained by its use arc not readily translatable into 
expected performance and do not permit a direct quantitative compari¬ 
son of fuels. Consequently numerous attempts have been made to 
relate the two processes of complete and partial vaporization. 

699. Early Work on Fuel Volatility.—In 1921, Wilson and Bar¬ 
nard 1 proposed a method of measuring fuel volatility which consisted in 
the preparation of an equilibrium solution at a vapour pressure of 1 
atmosphere by feeding fuel continuously into n healed lltt.sk containing a 
fixed volume of solution at such a rate as just to replace that lost by 
evaporation. This process was continued until from 7 to 10 times the 
volume of the solution in the llask had been distilled over ancl the tem¬ 
perature had ceased to rise, indicating that a state ol equilibrium between 
the liquid and the vapour of the whole fuel had been reached. The 
vapour pressures of the equilibrium solution were measured over a 
desired temperature range by a static method and the data obtained, 
together with the average molecular weight of the fuel estimated from its 
A.S.T.M. distillation curve, permitted the calculation of the dew-points 
of the fuel in various air-fuel mixtures. The expression “ dew-point of 
the air-fuel mixture ” denotes that temperature at which the vapour of 
the whole fuel will just begin to condense from the air-fuel mixture. The 
term “ saturation temperature ” is perhaps better, since it embodies the 
idea of the temperature at which the space occupied by the air-fuel 
mixture is just saturated with the fuel vapour. 

A more direct method of arriving at a satisfactory criterion of fuel 
volatility was employed by W. A. Gruse, 2 who mixed air and fuel in 
definite proportions at a temperature well above the dew-point and 
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observed the temperature at which condensation just fe;^an to take place 
on a cooled mirror. Measurements were made oh alaumbe mof fu els,- 
but the method appears to be tedious. - ^ N ^ A u,--" 

Kennedy 3 also made measurements of the dew-points* of air-fuel 
mixtures by a static method which consisted in evaporating a known 
weight of fuel in a large flask of known volume and observing the tem¬ 
perature at which condensation just began to take place on a portion of' 
the flask, which was cooled slightly below the temperature of the sur¬ 
rounding bath. Molecular weights of the fuels ware calculated from the- 
pressure exerted by a known w T eight of fuel vapour in the flask at a. 
definite temperature, and observed dew-points were extrapolated to- 
various air-fuel ratios. Measurements thus obtained were in general 
agreement with those of Cruse- 

Work on a static phase change method was also conducted by 
Stevenson and Stark . 4 This method consisted essentially in evaporat¬ 
ing a known weight of fuel in a known volume of air, and observing the 
pressure on the system as the temperature was reduced. Similar obser¬ 
vations were taken with increasing temperatures, and the transition in. 
the rate of change in pressure was evaluated from a plot of the pressure- 
temperature data. The temperature corresponding to this transition, 
point was taken as the dew-point of the air-fuel mixture. The agree¬ 
ment between the results obtained with increasing and with decreasing, 
temperature was taken as an indication that the dew-point of the mixture • 
was the same as the temperature of complete equilibrium vaporization. 
The average molecular weight of the fuel was determined, and this,, 
together with the weight of fuel required to saturate a known volume- 
of air at a known temperature (the dew-point), permitted the calculation, 
of the corresponding vapour pressures of the completely vaporized fuel. 
Direct dew-point observations were made to give independent checks. 
The end-point of the equilibrium distillation at atmospheric pressure, as- 
determined by the phase-change method, was emphasized as a unique 
fuel characteristic and was called by Stevenson and Stark the “ Deppe - 
end-point, ” Graphs were prepared showing the relationship between the 
Deppe end-point and the saturation temperatures in various air-fuel 
mixtures, from which the saturation temperatures of air-fuel mixtures of' 
any fuel could be determined by a measurement of the Deppe end-point. 
In this work, an equilibrium distillation was carried out and the differ¬ 
ence between such a distillation and the A.S.T.M. 100 mis. distilla¬ 
tion particularly stressed. Equilibrium distillation was contrasted with, 
fractional distillation and the equilibrium end-point of complete 
vaporization was shown to be about 60°C. (140°F.) below the A.S.T.M. 
end-point. 

In 1926, James 5 conducted continuous vaporization of fuels in a 
miniature pipe still at feed rates sufficiently low to permit attainment. 
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of equilibrium, and used the results obtained to calculate the tempera¬ 
tures at which the fuels would be completely evaporated into a given air- 
fuel mixture at any given pressure. 

The work carried out by the above investigators was later reviewed 
by T. S. Sligh, Junr. 0 , who made the following remarks :— 

(a) Direct observations of dew-points of air-fuel mixtures are at best 
tedious, and a number of observations are necessary to establish 
a point definitely. 

(b) Equilibrium-solution methods are applicable only when the 
solution can be prepared at or near the temperature for which 
data are desired. 

(c) Static methods involving the use of small quantities of fuel 
require great care if adsorption effects of the walls of the contain¬ 
ing vessel, or of impurities, arc to be avoided. 

(d) While empirical relations connecting some point on the A.S.T.M. 
distillation curve or on the equilibrium distillation curve with the 
dew-point of an air-fuel mixture have been proposed, no rational 
method of extrapolation has been developed. 

700. Equilibrium Air Distillation.—At the same time Sligh des¬ 
cribed work carried out at the U.S. Bureau of Standards on a method of 
continuous fuel vaporization in the presence of a known amount of air, 
now called “ equilibrium air distillation.” This consisted in supplying 
air and liquid fuel at measured rates to an evaporating coil, observing the 
temperature corresponding to equilibrium, separating and measuring the 
unevaporated liquid, and from data obtained at the required tempera¬ 
tures, plotting the distillation curves of fuels in the presence of known 
amounts of air. Thus the distillation curve for a fuel in any desired air- 
fuel mixture could be obtained at the temperatures and fuel vapour 
concentrations corresponding to engine operation. Later work by 
the Co-operative Fuel Research Committee and by Professor Brown at 
Michigan showed that this new method of measuring fuel volatility was 
of the greatest importance. 

A diagrammatic sketch of the air distillation apparatus developed by 
Sligh is shown in. Figure 180. 

It has been described by Bridgcman as follows. 7 The essential part of 
the apparatus is the vaporization coil (a) which is constructed of copper 
tubing -ft-in outside diameter, 16 feet long, bent into the form of a helix. 
Liquid fuel and air are fed into this coil at measured rates. The coil 
is immersed in a stirred bath containing water, the temperature of which 
is regulated by the heater (/) above room temperature, and by the addi¬ 
tion of ice below room temperature. The flow of fuel is controlled by 
displacement from the reservoir by the hollow plunger (i) which is 
operated by clockwork. Partial stoppage of the overflow tube into (a) 
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is avoided by providing an offset in the reservoir wall at this point. The 
plunger is suspended by a fine nichrome wire, 0-008-in. diameter, which 
passes through the packing gland ( l ) at the top of the reservoir and 
thence over an idler pulley to connect to a drum (k) mounted on the 
spindle of the clock mechanism (j). The packing gland consists of a 
thin piece of leather pierced by a very fine hole for the wire and mounted 
between two metal discs which serve to compress the leather and force it 
tightly around the wire. A recess is provided at the top which can be 
filled with mercury to ensure absence of leakage. The mainspring was 
removed from the clock mechanism, which was driven by the weight of 



Fig. 180.—The Sligh Apparatus foe Equilibrium-Air Distillation. 

the plunger acting through the drum mounted on the main shaft. The 
gear train and escapement served to regulate the motion and to maintain 
a constant rate of fall of the plunger. Four drums were fitted to the 
apparatus, permitting variations in the rate of fuel feed from 1 to 4 mis. 
per minute. The air, obtained from a low pressure supply, was dried by 
passage through a tower (m) containing calcium chloride and was passed 
through the calibrated meter (n). To reduce turbulence on the high 
pressure side of the orifice, a number of tubes were placed lengthwise in 
the air passage. After passage through the flow-meter the air was led to 
the bottom of the coil (b) so that it could be preheated or precooled to 
the temperature of the bath before coming into contact with the fuel. 
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At the bottom of the vaporization helix (a) the mixture flowed into a 
separating chamber (c) where the velocity was reduced. The air-vapour 
mixture passed out through the pipe ( e) while the residual liquid drained 
out into the burette (d) where it was measured. 

In the course of investigations conducted on behalf of the 
Natural Gasoline Association of America, Professor G. G. Brown used a 
similar type of apparatus, which, however, embodied various refinements 
over that described and used by Sligh and Bridgeman. Professor 
Brown’s apparatus is shown in Figure 181. 



Pig. 181 .—The Granger Shown Apparatus rent Equilibrium-Aim. Distillation. 


In order to feed mixtures of different air-fuel ratios to the apparatus, 
displacement plungers of different diameters were used and, as the 
weights of different plungers were not the same, and that of each was too 
great to be supported entirely by the clock mechanism, a system of 
counter weights was provided. This also enabled a constant rate of 
fuel feed to be employed. Fuel was fed into the apparatus from the 
bottom of the burettes in order to avoid any change in composition due 
to surface evaporation. A Stevenson and Babor dew-point apparatus 
was also incorporated. The air used in the apparatus was conditioned 
by passage through, an ammonia expansion cooler to precipitate moisture 
and then through an electric heater to bring it to constant tempera! ure. 
Air-fuel vapour mixtures from the vaporizing coil could be passed into a 
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pyrex explosion tube. It was thus possible to determine the explosive 
limits of the fuel under test. 

701. Results Obtained in Equilibrium Air Distillations.— : In 
Figure 182 the curve A represents the air equilibrium distillation of a 
petrol in the presence of 15 times its weight of air. It should be noted 
that from 80 or 40 to 95 per cent, evaporated, the curve is practically a 
straight line and that the lower end breaks away rather sharply. 
Curve B is a calculated equilibrium air distillation curve, for a 15 to 1 air- 
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Fig. 182.—Calculated Air-Equilibrium Distillation Curves of a Motor Fuel and Normal 
Octane in the Presence of 15 Times theik Weights of Aib. (Sligh.) 


fuel mixture of w-octane, B.P. 125°C. Here the curvature decreases 
progressively as the distillation proceeds. The curves C and D show 
the A.S.T.M. distillations of these two substances plotted to a different 
temperature scale. The difference in temperatures for given percentages 
evaporated in the two types of distillation should be noted, also the fact 
that the petrol is almost completely evaporated in a 15 to 1 mixture at a 
temperature below that of the A.S.T.M. initial boiling point. 

Figure 183 shows distillation data for the same motor fuel in various 
fuel air ratios. The lower dotted line marked 20 to 1 and crossing the 
distillation curves at an acute angle is drawn through points of 20 to 1 
air-fuel vapour mixtures resulting from the partial evaporation of the 
fuel in the various air-fuel mixtures supplied. The resultant air-fuel 
vapour mixture is dependent upon the percentage evaporated : thus, 75 
per cent, evaporated in a 15 to 1 air-fuel mixture supplied corresponds to 
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a 15 to 0-75 = 20 to 1 resultant, air-fuel vapour mixture. Points above 
the dotted line marked 20 to 1 represent resultant mixtures richer than 
20 to 1 and points below this line represent resultant mixtures weaker 
than 20 to 1. In like manner, the upper dotted line is drawn for a 
resultant 8 to 1 air-fuel vapour mixture. Assuming that these ratios 
mark the rich and lean limits of explosive ■mixtures, it is seen that the 
portion of the plot between these lines represents the operating range 
of an engine. For instance, an 8 to 1 supplied mixture at 7()°C. would be 
barely lean enough to fire and a 8 to 1 supplied mixture at 8°C. would 
give a resultant mixture barely rich enough to lire. This is based on the 
assumption that the evaporation takes place in the presence of air at 
atmospheric pressure. 



Fig. 183.—■Aib-ISquimbbiom Uismr.ATroN (.Imtvas koh Vaiuouh Am-Fiuor. Rat run rs tub 
Cash of tiik Samis Motor Four, (Jivks in Fkj. 182, (Hugh.) 

N.B. The whole numbers in the <mrv<*H indiuato the pnrlH by weight of air lo otto part of fuel 
and tbo figures in parenthesis indicate the corroMpomling parts of fuel to one part of air. 


Figure 1.84 represents a corresponding plot for the pure hydrocarbon 
octane and, in this case, it will be seen that the constant resultant mix¬ 
ture lines arc perpendicular to the temperature axis, indicating that no 
change in resultant mixture richness can be secured below 100 per cent, 
evaporated by supplying an excess of a pure compound. 

The effect of reduced pressure upon equilibrium air distillation 
curves is important, because evaporation in engine manifolds takes place 
at pressures lower than atmospheric. Consider that evaporation takes 
place from a 8 to 1 air-fuel mixture supplied at an air pressure of 0-5 
instead of 1 atmosphere. The quantity of a substance evaporated into a 
given space is independent of the weight of air or of any other inert gas 
which may be present in that space, and since the volume of a given 
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weight of air is, at a constant temperature, inversely proportional to the 
pressure, the evaporation takes place into a volume of air equivalent to 
that which would be occupied at one atmosphere pressure by the air in a 
6 to 1 mixture. Thus, makiiig observations of percentage evaporated in 
a 3 to 1 supplied air-fuel mixture at 0-5 atmosphere pressure, the 3 to 1 
curve is displaced and superimposed on the 6 to 1 atmospheric curve. 
Thus, the data in Figure 142 can be transposed into 0-5 atmosphere 
plots by dividing the air weights by 2 . The effect of reduction of air 
pressures on the mixture richness is obvious. This effect is solely due 
to the fact that the reduced air pressure results in a correspondingly 
reduced weight of air per unit volume and, for a given resultant air-fuel 
ratio, a proportionately smaller amount of fuel must be vaporized. 



Fig. 184.—Atr-Distillatiok Curves for Normal Octake. (Sligh.) 

702. Departure from Equilibrium in Air Distillations. —In any 

dynamic system the question of the attainment of equilibrium is a 
serious one, consequently numerous tests have been carried out to 
determine the extent to which equilibrium is attained in air distillations. 
Bridgeman 8 conducted experiments on a range of motor fuels and on 
toluene under different conditions and found that there was a small pro¬ 
gressive increase in the percentage of fuel evaporated with decrease in 
the rate of feed, other conditions remaining the same. This led to the 
following general relationship for determining the equilibrium percentage 
evaporated in terms of the determined percentage and the rate of fuel 
feed. 

P = P 0 (1 + 0-0125 F).( 1 ) 

where P 0 = experimentally determined percentage evaporated. This 
is equivalent to extrapolation to zero rate of fuel feed, and the validity 
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of this expedient was checked by Bridgeman by experiments with pure 
toluene at temperatures of 0°C. to 35°C. This correction appeared to be 
independent of the temperature, the air-fuel ratio and the particular 
fuel used. 

On the other hand, Brown 0 found that in his apparatus, although 
the effect of feed rate on vaporization indicated a straight line relation¬ 
ship, the slopes of these lines were not independent of temperature, but 
decreased numerically as the temperature was lowered. At higher 
temperatures corresponding to over 50 or 05 per cent, vaporization, the 
apparatus appeared to give equilibrium results. Brown also found that 
the extrapolation of the experimental results to zero feed rate, although 
appearing logical, is not entirely reliable. Thus, resultant air-fuel 
ratio curves deduced from air distillation results and corrected in this 
way were found to be anomalous in the ease of a natural gasoline avia¬ 
tion fuel. These curves suggested that less vaporization would occur 
in a 20 to 1 air-fuel ratio than in a 12 to I air-fuel ratio at a temperature 
of — 50°C., a condition impossible under equilibrium conditions. Brown 
therefore concluded that little confidence could he placed in. the method 
of obtaining equilibrium conditions by extrapolation of air distillation 
data to zero rate of feed, particularly at temperatures below -~]5 0 C., 
and made various investigations to determine the deviations from true 
equilibrium. As a result of these investigations, it was concluded that 
satisfactory results were obtained only when the equilibrium air dis¬ 
tillation curve was computed from, or interpreted by, data obtained by 
continuous equilibrium vaporization of the fuel in the absence of air in 
an apparatus similar to that described by Leslie and Good. 10 If the 
molecular weight of the fuel vaporized in the continuous equilibrium 
vaporization process is known for the different pressures and tempera¬ 
tures corresponding to the partial pressure of the fuel vapour in the 
equilibrium air distillation, the air distillation curve, can be accurately 
computed. The methods by which, this computation is effected need 
not be discussed here, and for further details reference should be made to 
Brown’s original publications hearing on the subject. 9 

703. Relationship Existing between Equilibrium Air Distilla¬ 
tion Curves and A.S.T.M. Distillation Curves. —Although the equi¬ 
librium air distillation apparatus seems to be a satisfactory standard for 
the measurement of volatility characteristics when its results are correct¬ 
ed by the above method, nevertheless it is not convenient for testing a 
large number of fuels rapidly, due to the time required to obtain complete 
information on each sample. Since the A.S.T.M. distillation test is sim¬ 
ple, reproducible and in common use, the interpretation of the curves 
obtained from it in terms of volatility data would permit the continuance 
of its use as an accepted test and the computation of volatility from it 
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directly. Consequently, attempts have been made to derive air distil¬ 
lation data from the A. S.T.M. curve. 

According to Bridgeman, 8 a scheme of correlation of the results 
obtained by these two methods is suggested by the Clapveron equation. 


dp __ L 

df “ t1yT^-v 2 ) 


where p — vapour pressure at the temperature T in °C. (abs.), 

L = latent heat of vaporization per mol., 

V x = volume of vapour per mol., 

V 2 = volume of liquid per mol. 

In general, V 2 is small compared with V x and can be neglected. 
Assuming that the vapour obeys the perfect gas law, namely, pV — RT, 
where R is the gas constant per mol., the Clapeyron equation can be 
written in the approximate form, 


1 dp 
p dT 

and integration yields the relation 


RT : 


log 


V 

760 


L 

RTt 





( 8 ) 


(4) 


where L is assumed to be independent of temperature and Tb is the 
boiling point corresponding to a pressure of 760 mms. There is experi¬ 


mental evidence which shows that 


RTi 


is a constant for substances of 


similar properties such as the hydrocarbons, so that this expression can 
be replaced by the constant a. Hence, for a given value of p, the 
ratio Tb/T will be constant. 


T b 

T 


= b 


(5) 


It would appear probable that such a relation would hold for mixtures 
of hydrocarbons such as motor fuels. Since the equilibrium air distil¬ 
lation results are expressed on a weight basis, the partial pressure of the 
fuel vapour is dependent upon the molecular weight of the vapour, 
which changes with extent of evaporation. At any given percentage 
evaporated, the molecular weights of the vapours from different fuels 
should not be greatly different and hence their partial pressures should be 
roughly the same. 


704. In the A.S.T.M. distillation test, the vapour is at a constant 
pressure of 1 atmosphere and hence fulfils the desired conditions in this 
respect. But the temperature of the liquid is considerably higher than 
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that of the vapour, and strict application of equation (5) implies that the 
two temperatures are identical. If the difference in temperature at a 
given percentage evaporated is approximately constant for all normal 
fuels, a rule analogous to that given in equation (5) for pure sub¬ 
stances should be roughly applicable. If, as seems probable, the varia¬ 
tions in partial pressures in a particular air-vapour mixture of different 
fuels obtained with the equilibrium air distillation apparatus, are com¬ 
pensated by corresponding v.ariations in temperature between the liquid 
and vapour in the A.S.T.M. distillations for the same percentage evapora¬ 
ted, then such a rule should hold very closely. In this ease, the constant 
would vary with the percentage evaporated in a regular manner. 

Some verification of this prediction was obtained in the work of 
Cragoc and Eisingcr, 11 who found that the ratio of the absolute tempera¬ 
ture from the A.S.T.M. distillation curve at 5 per cent, evaporated to the 
absolute temperature of a 20 to 1 resultant air-vapour mixture at 5 
per cent, evaporated was a constant independent of the fuel, and the 
same was true at 15 per cent, evaporated to form a 33 3 to 3 mixture. 

705. In 1927, Brown 12 published some results obtained in a com¬ 
parison of the temperatures for 30, 40 and 60 per cent, vaporized in the 
two kinds of distillation. It was found that the equilibrium air 
temperature with a fuel-air ratio of 12 to 1 was related to the A.S.T.M. 
temperature by the equation, 

E.A.T. - l (A.S.T.M. - 200).(6) 

where E.A.T. — equilibrium air distillation temperature °F., 

A.S.T.M. — A.S.T.M. distillation temperature T\ 

This equation enabled computation of the equilibrium air temperatures 
from A.S.T.M. data with an accuracy better than : k 3 0°k\, except in 
extreme eases. Brown also found that the dew-point of a 32 to 3 air- 
fuel mixture was related to the A.S.T.M. 1)0 per cent, point by the re¬ 
lation 

Dew-Point (12 to 3 air-fuel ratio) 0 ! 1 . 

- ^ (A.S.T.M. 90% point °E. - 3 86) . . . . (7) 

In both these equations the A.S.T.M. distillation iiguro should be 
corrected for loss and residue. 

During the early part of 1928, Bridgcman 7 made a general study of 
the relationship existing between the temperatures on the A.S.T.M. and 
equilibrium air distillation curves for the same percentages evaporated, 
and the results obtained indicated that the ratios of the absolute tem¬ 
peratures were constant and independent of the fuel for any given air- 
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fuel vapour mixture and percentage evaporated. The temperature 
ratio R l6 for a 16 to 1 mixture was found to be related to the percentage 
evaporated as follows 

R 1(3 = 1-372 ±45 x 1(T 6 (P - 50) 2 . . . . (8) 

where P is the percentage evaporated. The plus sign applies to values 
of P above 50 and the minus sign to those below 50 per cent. The 
average deviation between the observed ratios and those calculated 
from this equation was found to be 0-003, which was within the experi¬ 
mental error. At any given percentage evaporated, the temperature 
ratio for any mixture was found to be given by the relation 

R = R 10 + 5 x 10" 3 (M 16) (9) 

where M is the resultant air-fuel mixture. 

Equations (8) and (9) can be combined to give 

R = 1-372 + 5 x 10“ 3 (M - 16) ±45 x 10" 6 (P - 50) 2 . . (10) 

from which R can be obtained for any value of P from 5 to 90 and for any 
value of M from 8 to 1 to 20 to 1. Values of the ratio for percentages less 
than 5 per cent, and greater than 90 per cent, are uncertain, due re¬ 
spectively to the effect of thermometer lag and the small amount of 
liquid in the flask towards the end of the A.S.T.M. distillation. 

With regard to dew-points, Bridgeman admitted the relationship 
of Brown, given in equation (7) above, which may be written in the 
form. 

90 per cent. A.S.T.M. temperature °F. (Abs.) 2-2 

DP 12 °F. (Abs.) = ' + DP^“ ( } 

2-2 

since ^Vp—- is generally approximately 0-004. The value of 1-404 
UP x 2 

agreed well with the value of 1-399 deduced by Bridgeman. 

706. For convenience in the computation of volatility from A.S.T.M. 
distillation data Bridgeman constructed an alignment chart, which is 
reproduced in Figure 185. The numerals on the three oblique scales to 
the left represent percentages evaporated on both the A.S.T.M. and the 
equilibrium air distillation curves, forming, in the case of the latter, 
resultant air-vapour mixtures of 20 to 1,16 to 1 and 12 to 1, respectively. 
The three vertical scales on the right represent equilibrium air distilla¬ 
tion temperatures in degrees centigrade for the same three temperatures. 
A.S.T.M. temperatures are marked on the middle scale. The following 
example will show how the chart may be used. 

If it is desired to know the equilibrium air distillation (E.A.D.) 
temperature which will just give a 20 to 1 air vapour temperature at 
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50 per cent, evaporated from a fuel whose A.S.T.M. 50 per cent, tempera¬ 
ture is 140°C., connect 50 on P 20 with 140 on the A.S.T.M. scale by a 
straight edge and extrapolate to the T 20 scale. This intersection gives 
the required temperature, which is 23°C. On the right of each P scale is an 
individual mark which can be used for evaluating the dew-points of these 
three mixtures for any motor fuel whose A.S.T.M. 90 per cent, evapora¬ 
ted temperature is known. For example, if the mark labelled DP on 
P 12 is connected to 200 on the A.S.T.M. scale, the intercept on the 
T12 scale is G5°C., which is the dew-point of a 12 to 1 mixture formed 



Fio. 185. Alignment Guart tor tub CoMt-cri'A-notr oi? Vqlatiuty Data from A.y.T.M. 
J)l3TILLA.TIOtf OeRVJW. ( IjRIOO UMAfT.) 


from a fuel the A.S.T.M. temperature of which at 90 per cent, evaporated 
is 200°C. 


707. During 1929, Bridgeman 13 published the results of further 
work and derived a relationship between the equilibrium air distillation 
temperature and the A.S.T.M. distillation temperature for any per¬ 
centage evaporated between 0 and 100 per cent., which gave greater 
accuracy than those in use up to that time. This work may be briefly 
described as follows :— 

When the curve representing any given air-vapour mixture is extia- 

234 



FUEL VOLATILITY CHARACTERISTICS 


707 


polated to cut the line of 0 per cent, evaporated, the point of inter¬ 
section represents the temperature below which this given mixture can¬ 
not be formed and is termed by Bridgeman the “ Bubble Point.” 

Determination of bubble points of air-vapour mixtures by extra¬ 
polation from the equilibrium air distillation curves is not feasible, in 
general, because of increasing curvature at the smaller percentages 
evaporated. Such points can, however, be computed from a knowledge 
of the vapour pressures and molecular weights of the vapour formed in 
vapour pressure measurements. Bridgeman determined molecular 
weights by a simple indirect method, that of computation from the 
molecular weights of residues obtained in air equilibrium distillation at 
various percentages evaporated, in each case to form a 16 to 1 resultant 
air-vapour mixture. 

Thus, since the number of mols. of fuel in the residue plus those in the 
resultant mixture at any percentage evaporated is necessarily equal to 
the total number of mols. of fuel supplied, it follows that 


(100 - P) , z = , 12 , 

M, + M, M,. ( ’ 

where P is the percentage evaporated and M„, M„ and My are the 
molecular weights, respectively, of the fuel in the residual liquid, of the 
vapour and of the original fuel. Rearranging and writing AM — M„ — 
My, this equation becomes 


M e _ 

M * = Y, , 100 AM\.(13) 

V + P My / 


The corresponding value for M„ was computed for each value of M„ by 
equation (13) and these data were plotted against percentage evaporated. 
The extrapolated value at 0 per cent, evaporated was taken to be the 
desired molecular weight of the vapour. This method is not highly 
accurate but is sufficiently so for this purpose, since a variation of a 
few units in the molecular weight does not affect the evaluation of the 
bubble point appreciably. 

For any mixture of air and fuel-vapour, the assumption of the perfect 
gas laws leads to the relation 


760 

~Pf 



(14) 


where v f is the vapour pressure of the fuel in millimetres of mercury, M 
is the mixture ratio and M„ and M a are the molecular weights of the fuel 
vapour and air, respectively. From this relation, the vapour pressure 
of the motor fuel corresponding to a 16 to 1 mixture was computed for 
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various fuels, using the molecular weights of the vapours found above 
and taking the molecular weight of the air as 28 -90. It was also shown 
by Bridgeman 14 that the vapour pressure data on motor fuels could, in 
general, be represented by 

log (too) ' ( 1 - "tO. 


where T = absolute temperature °C., corresponding to the vapour 
pressure p f . 

T nb p = normal bubble point, °C., 
and A ~ specific constant for each fuel. 


Using the values of pj from equation (1.-I) and the experimental 

T 

values of A for the same fuels, the ratio — p ~ was computed by means of 

U/>1G 

relation (15) in each case. It was further shown that T nbp = 
I io% A.s.T.jf. that 


x 10% A.S .T.M. 

w 

x bj>l 6 


c 


(16) 


in which C is a number depending upon the slope (S) of the A.S.T.M. 
curve at the 10 per cent, point, according to the relation 


C » -10 VS -I- 30. 


The effect of the slope of the A.S.T.M. curve upon the bubble point is 
marked. Bridgeman reported differences in the latter of I T’C. between 
fuels of the same 10 per cent, point but different slopes. 


708. With regard to other percentages evaporated, numerous fuels 
were examined to determine the effect of the slope of the A.S.T.M. 
curve upon the equilibrium air distillation curve at various points. It 
was found that the ratio between the. absolute temperatures for the same 
percentages by volume in the A.S.T.M. distillation as for percentage by 
weight in the equilibrium air distillation for a resultant mixture of 10 
to 1 might be expressed by the equation 


in which C = 


T 

1 A.S.T.M. 

T 

J K.A.LUG 


1-5 


c 

T 

1 K.A.D.IO 


V400 slope log 1( 


n oo - %' 

\ 50 


30 


(17) 

(18) 


This latter equation applies between the limits of 10 to 00 per cent, 
vaporized. 

In order to find corresponding temperatures for other air-vapour 
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mixtures, Bridgeman 13 assumed that the temperature differences 
between E.A.D. curves of different air-fuel ratios was constant for all 
percentages vaporized and that the temperature for any air-vapour 
mixture might be estimated from the temperature of the 16 to 1 air- 
vapour mixture by the relationship 

Te.a.d. — T E-AD16 +51-7 — 48 log R 
1OOTHF? 

or T e a d — T e AD le + 51-7 — 43 log—— .(19) 

/o 

in which R = resultant air-vapour ratio by weight, 

FR = feed ratio by weight. 


According to Brown, the last assumption is not accurate, as the tempera¬ 
ture differences become larger at higher temperatures, but he remarks 
that “these equations do not justify any attempt to correct for this 
relatively small error.” 

Combining equations (17), (18) and (19) gives, for the absolute 
temperature on the E.A.D. curve, the expression 


T 


E.A.D. 


2 / 

~ 3 V^A.S.T.M. 


+ V460 S log 
100FR 


100 


50 


0 


-t-39 4- 51-7 


— 43 log 


% 


( 20 ) 


in which % = the per cent, by weight vaporized in the equilibrium air 
distillation and the per cent, by volume vaporized in the A.S.T.M. 
distillation. 

The corresponding equation relating the initial vaporization tempera¬ 
ture (bubble point) to the 10 per cent, point in the A.S.T.M. distillation, 
and the dew-point to the 90 per cent, point in the A.S.T.M. distillation 
is 

T E .A.D. = l T a .s.t.m. + ? (so -10 Vs) + 51 -7 - 481cg R . (21) 


These equations allow the computation of equilibrium air distilla¬ 
tion curves from A.S.T.M. curves with reasonable accuracy. At low 
percentages evaporated the accuracy is not so good as that obtained at 
higher percentages but is sufficient for all practical purposes. Equili¬ 
brium air distillation curves computed by Brown’s methods from con¬ 
tinuous equilibrium vaporization data are, however, much nearer to the 
true values. 

It is thus possible to obtain data concerning volatility from A.S.T.M. 
distillation curves, consequently such curves have assumed a new im¬ 
portance and it has been found possible to relate them with various 
phases of engine performance. This would not have been possible 
had it not been for the above work of Bridgeman and of Brown. 
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Volatility Requirements eoh Easy Starting of Automobiles 

709. One of the most important characteristics of a fuel is its ability 
to enable the engine on which it is to be used to be started. Automobile 
drivers readily recognize the differences in the effect which different 
fuels have on the ease of starting and not infrequently judge the relative 
qualities of fuels entirely on this basis. A motor fuel that docs not per¬ 
mit easy starting in cold weather is a nuisance to the motorist and it is 
necessary for producers to supply fuels which do not suffer from this 
defect. 

The subject of easy starting and the fuel qualities that determine it 
has been studied in detail in America by the Co-operative Fuel Re¬ 
search Committee and also by Professor Brown on behalf of the Natural 
Gasoline Association, of America. In 1925, Kisingcr 16 described the 
test procedure used in the work conducted by the former body. The 
engine used was a four cylinder truck engine of 4-75 inch bore and 6 
inch stroke and the carburettor was replaced by a single jet mounted 
in a vertical pipe about 10 inches long. This pipe was connected to the 
inlet manifold, a flat plate orifice was employed as a throttle and, in 
some cases, another orifice at the lower end of the pipe- acted as a choke. 

In conducting the tests, the engine was driven at constant speed by a 
dynamometer, usually at 200 r.p.m., with, the fuel supply cut off. When 
engine conditions had become constant, the fuel was turned on and the 
time required to produce an audible explosion was recorded, the fuel 
was then shut off immediately and the total amount used in starting the 
engine was determined. 

No practical difference in starting time was observed whether one or 
all of the four sparking plugs (one in eaeli cylinder) were connected to the 
ignition coil. This clearly indicated that the distribution of fuel between 
the various cylinders, under starting conditions, is extremely uniform, 
as would be the case if only that portion of the fuel supplied to the engine 
which was actually vaporized was effective in starting the engine. This 
conclusion was verified by F. C. Mock in the discussion following the 
presentation of Eisinger’s report, who stated that a collector jar, placed 
between the carburettor and the engine manifold to collect all the un¬ 
vaporized fuel, made no perceptible difference in starting a cold engine at 
low cranking speeds. 

In the following year (1920), Eisinger reported data obtained in 
starting tests at a speed of 100 R.P.M., and showed that the same num¬ 
ber of revolutions of the engine were required for starting as in the 
previous tests at 200 R.P.M. This is a further verification of the con¬ 
clusion that starting depends entirely upon that part of the fuel which is 
vaporized under starting conditions. It also indicates that the dilution, 
of the fuel-air mixture supplied by the carburettor, due to the fact that 
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the manifold contains only air at the beginning of the starting period, is 
an important factor in determining the number of revolutions required to 
obtain an explosion. Since this dilution decreases with succeeding 
revolutions of the engine, it is to be expected that the number of revolu¬ 
tions required to obtain an explosive mixture in the cylinder would be 
independent of cranking speed, provided the same air-fuel ratio is sup¬ 
plied at the lower end of the manifold in each test. 

710. The vaporization of fuel in the carburettor and manifold of an 
engine during this cranking period has been identified by Cragoe and 
Eisinger 16 as “engine distillation.” This is not a simple equilibrium 
distillation, it does not take place at atmospheric pressure nor neces¬ 
sarily at atmospheric temperature. Due to the choke and the throttle, 
the absolute pressure in the manifold during the cranking period may be 
considerably less than atmospheric. This tends to cause more of 
the fuel to vaporize than would be the case in an equilibrium air distilla¬ 
tion. The latent heat of the fuel has the reverse effect because this 
lowers the temperature of the mixture and tends to reduce the amount of 
fuel vaporized. Furthermore, the short time interval for the com¬ 
pletion of engine distillation prevents the attainment of equilibrium 
conditions. If, however, one assumes that the decreased pressure in the 
manifold tends to compensate for the reduced temperature due to the 
latent heat of vaporization and also for the short time interval, the 
resultant mixture obtained in the equilibrium air distillation may be 
regarded as the ideal attainable in engine distillation only in infinite 
time. Thus the efficiency of the engine distillation may be defined as. 
the ratio of the resultant air-fuel ratio obtained in the equilibrium air 
distillation to that obtained in the engine distillation. This efficiency 
depends only to a slight degree upon such factors as temperature, fuel, 
mixture ratio supplied and cranking speed, but depends almost entirely 
upon the number of engine revolutions. 

On this basis, the air-vapour mixture obtained in the engine dis¬ 
tillation is related to that obtained in the equilibrium air distillation 
by a factor representing the time lag in the former distillation 

. ( 22 > 

where R = resultant air-vapour mixture obtained in engine distillation, 
R e a.d. — resultant air-vapour mixture obtained in equilibrium air 
distillation, 

e — the base of Napierian logarithms, 

K = a constant, 
t — time. 

This equation may be written as follows, since the number of engine 
revolutions, rather than time, is the factor controlling the lag, 
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in which C — another constant (differing from IC), 

N = number of engine revolutions. 

Since R i; represents the air-vapour mixture required to obtain an ex¬ 
plosion, this factor may be regarded as constant l'or all fuels and engines. 
Therefore, a plot of the logarithm of R K jU)-) the resultant air-vapour 
mixture under equilibrium conditions, against the reciprocal of N should 
be a straight line. 

From data obtained in a four cylinder truck engine and cheeked by 
tests on a six cylinder passenger ear engine, Cragoe and Eisingcr con¬ 
cluded that about 10 revolutions of the engine were required to obtain 
an explosive mixture in the cylinders, when a mixture was supplied at 
the lower end of the manifold which would give a resultant air-vapour 
mixture of 12 to 1 under equilibrium conditions. Their experimental 
data may be represented by the equation 

log R IiiAft)> => 1-301 .(24) 

with an accuracy of ± 25 per cent. This equation corresponds to a 
20 to 1 air-vapour mixture required in the cylinders for starting. 

711. In May, 1930, Brown 0 reported the results of similar investiga¬ 
tions over a wider temperature range using a small four cylinder 
passenger cax* engine driven by an electric start er supplied from the same 
battery as was used for ignition and with the standard carburettor. 
The equipment employed is shewn in Figure 1K(5. 

The starting switch was connected with a solenoid, which auto¬ 
matically started the stop watch as soon as the starter button was de¬ 
pressed and stopped the stop watch as soon as the starter button was 
released. The revolution counter, driven directly by the engine, was 
read at the beginning of each test and carefully observed by the tester 
who recorded the reading the instant the lirst explosion was obtained 
and the starter button released. In this way the time taken to obtain 
the first explosion was automatically recorded by the stop watch, and 
the revolutions of the engine were read from the revolution counter. 
In order to determine the air-fuel ratio supplied by the carburettor, the 
rate of air flow was measured by an orifice meter placed before two 
5 gallon tanks in the air line to the carburettor and the fuel used was 
recorded by measurement on the fuel burettes. 

In starting a series of tests, the carburettor was carefully wiped dry 
and the engine cranked for about 100 revolutions with no fuel in the 
carburettor to ensure that the tests would not be influenced by the fuel 
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used previously. All tests were made at a fixed throttle opening of about 
a quarter open. The stop watch was set to zero, the reading on the 
revolution counter recorded and room temperature and barometer 
readings taken. The starter button was then depressed, automatically 
closing the ignition switch and starting the stop watch. The revolution 
counter was carefully observed in order to obtain the reading when the 
first explosion was obtained at which instant the starter button was also 
released. In order to obtain temperatures below that of the laboratory, 
the engine was placed in a room cooled by direct expansion of ammonia. 



Fig. 186.- -Apparatus Used by Granger Brown eor the Determination op Starting 
Properties of Motor Fuels. 


At the lower temperatures, it was found necessary to dilute the lubricat¬ 
ing oil with at least 25 to SO per cent, of motor fuel in order to make 
cranking possible. This effect of lubricating oils upon the cold starting 
properties of engines is dealt with later. A further point is that the 
capacity of the storage battery approaches zero at about — 40°F. and 
many of the tests were made possible only by using a battery taken from 
a warm room. 

The results obtained by Brown confirmed to a large extent those 
obtained by previous investigators. Thus, although starting was 
found to be far more difficult at low cranking speeds, such as 20 r.p.m., 
than at the higher speeds, such as 140 r.p.m., when the air-fuel ratio 
supplied by the carburettor was computed for these different conditions, 
it was found that the same number of engine revolutions were required 
for a given air-fuel ratio at the carburettor regardless of cranking speed. 
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It was also found that the plot of resultant air-fuel ratio obtained under 
equilibrium conditions against the reciprocal of engine revolutions was a 
straight line, as shown by Cragoc and Eisinger. Figure 187 shows the 
results obtained by Brown on a wide range of fuels and also the straight 
line relationship deduced by Cragoe and Eisinger. 



Fra. 187.—Tins Relationship Between Air-Fuel Ratio and Motor Fuel Starting 
I’ropesxies. (Granger Brown.) 

712. The starting properties of any fuel arc intimately connected with 
its A.S.T.M. front end distillation characteristics and although the 
equilibrium volatility of a fuel can only be predicted with very moderate 
accuracy from the lower end of the A.S.T.M. curve, this accuracy is more 
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than sufficient because starting tests are only consistent to within zk 
20 per cent. 

Eisinger and Cragoe suggested that any fuel having a 5 per cent, 
point on the A.S.T.M. curve at or below 119°F. (48 ^“C.) should start a 
car engine with a 1 to 1 air-fuel ratio at a temperature of — 40°F. 



€0 80 100 120 140 160 180 200 220 240 260 

A.S.T.M. TEMPERATURE°F. 


Fig. 188 . —Graphs Shewing the Inter-Dependence oe Engine Temperatures and A.S.T.M. 
Distillation Temperatures por Easy Starting. (Granger Brown.) 


(—40°C.). Brown considers that this is rather optimistic and has 
quoted the case of some fuels satisfying this distillation requirement 
which would not start an engine at higher temperatures or with richer 
air-fuel mixtures. 
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By use of the equation 

T^sxm^ 1 .372 — 0 000015 (P-50) 2 -f 0-005 (R-1G) . . (25) 

1 E.A.D. 

in which R — resultant air-vapour mixture, and the relation 

2 

logio -^E.A.D — 1-801 .(26) 

it is possible to estimate with sufficient accuracy for all practical purposes 
the ease of starting at various temperatures with any specified air-fuel 
ratio provided only the A.S.T.M. distillation characteristics of the fuel 
are known. 



PER CENT DISTILLED 

Dig. 189.—A.S.T.M. Distillation Curves o:ir Motor, Duels User by Granger Brown in 

Starting Tests. 


713. Computations based on these relationships for a I to 1 air-fuel 
ratio and deduced by Brown arc shown in Table 157. If the resultant 
air-vapour mixture of 20, requiring approximately an infinite number of 
revolutions for starting, be disregarded as impractical and only those 
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mixtures which enable an engine to be started in 20 revolutions or less 
be considered, and averaged, as is done in the table, the A.S.T.M. 
temperature may be used with an error of less than dr 4°F. to indicate 
all practical degrees of ease of starting. For example, at a temperature 
of 32°F. S the percentage vaporized in the A.S.T.M. distillation at 168°F. 
may be used to indicate the ease of starting. If 6-5 per cent, is distilled 
at 168°F. } the engine may be started in 20 revolutions; 7-5 per cent, 
distilled indicates that the engine may be started in 13 revolutions, 13 
per cent, distilled corresponds to 7 revolutions and 25 per cent, to 0 
revolutions, provided that in each case a 1 to 1 air-fuel ratio is supplied 
to the carburettor. Similar considerations for other air-fuel ratios 



10% EVRBORKTED TtMPCRWTURt 

Eig. 190.—The Maximum Temperatures op the 10 Per. Cent. A.S.T.M. Distillation Point 
Required for Starting at Various Engine Temperatures and Resultant Air-Edel 
Ratios. (Edgar, Hill & Boyd.) 

indicate a similar constancy of temperature on the A.S.T.M. curve 
corresponding to particular engine temperatures. These temperatures 
are plotted for convenience in Figure 188, and for purposes of com¬ 
parison, actual experimental data with the fuels whose A.S.T.M. 
curves are shown in Figure 189, are also plotted. 

Similar information is given in Figure 190, -which is due to Edgar, 
Hill and Boyd, 32 and which is based on the work of the Co-operative 
Fuel Research Committee. In this graph, are given the maximum 
10 per cent. A.S.T.M. temperatures at which easy starting can be 
obtained with a carburettor supplying air-vapour mixtures of 0-5 to 1, 
1 to 1, and 2 to 1. Thus, with a carburettor supplying a 1 to 1 mixture 
and at an atmospheric temperature of + 10°F., the motor fuel used must 
have its 10 per cent, point at least as low as 156°F., to ensure easy 
starting. 
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714, The Starting Properties of Benzoles and Benzole-Petrol 
Blends.—The relationships found to exist between the starting pro¬ 
perties of fuels and their A.S.T.M. distillation data, just discussed, are 
limited to motor fuels of purely petroleum origin and do not apply, with 
reasonable accuracy, to benzoles and benzole-petrol blends. This has 
been recently shown by Hoffert and Claxton 17 in the results of an ex¬ 
tensive study of the ease of starting obtainable with these latter fuels. 
Previous to this work, there had been considerable differences of opinion 
regarding the relative ease of starting with benzole or benzole-blends 
and petrols. 


1 / 




Fig. 191. —Section ox Carburettor Used in Starting Tests by Hoffert and Claxton. 
( i Courtesy of Editor, “Engineering”) 


Hoffert and Claxton used a Morris-Cowley 11-9 h.p. car engine 
motored at a constant speed by an electric motor. The carburettor, of 
special design, was clamped directly on to the side of the cylinder block 
and the induction manifold was inside the cylinder jacket, being warmed, 
when the engine was running, by the j acket cooling water. 

The carburettor itself was as shown in Figure 191, and provided a 
constant rate of fuel feed by the employment of the principle of Marriot’s 
bottle. During a test the calibrated and graduated burette G w r as closed 
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at the top by a cork and, as the fuel was drawn from the jet by the engine 
air entered the burette from a side tube and jet (II), thus maintaining a 
pressure equal to that of the atmosphere at this point. 

Some of the results obtained by Hoffert and Claxton are reproduced 
in Figure 192. These refer to various fuels, the distillation curves of 
which are reproduced in Figure 193. It is clear from these results that 
if a very rich mixture (low air-fuel ratio) can be provided by the carburet¬ 
tor, there is very little differenee in the case of starting on anv of the 
fuels. 



It is only when relatively weaker mixtures are supplied at the car¬ 
burettor that differences in the case of starting become apparent. At 
20°C., the benzole gave much easier starting then the petrols that were 
examined, and it was only when, the temperature approached 0°C., that 
starting on the benzole became slightly more difficult than on petrols 
A and C at low air-fuel ratios. Another interesting point is that at all 
temperatures between 20°C. and 0°C., the range of air-fuel ratios at 
which starting was possible was greater with the benzole and benzole 
mixtures than with the petrols. 

The conclusions arrived at by Hoffert and Claxton are as follows :— 

(1) Benzole gives easier starting than petrols, at temperatures 
between 10°C. and 20°C. The ease of starting on benzoic, how¬ 
ever, decreases with reduction in temperature more rapidly than 
is the case with petrol, and at temperatures below 0°C., starting 
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on benzole becomes appreciably more difficult than on good 
quality petrols (as marketed in the United Kingdom). 

(2) Blends of benzole and petrol at temperatures between 10°C. and 
20 °C. give an ease of starting intermediate between those given 
by the benzole and the petrol. At temperatures of 0°C. to 10°C., 
however, certain blends of benzole and petrol give easier starting 
than either the benzole or the petrol. 

(3) Benzole and benzole-petrol blends give a wider range of mixture 
strengths at which starting is possible than petrols. 



Fig. 193.—Distillation Curves op Fuels Used by Hoeeekt and Claxton. 
{Courtesy of Editor, “ Engineering.") 


(4) Even when a petrol of poor starting quality is used, blends with 
benzole give an ease of starting at 0°C. to 20°C. that compares 
favourably with the ease of starting on the best competing 
spirits (on the British market). 

(5) From the point of view of ease of starting, the proportion of 
benzene in a benzole blended with a given petrol should be kept 
as high as possible. 

(6) Although certain relationships between the ease of starting on 
motor fuels and their distillation characteristics have been 
proposed (such as those of Bridgeman and of Brown), such 
relationships do not permit the ease of starting on blended motor 
fuels such as are marketed in Great Britain, to be predicted. 

715. Effects of Other Variables on Engine Starting Properties* 
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_The various relations deduced, showing the interdependence of fuel 

distillation characteristics and engine starting properties, assume con¬ 
stant mechanical conditions and, moreover, it has been regarded 
that starting is possible if the engine could be made to fire in any number 
of revolutions up to an infinite number. It is, however, very question¬ 
able if it is actually possible to start an engine in cold weather if over 20 
revolutions are required. By that time the capacity of the battery, 
limited by the low temperature, may have been completely exhausted 
and what may be regarded as theoretically possible starting becomes an 
actual impossibility. Furthermore, most carburettors deliver a leaner 
mixture when the engine is cranked at low speeds than at higher speeds 
with the same choke setting. The viscosity of the engine lubricating 
oil is also a very definite limitation to cranking speeds and the number of 
revolutions obtainable at low temperatures. Thus, Brown (he. cit) 
has stated that “ data obtained after leaving battery and motor (engine) 
in the cold room at a temperature of —20°F., for eight or more hours 
indicate that the maximum, speed at which the motor can be cranked 
with a fully charged battery is reduced from 100 to less than 00 r.p.m., 
even with oil containing dilution in excess of fifty per cent.” 

The cold starting of automobile engines with particular regard to the 
lubricating oil viscosity limiting engine cranking speeds at low tempera¬ 
tures has been studied by Blackwood and Rickies, 18 in the laboratories 
of the Standard Oil Development Company. These workers conducted 
tests to determine under what conditions they could (a) secure a crank¬ 
ing speed to start the engine and keep it running, (h) not start the ear at 
all due to low cranking speed, and (c) develop various situations to bring 
about the different starting difficulties with a cold engine. They 
realized as a result of these tes ts that the two factors of fuel and lubricant 
were inseparable, particularly when the electric starter itself established 
conditions unique for each. ear. Thus, they often found, under a given 
set of conditions, the engine fired on the first attempt to start it, kicked 
the starter out of gear and immediately stopped ; and no matter how 
many more attempts were made, this cycle repeated itself. Yet a 
matter of two or three more revolutions per minute completely prevented 
this occurrence. This showed that the viscosity of the lubricant 
employed was too high for the particular combination of fuel and electric 
starter employed. Further possible causes of difficulty in starting were 
found to be (a) carburettor floats sticking at low temperatures, ( b ) some 
types of ignition equipment arc not particularly efficient at low engine 
speeds and ( c) dirty sparking plugs. 

Blackwood and Ricldes put forward, as a result of their work, a 
suggestion that car manufacturers and electric starter manufacturers 
strive to produce a unit which will crank the engine at 35 r.p.m. or faster 
under the worst conditions which are anticipated. 
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Various aspects of the low temperature starting of automobile 
engines have also been considered by Kent, 19 of the Chrysler Corpora¬ 
tion, Detroit. 

It is evident, therefore, that care must be exercised in estimating 
the starting properties of an engine from a consideration of the distilla¬ 
tion properties of the fuel used. The question of battery capacity and 
efficiency of the electric starter must also be taken into account, to¬ 
gether with that of lubricating oil viscosity. The various relationships 
between starting properties and fuel volatility can only be used when the 
engine conditions specified are satisfied, that is, the carburettor must be 
capable of giving the resultant air-fuel ratio used in computing the 
relationships and an adequate cranking speed must be employed. 

The Effect of Fuel Volatility upon Engine Performance 
under Normal Driving Conditions 

716. After an engine has been started by obtaining a series of ex¬ 
plosions with the aid of the choke or air control to give a rich mixture, 
the fuel employed must have such characteristics that the engine can be 
kept running and made to deliver power. The choke or air control 
(sometimes referred to as the “ strangler ”) is designed primarily as an 
aid to starting and should not be employed for actual driving. Its 
constant use, necessary with fuels of low volatility at the low tempera¬ 
tures existing in the manifold -when the engine is first started, results in 
excessive crank-case dilution, in carbon formation and in the fouling of 
sparking plugs. 

The period immediately following the actual starting is generally 
referred to as the “ warming-up period.” During this time, conditions 
are not constant, so that in actual tests it is found extremely difficnlfc to 
reproduce the same warming up conditions for different fuels. During 
this period, liquid fuel begins to distribute along the walls of the mani¬ 
fold doe to the dragging action of the air-vapour mixture passing through 
it. When driving at a constant speed along a level road, the velocity 
of this air vapour mixture is fairly constant and the liquid deposited on 
the walls of the manifold at the carburettor end reaches the engine 
cylinders at about the same rate as it is supplied by the carburettor : 
i.e., under these conditions, the air-fuel ratio supplied to the cylinders is 
practically the same as that supplied by the carburettor. During 
periods of acceleration, however, the amount of fuel delivered to the 
cylinders immediately after the throttle is suddenly opened is con¬ 
siderably less than that passing from the carburettor into the inlet end 
of the manifold. The vaporized fuel carried in the air stream reaches the 
cylinder almost as soon as does the latter, but the liquid fuel flowing 
along the walls of the manifold moves much more slowly and does not 
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reach the cylinders until some time later (about four seconds). For this 
reason, during the period immediately after the throttle is opened, the 
cylinders receive all the air passing through the carburettor, all the 
vaporized fuel, but only that part of the liquid fuel which is being dis¬ 
tributed along the walls of the manifold before the throttle is opened. 

These conditions have been considered by the manufacturers of 
carburettors and the modern carburettor is equipped with accelerating 
devices so that an extra charge of fuel is injected into the manifold 
whenever the throttle is suddenly opened. This, in. effect, is equivalent 
to supplying a richer mixture for a few moments after opening the 
throttle. 

If the carburettor is adjusted to deliver an air-fuel ratio of 12 to 1 
under steady driving conditions, arrangements are provided to 
deliver the equivalent of a 6 to 1 air-fuel ratio immediately after the 
throttle is opened at low speeds. Other carburettors may be more 
effective in enriching' the mixture at higher speeds than at extremely low 
speeds. But in practically all cases this characteristic is found to a 
greater or lesser extent. 

As a result of the partial precipitation of fuel on the walls of the 
manifold, the mixture reaching the cylinders immediately after the 
throttle is opened contains, in all cases, less fuel than the mixture 
metered by the carburettor. When the air flow through the manifold 
is at a relatively high rate, part of the liquid fuel may reach the cylinders 
in the form of a mist almost immediately after the throttle is opened. 
But when the velocity of the mixture through the manifold is low, as 
when an attempt is made to accelerate the engine from low speed, the 
air stream may not carry much suspended liquid, and the mixture 
reaching the cylinders may be so lean in fuel that it will not (ire. 

717. It will be evident, from these considerations, that the demands 
for easy acceleration must be given careful consideration by both pro¬ 
ducers of motor fuels and automobile manufacturers. Much research 
work on this subject has been carried out in America. About 
May 1st, 1920, the Society of Automobile Engineers Committee on the 
Utilization of Present Fuels in Present Engines requested the U.S. 
Bureau of Standards to undertake research in connection with a “ more 
miles per gallon 55 movement initiated by that committee. The pro¬ 
gramme as outlined included measurement of engine performance under 
conditions of both steady running and acceleration. In making tests 
incidental to this work, a method for measuring acceleration was devised 
by James, Dickinson and Sparrow. 20 This consisted essentially of 
operating an engine at light load and low speed, suddenly opening the 
throttle fully, and noting the successive readings of a ehronometric 
tachometer until a certain predetermined higher speed was reached. 
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Readings were taken also with a chronograph which recorded time and 
engine revolutions. Results were expressed in the form of speed time 
curves. With the organization of the Co-operative Fuel Research 
programme in the summer of 1922 came further work on acceleration, 
with special reference to the effect of fuel volatility, at the U.S. Bureau 
of Standards. This work was first carried out on the road, using two 
automobiles of different makes, hut such a procedure was not found to 
be entirely satisfactory. 21, 22 Laboratory tests did, however, show 
decided differences in acceleration between fuels of different volatility 
but nearly the same initial boiling point. 

718. In 1927, Eisinger 23 made a general study of engine acceleration 
using a chronometric tachometer and in the course of his work demon¬ 
strated the difference in behaviour of various fuels, but up to this time 
no great progress had been made. However, in May, 1927, Brown 22 
described the results of tests carried out on various fuels, which 
suggested the following conclusions :— 

(1) The A.S.T.M. distillation end-point has a noticeable effect 
on acceleration. Although a low end-point may tend to 
shorten the warming up period, it also tends to cause lack of 
power and poor acceleration after the engine is thoroughly 
warmed up, particularly if the intake manifold is supplied with a 
large amount of exhaust heat. 

(2) The ease of keeping an engine running during the warming up 
period depends somewhat upon the same fuel volatility charac¬ 
teristics as determine the ease of starting ; the difference lies 
in the fact that the manifold and carburettor are not at any 
constant temperature, but are w r arming up, and the fuel-air 
ratio is less, particularly if the choke is used for starting. This 
means that a greater percentage of fuel must be vaporized to 
form an explosive mixture after the engine has been started. 
Although live per cent, of fuel vaporized will enable an engine to 
be started without serious difficulty, at least 30—40 per cent, of 
the fuel must be vaporized to obtain reasonable performance 
under driving conditions. 

(3) A broad range of composition, represented by a low initial point 
and fairly straight distillation curve to a moderately high end¬ 
point, is highly desirable to give the best general performance 
over a wide range of temperatures, such as exist in all engines 
having effectively heated intake manifolds. 

More recent work by Brown, which is described later, fully supports 
these conclusions. 

In September, 1928, Brooks 24 described a new method of measuring 
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engine acceleration adopted at the U.S. Bureau of Standards. This was 
a displacement-time method, consisting of driving a paper tape at a 
speed proportional to the engine speed and discharging a spark through 
the tape at equal time intervals. A displacement-time record was thus 
obtained, the second differentiation of which gave the acceleration. 
This method has proved to be very satisfactory. An electrically 
operated timing fork is used to obtain the constant time intervals. 
Results 215 obtained using this method of measurement indicated that 
with the intake manifold at a temperature of 10°C. (50°F.), three fuels 
gave increasing acceleration in the inverse order of their A.S.T.M. 50 
per cent, points, while with, the manifold at 32°C. (OO'F.), the same fuels 
gave increasing acceleration in the direct order of their 50 per cent, 
points. These results indicated the great importance of manifold tem¬ 
perature. 

719. At a somewhat later date. Brooks and Bruce 80 described the 
results of tests carried out on nine different engines under various con¬ 
ditions on a range of fuels. These investigators used a method of pre¬ 
senting their results in which “ relative fuel volatilities ” were employed. 
One fuel was selected as a reference fuel and its volatility at all tempera¬ 
tures was taken as unity. Relative fuel volatilities were then obtained 
by dividing the absolute temperatures for various percentages distilled 
on the A.S.T.M. curve for the reference fuel by the corresponding tem¬ 
peratures for the other fuels. A further method of expressing the 
relative volatility was adopted, in which this was defined as the effective 
air-fuel ratio supplied by tlic carburettor divided by the effective air- 
fuel ratio entering the cylinders at the same instant. The effective air- 
fuel ratio was found by comparing the observed acceleration at a speed 
of 50 r.p.m. above the initial speed, with a contour chart derived from 
brake torque versus mixture ratio tests at various constant speeds. 
Since acceleration, at any instant is proportional to available brake 
torque, the effective air-fuel ratio found is that mixture, which, if 
vaporized and distributed as under constant speed operating conditions, 
would give brake torque sufficient to produce the desired acceleration. 
In order to eliminate the effect of differences in supplied air-fuel ratio, 
speed, etc., results wore expressed as effectiveness of the fuel relative to 
one fuel chosen as a reference, just as were the relative volatilities. 

A degree of similarity between these two sets of curves was obvious 
for a range of different fuels and a correlation suggested itself. This was 
inquired into and as a result the following empirical rule for finding the 
relative effectiveness of fuels for acceleration at any given manifold 
temperature was evolved. 

“Multiply the manifold absolute temperature by 1-2. Convert 
this into units of ordinary temperature (°F. or °C.). From the A.S.T.M. 
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curves, select one fuel which approximates U.S. Motor Gasoline as the 
reference fuel and note its per cent, evaporated at the temperature 
found above. Then the arrangement of the other fuels at this per cent, 
evaporated indicates their relative effectiveness for acceleration at the 
manifold temperature in question, those having higher A.S.T.M. 
temperatures being poorer in this respect, and conversely. Further, a 
quantitative relation between any pair of fuels may be roughly ascer¬ 
tained by a comparison of their distillation absolute temperatures.” 
Thus, taking a manifold temperature of 50°C., 

50°C. = 323° Absolute. 

323 x 1-2 = 387-6 = 114-6°C = approx. 115°C. 

The distillation temperature at which comparison between fuels is made 
is, therefore, in this case, 115°C. Assume a reference fuel of 34 per cent, 
evaporated at this temperature and assume three fuels whose 34 per 
cent, evaporated temperatures are, respectively :— 

(a) 115°C. = 388° Absolute. 

(b) 101°C. =374° Absolute. 

(c) 92°C. = 365° Absolute. 

Then, at a manifold temperature of 50°C., fuel (c) will give the best 
acceleration and fuel (a) the worst. Roughly, the relative effectiveness 
will be 


Fuel (a) 388 388 = 100. 

Fuel (b) 388 374 = 104. 

Fuel (c) 388 365 = 106. 

As a corollary to this general relationship, it is obvious that no one 
point on the distillation curve can be selected as representing the prob¬ 
able acceleration performance of a fuel; rather, it is dependent on 
practically the entire distillation curve. 

720. The Work of G. Granger Brown on Acceleration.—Brown 9 
has used a rather different nomenclature in his work on acceleration and 
has used the term “ effective volatility,” which he has defined as the 
quotient obtained by dividing the air-fuel ratio supplied at the car¬ 
burettor by the air-fuel ratio burned in the cylinders immediately 
after the throttle is opened in an acceleration engine test. This is 
equivalent to the term “ relative volatility,” used by Brooks and Bruce. 

The apparatus used by Brown in his acceleration engine tests is of 
interest, and is, in many respects, similar to that used by Brooks and 
Bruce. The engine was a six cylinder valve-in-head water cooled model, 
of 3| in. bore and 4f in. stroke. It was directly coupled to a dynamo¬ 
meter which was used to supply a resistance comparable to the rolling- 
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and wind resistance of the automobile for which the engine was designed. 
Mounted on the shaft of the dynamometer was a steel disc, of such di¬ 
mensions and weight that its moment of inertia added to that of the 
rotor of the dynamometer equalled the moment of inertia of the car 
when in high gear. 27 By these means the actual driving load of the 
engine under road conditions was closely approximated. The disc and 
rotor furnished the inertia and the electric load represented, approxi¬ 
mately, the wind and rolling resistance. 



Fig. ISM.— -Apparatus Used by Chancier Brown in Making Acceleration Tests on Motor 

Fuels. 


Apparatus for Control of Air-fuel Ratio. —The fuel-air ratio sup¬ 
plied by most commercial carburettors changes with change in engine 
speed, consequently it is almost impossible to determine accurately 
the air-fuel ratio supplied by such a carburettor during acceleration 
tests. For this reason, Brown used special equipment devised to sup¬ 
ply a constant predetermined air-fuel ratio. Air was supplied to the 
carburettor through a pipe fitted with two quick opening gate valves in 
such a manner that air could be taken directly from the atmosphere, or 
from a calibrated gas bolder of about 50 eu. ft. capacity. When the 
engine was taking air from the gas holder, the latter raised a counter¬ 
weight, as shown in Figure 194. This, in turn, allowed the air- 
fuel ratio drum to rotate in a clockwise direction, letting the steel 
plunger fall inside the fuel burette, which had been previously filled 
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with fuel. As the plunger fell, the displaced fuel was supplied to 


thermocouple thermocouple 



Fig. 195.—Intake Manifold and Carburettor Used by Granger Brown in Acceleration 

Tests 

the carburettor through a small auxiliary jet placed about an inch 
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above the regular jet in the carburettor. The air-fuel control drum 
was made of a number of concentric pulleys of different diameters. 
The rate at which fuel was supplied to the carburettor with any two of 
these pulleys in use varied directly with the rate at which air was used 
from the tank. The air-fuel ratio therefore remained constant, regard¬ 
less of the speed of the motor. Different air-fuel ratios were obtained 



Fig. 190.— Typical Mo to a Finer. Acceleration Curves. 

(Granger Brown.) 

by changing to smaller or larger pulleys on the drum. This equipment 
gave a precision in predetermining and controlling the air-fuel ratios 
unattainable with any commercial carburettor. The apparatus was so 
arranged that the operator could, in. a few seconds, shift the fuel feed 
from the carburettor bowl to the fuel burette, and the air supply from 
the atmosphere to the gas holder*, by operating two cocks on the 
carburettor and two quick opening valves in the air line. 

Intake Manifold and Carburettor. —The intake manifold was of 
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the straight “ T ” type with an exhaust heated hot spot on the vertical 
riser from the carburettor as shown in Figure 195. The exhaust gas 
connection to the heater was replaced by pipe connections, so that the 



ACCELERATION (AR.P.M. FROM 0.01 TO 0.06 MINUTES) 


MANIFOLD JACKET TEMPERATURE 

2I2°F - 

95° F - 

54°F --- 

Tig. 197.—Curves Shewing the Relationship Between Air-Fuel Ratio and Acceleration 
Properties, (Granger Brown.) 

manifold could be heated with steam and cooled with water or ammonia. 
Temperature measurements were made with thermocouples. 

In order to avoid, as far as possible, any human error, the actual 
acceleration tests were started and stopped by a number of relays con- 
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nected in series and operated by a single contact. The time speed record 
required was obtained by taking a motion picture record of the tacho¬ 
meter with a constant speed camera. 

721. Results Obtained.—The fuels used in Brown’s investigations 
covered the entire range of U.S. commercial motor fuels and had 
A.S.T.M. distillation curves as shown in Figure 180 (Page 244). As a 
quantitative measure of acceleration, the increase in r.p.m. in the time 
interval between 0-01 minutes and 0-06 minutes after the throttle was 
opened, was taken and termed “acceleration.” Some typical acceler¬ 
ation curves are reproduced in Figure 100, in which the dashed lines refer 
to Fuel No. 47, which has complete effective volatility at the indicated 
temperatures and air-fuel ratios. It will be noticed that the 8-3 ratio 
curve for Fuel 24 runs approximately parallel to the 16-5 ratio curve of 
Fuel No. 47, from 0 01 to 0 06 minutes, indicating the same air-fuel 
ratio burnt in the cylinders or an effective volatility of Fuel 24 under 
these conditions of ST /16-5 or 40 per cent. At 006 minutes, the curves 
cross, due to conditions not attributable to fuel characteristics. Effec¬ 
tive volatilities were generally determined in this way, i.e., by dividing 
the air-fuel ratio supplied by the air-fuel ratio of a fuel with complete 
effective volatility required to give the same acceleration under similar 
conditions. 

Typical results showing the relation between acceleration and the 
air-fuel ratio supplied at the carburettor for various fuels at different 
manifold jacket temperatures are shown in Figure 197. 

Brown has prepared as a convenient .summary of the approximate 
relation between A.S.T.M. distillation data and effective volatility, as 
indicating the character of engine performance at various mixture 
temperatures, the curves shown in Figure 198. Various considerations 
lead to the conclusion that the 05 per cent, point on the A.S.T.M. dis¬ 
tillation. may be related to the mixture temperature required to give 
fairly satisfactory performance with a carburettor delivering a constant 
air-fuel ratio of about 12, or practically perfect acceleration performance 
if the carburettor is supplied with an accelerating device which en¬ 
riches 'the mixture to about 8 to 1 air-fuel ratio during the early stages of 
acceleration, or is adjusted to give a rich mixture when idling. Perfect 
performance with a constant mixture ratio of 12 to 1 demands complete 
effective volatility as indicated by a relationship between the A.S.T.M. 
90 per cent, point and mixture temperature. Similarly, the 55 per cent, 
point should indicate the mixture temperature below which acceleration 
is almost impossible without the use of the choke, if the carburettor 
supplies a constant air-fuel ratio of 12, and the mixture temperature 
required for satisfactory acceleration with carburettors equipped witli 
adequate accelerating devices. 
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In Figure 198, the mixture temperature corresponding to 100 per 
cent, effective volatility is plotted as a function of the 90 per cent. 



Fig. 198. —Curves Shewing the Relationship Between A.S.T.M. Distillation Data and 
Effective Volatility. (Granges Brown.) 


A.S.T.M. temperature for various fuels. (Curve A). The same 
curve was also found to represent the relationship between the mixture 
temperature for 65 per cent, effective volatility in an air-fuel ratio of 
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8 and tlie 65 per cent. A.S.T.M. point. Curve B gives the corresponding 
relation for 65 per cent, in a 12 to 1 ratio and 55 per cent, in an 8 to 1 
ratio. 

722. As a result of extensive laboratory tests, supplemented by 
many road tests, the following conclusions were drawn. 

(1) That part of the A.S.T.M. distillation curve from 65 to 100 per 
cent, is of little or no practical importance in determining effec¬ 
tive volatility in modem automobile engines, provided the 90 
per cent, point is not so high as to prevent efficient combustion 
of the fuel under the conditions of test, nor so low as to supply a 
practically dry mixture when used in cars equipped with heated 
manifolds and effective accelerating devices. 

(2) The first 35 to 40 per cent, of the A.S.T.M. distillation curve is 
the controlling factor in determining fairly satisfactory per¬ 
formance without use of the choke, or entirely satisfactory per¬ 
formance with use of the choke, during the warming up period, 
provided the conditions stated above concerning the 90 per cent, 
point are fulfilled. 

(3) At least 10 per cent, must be distilled on the A.S.T.M. distilla¬ 
tion at the corresponding temperature in Figure 108, if the engine 
is to be operated in a manner at all satisfactory, even with 
excessively rich mixtures as brought about by use of the choke 
with a properly adjusted carburettor. It is possible to operate 
an engine with the choke on any fuel, that will start the cold 
engine in ten revolutions. 

Different metering characteristics possessed by different types of 
commercial carburettors will modify these conclusions only in degree. 
Low 90 per cent, points are required for satisfactory performance of 
aero-engines and other engines in special service where maximum power 
and freedom from knocking are best obtained with cold mixtures and 
extremely volatile fuels. 


Vapour Lock 

723. In the previous sections of this chapter the practical advantages 
to be obtained in the use of fuels having low 10, 35 and 65 per cent, 
points on the A.S.T.M. distillation curve have been indicated. There 
is, however', a practical limit to the richness of the fuel-air ratio which it 
is feasible to supply to an engine under starting conditions ; this limit 
determining the temperature below which starting will not be easy with 
a given fuel. If starting at lower temperatures is desired, a more 
volatile fuel is obviously needed but, on the other hand, the more 
volatile a fuel, the greater will be its tendency to boil in the fuel feed 
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system as the engine warms up. If the fuel boils, then interruptions of 
fuel flow due to vapour lock may be expected. These two effects, 
ability to start an engine and the ability to keep an engine running when 
warmed up, impose limits on the practical operating range of fuel tem¬ 
peratures in the fuel feed system. This practical range is about 60°C. 
for most automobiles. 

The property of a petrol which determines both the starting ability 
and the tendency to boil is its 10 per cent, point on the A.S.T.M. curve. 
A fuel having a 10 per cent, point of 60°C. permits an engine in good 
mechanical condition to be started fairly easily down to temperatures 
of — 18°C. (0°F.), but such a fuel would boil if heated above its 10 per 
cent, point (60°C.) 28 

Some fuels containing undesirable amounts of propane may cause 
vapour lock at temperatures 10°C. below the 10 per cent, point, and some 
poorly designed fuel systems may also result in interruption of flow at 
temperatures below the 10 per cent, point, due to the trapping of gases 
which come out of solution. As shown in Chapter XVIII, in the case of 
aeroplanes the temperature at which vapour lock may occur becomes 
lower as the altitude increases, due to decrease in atmospheric pressure, 
and an allowance must be made for a lowering below the 10 per cent, 
point of about 2°F. for every 1,000 feet above sea level. Thus, for an 
aeroplane with a ceiling of 20,000 feet, the practical operating range of 
fuel temperatures is reduced to about 100°F. 

During the middle part of 1930, Bridgeman and Aldrich 2 8 tentatively 
reached the following conclusions with respect to vapour lock. 

(1) It is undesirable to use a fuel which has a much lower 10 per 
cent, point than that required for easy starting at the lowest 
temperature likely to be encountered. This may make it 
desirable to use different grades of fuel for different types of 
operating conditions. 

(2) The temperature of the liquid fuel in the fuel lines should not ex¬ 
ceed its 10 per cent, point. Fuel lines should be so designed and 
installed that they will meet this requirement with a reasonable 
margin of safety for variations in existing fuels. 

(3) The presence of more than small amounts of propane in motor 
fuels is undesirable from the point of view of vapour lock. If 
fuels containing propane are likely to be used, a liberal margin 
of safety below the 10 per cent, point should be allowed in fixing 
the maximum operating fuel temperature which is permissible. 

724. Analysis of the Vapour-Lock Problem. —Vapour lock may 
occur when the sum of the pressures exerted by the liquid hydrocarbons, 
the dissolved gaseous hydrocarbons, dissolved air and water exceeds the 
external pressure at any point in the fuel system. At any given tem- 
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perature, lowering the external pressure favours the formation of vapour, 
as in the case of suction lifts from the fuel pump, etc., whereas an in¬ 
crease in pressure retards vapour formation, as in the delivery sides of 
fuel pumps and gravity feeds, etc. Vapour lock cannot possibly occur 
at any point in the fuel feed line if the total vapour pressure of the fuel 
flowing through the feed line is less than the total external pressure 
exerted upon it, and vice versa. 

Work on the vapour lock problem, conducted in America, has been 
logically divided into a study of the following three separate phases. 

(1) A study of the vapour pressures of motor fuels as a function of 
temperature, including the effect of dissolved gases and dissolved 
water. 

(2) Determination of the conditions under which vapour lock 
actually occurs in typical fuel feed systems. 

(3) Measurement of the temperatures existing in representative fuel 
feed systems under various conditions of operation. 

The results of work conducted on the first phase of the general 
problem have been reported by Bridgeman and Aldrich 28 and by 
Brown, 9 each of whom has tackled the problem by determining the 
vapour pressures of motor fuels after the removal of dissolved gases, at 
various temperatures, followed by a study of the effect of dissolved 
gases, etc., on the gas-free vapour pressure. 

Bridgeman and Aldrich found that the following relationship 
existed between the vapour pressure and the bubble point. 

log 760 “ A [ 3 ~ (t)] . ^ 

where p — vapour pressure in mras. of mercury at the absolute 
temperature T, 

A = constant for each motor fuel, 

Trt «= normal bubble point in 0 absolute. 

From this relationship and data obtained on a wide range of different 
fuels, they found that 

A — 3-41 -!- 3-8 X 10~ 3 T IO p ercpI , t .— 0-0 VS . • ■ (28) 

in which S = slope of the A.S.T.M. curve at the 10 per cent, point ex¬ 
pressed in terms of °C., per unit per cent, evaporated, and T, 0 pcr ccnt< 
is expressed in terms of absolute °C. 

These relationships enabled them to calculate the gas-free vapour 
pressures of motor fuels from A.S.T.M. distillation curves with an 
accuracy claimed to be within 0-18 pounds per square inch. Such 
vapour pressure measurements were made 'with a very small bubble of 
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V 

vapour in. each case, but the effects of variations in the variable —■, 

where V and L are the volumes of vapour and liquid respectively, 
were found to be conveniently given by the equation 

AP= —0-025 ^ p 0 .(29) 

where A P — difference between p 0 and the pressure when the ratio 

. V 

of vapour to liquid volume is 

and p 0 — vapour pressure with an extremely small bubble. 

General expressions for the solubility of air and propane in various 
motor fuels were also deduced. 


725. During 1930, Bridgeman and White 29 compared the predicted 
conditions for vapour lock as given above with the conditions actually 
found to interrupt fuel flow in two types of aeroplane fuel feed systems. 
The vapour locking temperature, i.e., the temperature at which the 
vapour pressure of the gas-free fuel becomes equal to the external 
pressure on the fuel, was found to be given by the equation 


i = 


Abo per cent. + 273-1 



A - log 



(30) 


in which A =4-45 + 3-8 X 10 -3 T 10 per ceat _ -0-6 VS . . . (31) 

t — vapour locking temperature in °C. 
p — pressure on the fuel in the feed line in mms. of mercury. 


For most motor fuels A has an average value of about 4-0. 

In gravity feed fuel systems, the most important factor tending to 
cause vapour lock is a constriction in the fuel line, such as the metering 
orifice. Other details of construction such as the arrangement of T 
connections, size of tubing, syphons, etc., may have an important effect 
in determining vapour lock, but, in general, troubles from these causes 
can be eliminated by changes in the arrangement of the fuel system. 
But some kind of a jet or metering orifice is essential in any carburetting 
system and cannot well be eliminated. The rate of flow of a motor fuel 
through such an orifice increases very slowly as the temperature is slight¬ 
ly raised, but when the temperature is raised beyond a certain point, 
the rate of flow is decreased considerably, due to the formation of vapour. 
The temperature at which this marked decrease of flow is observed is 
given by equation (30) with very reasonable accuracy, as shown in the 
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data of Table 158. It will be noticed that there is good agreement 
between the predicted values and the temperatures at which the rate of 
fuel flow is decreased by 30 per cent., particularly at an atmospheric 
pressure of 760 mms. A variation in fuel feed of this amount is within 
the normal fluctuations of mixture ratio and docs not seriously effect 
engine operation. However, only a very slight increase in temperature 
is required to reduce the rate of fuel flow by 50 per cent., which would 
certainly cause engine stoppage. 

726. In December, 1931, Bridgcman and White 30 presented the 
results obtained in a survey of fuel line temperatures obtained in 
American automobiles. Road tests were made on a large number of 
new ears operated under various specified conditions and fuel tempera¬ 
tures were measured in each ease at several points in the fuel-feed 
system. These investigators concluded that, for most of the cars 
examined, trouble from vapour lock would result in hot weather from 
the use of fuels having a Reid vapour pressure in excess of 7 pounds per 
square inch at 100°F. The production of such a product not only makes 
it difficult to meet the requirements necessary for easy starting during 
some seasons of the year but, in addition, materially curtails the avail¬ 
able supply of suitable fuel. Therefore there is ample justification for 
the elimination of vapour lock by the use of well designed fuel systems. 
Some car manufacturers have already taken steps to re-design fuel 
systems and others will undoubtedly do so in the near future. 

Vapour lock may normally be completely avoided by the observation 
of a few simple rules. Of these, perhaps the most important is to employ 
fuels free from propane or as free from this “ wild ” constituent as pos¬ 
sible, as already explained in Chapter IV (Volume I). The fuel should 
also be kept as cool as possible in its passage from the fuel tank to the 
carburettor. Direct radiation of heal; from the engine or exhaust 
manifold to the fuel feed lines and the carburettor itself should be 
avoided and long suction lifts to fuel pumps eliminated as much as 
possible. 

727. Relation between Reid Vapour Pressure and Vapour 
Locking Temperature.—The workers at the TLS, Bureau of Standards 
have shown that the Reid vapour pressure at I00°F. is related to the 
vapour locking temperature by the equation 

t =* 259 — 140 log Pr. (32) 

in which t — vapour locking temperature °F., 

Pr ~ Reid vapour pressure at 100°F. in lbs. per square inch. 

This equation applies specifically to vapour lock during engine operation 
at sea level and involves two assumptions ; namely, that the fuel has a 
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conventional distillation curve and that equal volumes of vapour and 
liquid can be handled by the fuel feed system before vapour lock occurs. 
The equation is not applicable to benzole or alcohol blends or fuels con¬ 
taining an abnormal amount of light constituents, but has been corro¬ 
borated by Burk. 31 It constitutes the most useful method for deter¬ 
mining vapour lock temperatures as it involves only one vapour pressure 
measurement. On the other hand, it must he remembered that a fuel 
which will operate with entire freedom from vapour lock in one car may 
give much trouble in another. It is, therefore, impossible to specify 
definitely the maximum vapour pressure which a fuel should possess, 



Fto. 101).'— Ctnivns SmswiKO tub Vapour Louiono I’ROi'Rtmrta or Motor I’cmrh. 

(Kjduak, HUjIj & Boyd.) 

without reference to the characteristics of actual automobile fuel 
systems, because the temperature which the fuel reaches in the fuel 
system is determined by the conditions of operation such as speed, load, 
etc., and by such equipment factors as thermostats, radiator shutters, 
etc. Moreover, the properties of the fuel in the fuel system may not 
always be identical with those of the fuel as supplied to the fuel tank. 
A certain amount of evaporation of light ends (stripping) may occur in 
the fuel tank, in the vacuum tank and in the carburettor bowl itself, so 
that it is possible for it to be heated somewhat above the temperature 
at which 10 per cent, of the original fuel evaporates without vapour 
lock occurring. 

If we take atmospheric temperatures as ordinates and 10 per cent, 
temperatures as abscissae, we can obtain, for a series of given auto¬ 
mobiles, curves representing the minimum 10 per cent., temperatures 
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which the fuel must possess in order to avoid vapour lock. These 
curves would approach as the ideal a curve in which the fuel does not 
rise above atmospheric temperature and the ordinates and abscissae 
•would then be equal. Similar curves could be drawn with maximum 
vapour pressures as ordinates. The position of the curves and their 
exact form would vary with the design factors of the fuel feed system 
and sufficient data are not available at present to construct accurate 
graphs, but the curves for different automobiles would have the general 
nature of the solid lines drawn in Figure 199, where curve (a) represents 
the ideal curve mentioned above and curves ( b ), (c) and (d) represent 



Fig 200 —Graph Shewing Maximum and Minimum 10 Per. Cent. Distillation Points of 
Motor Fuels. (Edgar, Hull and Boyd.) 

increasingly badly designed fuel systems in which the fuel is heated 
30°F., 60°F. and 90°F., respectively, above atmospheric temperature. 
The dotted curves a', c' and d' are corresponding curves showing the 
approximate effect of 2 per cent, propane on these relationships. 32 

In Figure 200, the date of Figure 199 and Figure 190 are combined, 
from which it is clear that a fuel which will give both satisfactory 
starting and freedom from vapour lock in a given car must have its 
temperature for 10 per cent, evaporated lying to the left of the curve 
for starting and to the right of the curve for vapour lock. Several 
important conclusions for both the automotive engineer and the 
oil refiner may be drawn from these curves. In the first place, it is 
evident that the area between the curves, which determines the per¬ 
missible range of 10 per cent, points for satisfactory operation, is de- 
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termined by the propane content of the fuel and the design of the fuel 
system. For fuel systems approaching the ideal and for fuels free from 
the deleterious propane, the range is extremely wide even at low atmos¬ 
pheric temperatures. The range narrows as the fuel system becomes 
poorer, and at low' temperatures with a very badly designed fuel system, 
the vapour lock and starting curves may cross and a condition in which 
vapour lock will occur with any fuel on which the engine will start, 
will result. 


728. As a convenient relation to indicate probable freedom from 
vapour lock on modern automotive equipment, Brown 8 lias advanced 
the equation 


Minimum A.S.T.M. 10 per cent, temperature 

ra 100 -|-1 (Average Atmospheric Temperature °F.) . (33) 

which gives the minimum 10 per cent, temperature (corrected for loss) 
allowable. 

A more reliable relationship deduced by the same investigator is :— 
.—-.... - 5-107 - log P . (84) 


where log 10 P 


1-107 


Av. Atm. Temp. °F 
280 


(35) 


and P ~ Reid vapour pressure of dry fuel at 100°F. (atmospheric 
pressure assumed to be 14-7 lbs. per square inch). 

It is clearly desirable, from the viewpoint of the oil reliner and the 
general public, that as large a fraction as possible of the products of the 
refinery shall be available for automotive use, since this involves 
economy of manufacture and conservation of natural resources. It is 
also just as clearly desirable from the standpoint of the automobile 
manufacturer that his product shall operate satisfactorily on as wide a 
range of fuels as possible. The oil refiner may contribute his part to 
increasing the permissible range by eliminating propane from motor fuel 
and should, of course, provide a fuel whose 10 per cent, points will lie 
between such limits as may be satisfactory in a reasonably well designed 
fuel system. The automobile manufacturer may contribute his part by 
studying the temperatures reached in his fuel systems and keeping them 
as low as possible by appropriate details of location, insulation, etc. 


Crank-Case Dilution 

729. While it is generally agreed that a motor fuel does not need to 
be completely vaporized in the induction system, in order to function 
efficiently, it has nevertheless been demonstrated that the temperature 
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of complete vaporization, or dew-point, of air-fuel-vapour mixtures is the 
controlling factor in determining the amount of fuel which finds its way 
into the lubricating oil in the crank case under given weather and 
engine conditions. This dilution of the crank case oil does not occur to 
an extent sufficient appreciably to affect fuel consumption, but under 
winter conditions, it may thin out the lubricant so badly as to give 
excessive lubricating oil consumption and even cause wear or injury to 
the engine. The tendency to cause dilution constitutes the most im¬ 
portant present limitation on the upper boiling range of a motor fuel. 
It is also true that if there is too much higher boiling material in the 
fuel its distribution characteristics are likely to be inferior, causing both a 
loss of power and diminished economy, but few commercial motor fuels 
of to-day, either in this country or in America, have enough high bo ilin g 
constituents appreciably to effect the mileage they will give under 
ordinary operating conditions. Thus, while the volatility of the higher 
portion of a motor fuel must he reasonably good, it is distinctly less 
important than that of the lighter portions for the reasons already dis¬ 
cussed. 

To avoid crank case dilution, the dew-point of the air-fuel mixture 
leaving the carburettor must be kept as low as possible by a suitable 
limitation of the 90 per cent, point of the fuel, but there is no justifica¬ 
tion for reducing the latter lower than 210°C. Fuels of lower 90 per cent, 
points may give dry air-fuel mixtures entering the cylinders and actually 
give a loss of power on this account, but fuels of higher 90 per cent, 
points may cause a certain amount of crank case dilution. 

It must not be inferred, however, that the quality of the fuel used is 
the only factor determining crank case dilution, because the design, 
construction and condition of the engine are also of considerable im¬ 
portance, as is also the question of crank case temperature. Further¬ 
more, the dilution is not solely caused by the heavy ends of unburnt 
fuel but is partly accounted for by the cracking or thermal decomposi¬ 
tion of the lubricating oil in the hotter parts of the engine. 33 The 
warmer the crank case, the smaller the dilution that is obtained, because 
equilibrium is eventually established (after about 4,000 miles running) 
in the crank case. At higher temperatures, the diluent is evaporated 
from the crank case oil. A further point to be remembered is that most 
of the crank case dilution that occurs is caused in starting the engine, 
when the jacket cooling water is cold and when extensive use of the choke 
is made to obtain easy starting. Under these conditions only a small 
amount of the fuel delivered by the carburettor is vaporized and the 
remainder leaks past the piston rings into the crank case oil. If the use 
of the choke during starting is limited to the bare minimum, no 
trouble from crank case dilution will be experienced with present day 
fuels. 
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CHAPTER XVI 


KNOCK RATINGS 

736. Introduction.—The existence of knocking in internal com¬ 
bustion engines under certain conditions has been known for many years, 
but the importance of knocking was not fully realized until about ten 
years ago ; even to-day little is known regarding the exact mechanism 
of the phenomenon. A vast amount of work has centred on this subject 
and much is known concerning the effects of knocking, its prevention 
and the factors influencing it, but real progress is hindered by the lack 
of fundamental data. 

In previous chapters, it has been shown that of all the factors limit¬ 
ing engine efficiency, knocking is by far the most important. This was 
first shewn by H. R. Ricardo about ten years ago and at about the 
same time T. Midgley and T. A. Boyd in America demonstrated that the 
phenomenon as it existed in ordinary petrol engines could be eliminated 
by the addition of minute amounts of tetra-ethyl lead (a so-called 
“ anti-knock ” agent) to the fuel. Immediately after these investiga¬ 
tors had completed their original researches, the Asiatic Petroleum 
Company, who had financed the work of Ricardo, and the General 
Motors Corporation, who instigated the work of Midgley and Boyd, 
began to turn this work to practical value. The former Company, 
fortunate in having at its disposal valuable supplies of motor fuels of 
high anti-knock fuel, began to blend their products in such a way as to 
give the motorist freedom from knocking and advertised the subject 
accordingly. The General Motors Corporation commercialized the 
discovery of the anti-knock properties of tetra-ethyl lead by forming a 
new company, the Ethyl Gasoline Corporation, to place it on the 
market. Both ventures were highly successful, although tetra-ethyl 
lead met with some opposition in its infancy, due to its poisonous pro¬ 
perties. 

Immediately afterwards, the subject of knocking quickly assumed 
general importance and refiners and blenders were not slow to appreciate 
the new yardstick by which their products were being judged. The 
successful research carried out by the General Motors Corporation 
encouraged many others to investigate the same field and very soon 
numerous patents began to appear claiming anti-knock properties for 
numerous compounds and motor fuel compositions. It is a remarkable 
fact, however, that no new compound has ever been discovered having 
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greater anti-knock properties than tetra-ethyl lead and other similar 
lead compounds, although ten years have elapsed since this brilliant 
achievement. 

With the development oi‘ anli-knoek motor fuels, numerous methods 
of measuring knocking were devised. For the most part, companies 
chose to work independently in this held and very soon there were in 
existence many different types of test engines and test methods which 
could not well be correlated. In 1028, interested groups in America 
saw the need for co-operation in methods of measuring the anti-knock 
properties of fuels and expression of results. Previously, in 3 022, it had 
been realized that improvement in engine performance was inseparably 
connected with fuel quality and a Co-operative Fuel Research Com¬ 
mittee, representing the American Petroleum Institute, the Automobile 
Chamber of Commerce and the Society of Automil,ive Engineers, was set 
up to investigate problems common to the two industries. In 1028, 
this committee turned its attention to knock ratings and their .measure¬ 
ment and began, an ambitious research programme. The work done 
under these auspices lias now led to the almost universal adoption of a 
standard test engine and procedure for knock rating measurements. 
To-day the subject of knock ratings is tremendously important to all. 
those concerned with motor fuels, and the octane number scale of anti¬ 
knock measurement now finds its place in nearly all motor fuel specifica¬ 
tions. 

It is the purpose of this Chapter to deal somewhat briefly with the 
general subject of knocking, to indicate some of the phenomena associa¬ 
ted with it, to indicate the methods of knock measurement now employed 
and to describe the anti-knock properties of typical “ dopes ” and 
fuels. To deal adequately with the subject in a book of this size devoted 
to the subject of motor fuels generally is, of course, not possible. 

The Chemical and Physical Aspects oe Knocking 

737. The noise to which the name “ knock ” has been applied is like 
that produced by a sharp ringing blow upon the metal of the engine 
cylinder. Formerly it was supposed actually to be due to some such 
mechanical cause which might be derived, it was supposed, from a 
looseness between, moving parts. Experiment soon demonstrated that 
this view was untenable and it is now believed that the noise is due to a 
wave of high pressure gas striking the inner side of the combustion 
chamber walls. It is known that in certain combustion mixtures, such as 
electrolytic gas (composed of hydrogen and oxygen), under certain con¬ 
ditions a pressure wave of extremely high velocity is set up some time 
after ignition, the so-called “ detonation wave.” 

The phenomena of engine knock is sometimes referred to as 
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detonation,” but in this book the latter term is not used because 
there is evidence to show that if detonation, as experienced in electro¬ 
lytic gas, occurred in the same way in a petrol engine, the engine would 
not survive the first occurrence. Knocking may be a mild form of 
detonation, but for the sake of clarity the terms should not be used 
i interchangeably. 

It is essential, at the outset, to appreciate the difference between 
“ pre-ignition ” and knocking. In the normal petrol engine, com¬ 
bustion is initiated by an electric spark timed to occur at a definite 
instant towards the end of the compression stroke. The correct timing 
varies according to the engine speed and certain other factors, but 
ignition, should never commence before the passage of the spark. If 
this does happen, on account of overheated spark plug points, or scraps 
of stray incandescent carbon, then “ pre-ignition ” is occurring, a state 
of affairs which soon causes violent knocking and the development of 
excessive pressure before the end of the compression, which soon causes 
the engine to come to a standstill. Knocking, however, is something 
that happens after the passage of the spark, while the combustion is 
proceeding, and if it is not too violent, it may persist for long periods 
without doing the engine any harm. On the other hand, heavy knock¬ 
ing soon leads to overheating and may develop into pre-ignition. Never¬ 
theless, pre-ignition and knocking are quite separate phenomena. 
Knocking follows, while pre-ignition precedes, the ignition spark. 

It is now well known that different fuels vary markedly in the extent 
to which they are prone to knocking, straight chain paraffins boiling 
above about 80°C. being bad offenders in this respect, while the aromatic 
hydrocarbons cannot he made to knock, even at very high engine com¬ 
pression ratios. Generally, straight run spirits have lower knock ratings 
than cracked spirits from the same crude oil, while among cracked spirits, 
those produced under high temperature-vapour phase conditions have 
better knock resisting properties than those produced at lower tempera¬ 
tures. 

738. The Effect of Engine Design on Knocking. —The compres¬ 
sion ratio of an engine is all important in its effect upon the knocking 
properties of internal combustion engine fuels, and it is when the 
compression ratio is raised from a low value, at which low thermal 
efficiencies are obtained, that trouble due to knocking is encountered. 
This fact originally led Ricardo to a method of measuring the knocking 
properties of fuels in which the compression ratio of an engine operating 
under standardized conditions was gradually raised to the point at which 
the power output was a maximum, the well known “ Highest Useful 
Compression Ratio ” (H.U.C.R.). With a given fuel, however, the 
H.U.C.R. varies to a marked extent from engine to engine and upon 
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change in engine conditions, a state of affairs which suggests that engine 
design has an appreciable influence upon the degree of knocking which 
occurs. It should also be noted that, in general, any alteration in engine 
design or conditions of operation which involves an increase in tempera¬ 
ture of the fuel-air mixture before combustion, increases the tendency of 
a fuel to knock. 

A consideration of the engine factors having an effect upon the 
phenomena known as knocking is an aid to the understanding of its 
mechanism. Of these factors, the most important are as follows :— 

(a) The absolute distance from the sparking plug points to the most 
remote corner of the combustion chamber. In other words, the 
smaller and the more compact the combustion chamber and the 
more central the position of the sparking plug, the less the 
tendency to knock of any given fuel. 

(b) The degree and nature of the movement of the combustible 
mixture in the combustion chamber at the time of ignition. 
The greater the turbulence and the more chaotic the movement 
of the gases, the less the tendency to knock. 

(a) The temperature and pressure of the gases at the time of ignition. 
At any given compression ratio, the temperature at the end of 
compression depends upon the amount of heat, received by the 
charge before and during its entry to the cylinder. 

(d) The temperature of the hot surfaces within, the combustion 
space, such as the head of the exhaust valve, which, by giving 
rise to a certain amount of pre-oxidation of the fuel during the 
suction and compression strokes, will increase the temperature 
of the charge before ignition. 

As indicating the very wide difference in the compression which can 
he used in different engines on the same fuel, the following tests on 
Ricardo “E.35” and “K.5” variable compression engines may be 
quoted. 1 These engines are described later (see paragraphs 7.71 and 752). 
In the former engine (8 in. bore by 4r5 in. stroke), in which ignition is by 
two synchronized sparks occurring at diametrically opposite sides of the 
combustion chamber, the distance between the two sparking plugs being 
5 in, exactly, the II.U.C.R. of a given fuel was 5-3. In the smaller 
“ E.5 ” engine, (bore 2-75 in., stroke 3-25 in.), fitted with a single sleeve 
valve and central sparking plug, the II.U.C.R. of the same fuel was 6-8. 
Here the difference in favour of the latter engine is attributed primarily 
to the smaller cylinder and, therefore, reduced length of flame travel, and 
to the absence of hot exhaust valve heads. In a “ T ” headed engine 
of 4-375 in. bore and C in. stroke, fitted with a sparking plug directly 
over the inlet valve, the same fuel knocked heavily at a compression 
ratio of 3 : 1. 


278 



KNOCK RATINGS 


§739 

Ricardo has also quoted figures to show the effect of cylinder size, 
apart from differences in general design, upon the H.U.C.R. of a fuel. 
These are as follows :— 

Diameter of cylinder (in.) 2-75 3-5 55 9 5 
H.U.C.R. 7-9 7-5 6-2 54 

and refer to an 80/20 petrol-benzole mixture in experimental single 
sleeve-valve engines of practically the same stroke-bore ratio and as 
similar as possible in every other respect. In each engine the maximum 
length of flame travel was approximately 25 per cent, greater than the 
cylinder radius. 

With a compact combustion chamber there is less danger of any 
unburnt portion of the gas becoming stagnant and, therefore, unable to 
give up its heat at a greater rate than it is generated by compression, 
due to the burning portion of the eharge. With the exception of sleeve 
valve engines, it is usually impracticable to place the sparking plug in 
the centre of the combustion space. If the gases must be ignited from 
one side of the combustion space, the sparking plug should be placed 
on the hottest side, that is to say, on the side nearest the exhaust valve, 
so that the unburnt gases are compressed against the coolest surfaces 
and can, therefore, get rid of their heat more rapidly. 

739. The greater the turbulence within the cylinder, the lower will 
be the tendency for any fuel to knock, since turbulence tends to spread 
and distribute the flame uniformly throughout the charge and so reduces 
the dangers of portions of it being entrapped and overheated. From 
the point of view of knocking, the worst possible condition is reached 
when the exhaust valve is fitted in a pocket in which the mixture may 
become more or less stagnant, and the spark plug fitted at the opposite 
side of the combustion chamber. In such a design, which is not often 
found nowadays, though it was common a few years ago, a portion of the 
charge will be trapped in a position ideal for knocking, where the bulk 
of the surface to which it can impart its heat is made up of the hot ex¬ 
haust valve head. 

It is now common knowledge that the tendency to knock of any 
fuel is greater at low engine speeds than at high speeds. This might be 
expected, for the lower the speed the lower the degree of turbulence. 
As the speed is reduced, not only is the velocity of entrance of the fuel 
charge reduced in the same proportion, but the time during which 
turbulence may die down is correspondingly prolonged. Engines used 
for measuring knocking and which are described later usually operate 
at low speeds (600—900 r.p.m.) in order to accentuate the knocking 
properties of fuels and so make measurement easier. The influence 
of turbulence of different types upon the H.U.C.R. of a typical motor 
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fuel in the Ricardo E.5 variable compression engine, lias recently been 
discussed by T. F. Hurley and R. Cook, 2 With a powerful uni-direc¬ 
tional swirl, the H.TI.C.R. was increased by more than two whole ratios 
over the II.U.C.R. obtained wit h eddying indiseriminate t urlmlenee, but 
this gave decided running roughness and caused overheating of the spark 
plug points, which often led to pre-ignition. 

The intluenee of cylinder design on knocking has been studied 
by (2. B. Maxwell and R. V. Wheeler in researches carried out on 
the 11amo characteristics of knocking and non-knocking fuels. 3 In. 
general, their conclusions agree with those given above. Recent com¬ 
bustion chamber research has been described by 11, S. Clyde* and by 
Ricardo . h 

740. Conditions Existing in Explosions Under Knocking and 
Non-Knocking Conditions.- During recent years much research lias 
been carried out on (lames and explosions, a large proportion of which 
has had for its object the study of knocking in internal combustion 
engines. 

.In 3 028, Maxwell and 'Wheeler 9 described experiments which they con¬ 
ducted in small stainless steel explosion vessels and in which they were 
able to obtain photographs of the inllamnmtion of pent nne-air, benzene- 
air and other combustible mixtures. The explosion vessels used were of 
6 inelics internal diameter, one end plate earned a centrally disposed 
sparking plug and the other an optical pressure indicator. In the 
cylinder wall then! was a slot, g inch wide, extending from within 1 inch 
of the ignition end to the other end (3 4 inches long), lilted with a plate 
glass window l inch thick. Photographs of the explosion flame as it 
passed this window' were obtained on sensitized paper attached to a 
rapidly revolving drum. A continuous record of pressure development 
was also obtained. Typical photographs are shown in Figures 201 and 
202, the former referring to a 0-7 per cent, by volume mixture of pentane 
in air and the latter to a 3-5 per cent, by volume mixture of benzene 
in air. The, flame can lie considered as moving from the bottom to the 
top of the paper which itself is moving from left to right. Opposite to 
the first photograph, a diagram of the window in the cylinder through 
which the flame was photographed, is indicated, strengthening bands 
which obscure the window' at two points being shown in whit e. 

The records of the tuning fork (the intervals between each were 
1/100th see.) appear below the llamc photograph and also the pressure 
record. Two horizontal lines arc. shown on each photograph to mark 
the boundaries of the window, while from the point marking the time of 
ignition, a. perpendicular has been drawn to the base line of the pressure 
record. The results obtained indicated that when “ maximum power ” 
mixtures of pentane and air were ignited, under the conditions of the 
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experiments, a flame passed through the charge with an accelerating 
speed until it reached a point slightly beyond the mid-point of the 
cylinder. Here the flame was checked and travelled at a slower and 
nearly uniform rate until it reached the end plate. Beyond the point 
of check, the shape of the flame altered, the records showing a luminous 
“ skirt 55 behind the flame front. The flame photographs also showed a 
faint glow from the end products up to the moment when the speed of 
the flames was checked, dying slowly away towards the ignition point. 
A more actinic after-glow begins slightly before, or simultaneously with, 
the arrival of the flame front at the end of the cylinder. 

Using weak mixtures of pentane and air, the pressure records showed 
an even rise of pressure up to a maximum, which was obtained at the 
moment when the flame skirt reached the end of the cylinder. No 
sound was heard during the explosion of these mixtures. 

When a rather richer mixture was used, containing 3 A per cent., or 
slightly more, pentane by volume (11 to 1 air-pentane by weight), a new 
feature appeared in the photograph (see Figure 201). There was, as 
before, a check in the progress of the flame (with a simultaneous change 
in its character) slightly beyond the mid-point of the cylinder, followed 
by a slower, more uniform movement. This slower speed of flame did 
not, however, continue throughout the remainder of its travel but rapid 
vibrations, with an abrupt acceleration in the mean speed, occurred 
shortly before the end of the cylinder was reached. No after glow was 
apparent in the products of combustion behind the flame-front until 
this rapidly vibrating flame reached the end-point. At that moment, a 
faint glow travelled at an exceedingly high speed throughout the 
cylinder. A mild “ ping ” accompanied these explosions. 

The mixture of benzene and air which, on explosion, produces both 
the highest and the most rapid development of pressure, was found to 
contain 3-0 per cent, benzene by volume (or about 10 to 1 air/benzene 
by weight). The mean rates of development of pressure and of travel of 
flame in this mixture were somewhat higher than the corresponding 
values for the “ maximum power ” mixture of pentane and air, though 
the values for the pressures developed were about the same. Fig. 202 
is typical of the explosion of benzene-air mixtures at 2 atmospheres 
initial pressure, under which conditions the difference in behaviour of 
pentane and benzene is most marked. Whereas at this pressure the 
explosion of the pentane-air mixture produced a sharp “ ping,” with 
rapid oscillations of pressure, that of the benzene-air mixture was quite 
inaudible. The after glow in the benzene-air mixture was highly actinic 
and was almost continuous behind the flame front. 

These experiments revealed the following differences between a 
knocking and a non-knocking explosion. In the former, such as those of 
pentane-air mixtures at high initial pressures, a delay occurred in the 
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completion of the combustion process initiated in or just behind the flame 
front. It would seem as though some additional impetus were required 
to cause the completion of the reactions. When this impetus is given, 
for example, by the production of a shock wave when the accelerating, 
vibrating flame is arrested at the end of the cylinder, the combustion is 
completed almost instantaneously throughout the cylinder, with a con¬ 
sequent rapid rise in pressure. In a non-knocking explosion, such as 
that of benzene-air mixtures, there is no delay in the completion of the 
combustion reactions, but they are continuous (and long continued) 
behind the (lame front. The type of “ after-burning ” is similar to that 
recorded for mixtures of carbon monoxide and air. 7 

741. In further experiments, described at a later date, Maxwell 
and Wheeler examined the flame characteristics of a wider variety of 
fuels under various conditions and also studied the effect of pro-knocks 
and anti-knocks. 8 The previous observations were confirmed anti it was 
found that non-knocking explosions, such as those of benzene-air 
mixtures and paraffin-air mixtures containing tetra-ethyl lead, exhibited 
the after-burning phenomena. Pro-knock substances such as ethyl 
ether and amyl nitrite produced marked reduction in the amount of 
after-burning behind the flame front and a correspondingly more intense 
glow at the moment the audible knock occurred. From these experi¬ 
ments, it appeared that for a knocking explosion to occur in a dosed 
vessel, two conditions arc necessary: (1) the shape and size of the 
vessel, the nature and strength of the mixture and the magnitude and 
rate of heat liberation in the burning gases must be such that a stationary 
wave can be set up in the column of gases before the initial flame has 
travelled throughout the vessel : (2) the nature of the fuel and its 

concentration in the mixture must he such that there is sufficient 
residual energy available to maintain a shock wave when the flame, 
accelerated by the stationary wave, is arrested by the wall of the vessel. 
On these assumptions, the effect of the addition to pentane of traces of 
“ anti-knocks,” such as tetra-ethyl load, which renders the combustion 
continuous behind the flame front, is understandable. Fuels like 
benzene and carbon disulphide, which themselves burn continuously 
during explosion, act in a similar manner to tetra-ethyl lead, but less 
effectively. 

It is of interest to compare these experiments conducted in stationary 
bombs with photographic, experiments on flames as they exist in engine 
cylinders. Clyde 0 used a stroboscopic device for viewing the explosions 
in a side valve engine fitted with Ricardo turbulent heads at various 
positions across the cylinder head and measured the velocity of flame 
propagation. He found that as the flame front passed from the spark¬ 
ing plug, its velocity was at first relatively slow, the velocity then rapidly 

282 



KNOCK RATINGS 


§ 7*2 

increased to its maximum value and finally decreased rapidly as the wall 
of the combustion chamber was reached. The velocity with which the 
flame spread from the nucleus was nearly proportional to the rate of 
pressure rise and not dependent in its early stages on the mixture 
strength. The results obtained by Glyde agree well with those of Max¬ 
well and Wheeler, in so far as they can be co-ordinated, allowing for the 
necessary difference in absolute values between the high rates of flame 
velocity and pressure rise in the engine, and the relatively low rates in 
the bomb experiments. 


742. In 1931, Withrow and Boyd 10 made photographic studies of the 
flames occurring in internal combustion engines under knocking and 
non-knocking conditions with different fuels. These investigators 
reached the following conclusions :— 

(1) Starting at the sparking plug, a flame of narrow' combustion 
zone moves progressively through the charge. Oxidation of the 
fuel is apparently complete within this narrow zone of com¬ 
bustion, but the products of combustion to the rear of the flame 
front continue to emit light for some time. 

(2) During non-knocking combustion, the time required for the 
average flame to travel across the combustion space (under the 
conditions employed) was about 40 degrees of crank angle. 

(3) A knocking explosion differs from one in which knock does not 
occur only in the way the last portion of the charge burns. 
Whereas in a non-knocking explosion the flame continues to 
move at a comparatively constant velocity near to the end of the 
combustion space, in a knocking explosion the latter portion of 
the charge inflames at a much higher rate than normal. This 
rate is often so high that at the instant of knock the flame appears 
simultaneously throughout the whole of the portion of the charge 
still remaining to be burned. 

(4) The extremely high rate of inflammation in that portion of the 
charge which burns at the instant of knock is apparently due to 
auto-ignition occurring within it. This may be caused by 
temperature induced within that part of the charge by adiabatic 
compression. 

(5) The violence of the knock is determined by how large a propor¬ 
tion of the charge is involved in the spontaneous inflammation, or 
the amount of it remaining to be burned at the instant knock 
occurs. 

(6) The very rapid, and often substantially instantaneous, inflam¬ 
mation that occurs within the portion of the charge which burns 
at the instant of knock is accompanied simultaneously by a very 
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rapid rise in cylinder pressure. The magnitude of tliis ]>re,ssure 
rise increases with the intensity of the knock. 

(7) The one effect upon combustion of the presence of tetra-ethyl 
lead in a gasoline is to prevent the extremely rapid inflammation 
of the latter portion of the charge, and the accompanying pres¬ 
sure rise, which is the knock. Load-tetra-ethyl has no effect 

upon the velocity or the character of the ilnme prior to the time 
at which knock would have occurred in its absence. 

It will be evident from these conclusions that there are several points 
common to the work of Withrow and Boyd and Maxwell and Wheeler, 
but the latter investigators did not express the opinion that auto¬ 
ignition of part of the charge was responsible for the knock, hut held that 
the formation of a stationary wave before the charge had been fully 
burned was probably responsible. 

Sclmauffer 11 has reached conclusions similar to those of Withrow and 
Boyd and considers that when a true knock occurs, a portion of the un- 
bunit charge ahead of the advancing flame front ignites .simultaneously 
throughout its mass, thus leading to sudden large increases in tempera¬ 
ture and pressure. 

Further support to this view is given by Withrow, Lovell and Boyd 12 
who used a special sampling valve to take gas samples from the com¬ 
bustion space over short intervals of the cycle and concluded that the 
phenomena known as knocking occurs in that part of the charge which 
burns last and that there is a more rapid spread of combustion in the last 
portion of the charge than in non-knocking explosions, 

743. The Spontaneous Ignition Theory of Knocking.—These 
researches, and many others which have led to the same conclusions, 
have resulted in wide acceptance of the theory put forward by Ricardo 
in 1921, to explain the knocking properties of various fuels—the so- 
called Spontaneous Ignition Theory. 

According to this theory, the knocking properties of a fuel are de¬ 
termined by the temperature at which it will ignite on compression by 
the travelling wave front. The theory therefore implies a tendency to 
knock proportional to the spontaneous ignition temperature of the fuel. 
When the behaviour of an engine in practice is considered, the Spontane¬ 
ous Ignition Theory accounts for most of the facts. Thus, knocking 
occurs more readily in large than in small cylinders because the surface- 
volume ratio and, therefore, the cooling, is less ; more readily with 
paraffinic than with aromatic hydrocarbons, since the ignition tempera¬ 
tures of the former are lower; more readily with paraffins of high 
molecular weight than with the lower paraffins for the same reason and 
also because the flame temperature increases with the molecular weight. 
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It is when the effect of dopes is considered that the most trouble is 
experienced in reconciling facts with theory. Anti-knock dopes are 
found to increase the spontaneous ignition temperatures of knocking 
fuels, and this agrees with the theory, but the latter does not explain 
how the dopes are effective in bringing this about. A combination of the 
“ spontaneous ignition ” and peroxide 55 theories of knocking could, 
however, probably meet the known facts. 

744. Spontaneous Ignition Temperatures.—The spontaneous ig¬ 
nition temperatures of liquid fuels have been studied by numerous 
investigators during the past twenty years, mainly in connection with 
the anti-knock properties of petrol engine and diesel engine fuels. 
These investigators have used such a large variety of methods and 
apparatus that the work done has not so much established definite 
ignition temperatures for various substances as indicated the com¬ 
plexity and magnitude of the variables involved. 

The “ spontaneous ignition temperature ” of a substance is the 
temperature at which that substance, under certain specified con¬ 
ditions, takes fire or explodes spontaneously, without the application of a 
spark or flame. Various methods have been employed to determine 
this property, but in the more commonly known procedures, a small drop 
of the fuel is allowed to fall into a heated pot through which a stream of 
air or oxygen is passed. The lowest temperature at which the drop of 
fuel ignites is taken as the spontaneous ignition temperature (S.I.T.). 
Other investigators have used methods involving adiabatic compression 
of fuel-air mixtures, static determinations in bombs and flow-tlirough 
experiments in heated tubes. These need not be described in detail 
here, as a full bibliography is given at the end of this Chapter. Des¬ 
criptions of a heated pot or “ crucible ” method of S.I.T. determination 
and another method specially intended for diesel oils are given in 
Chapter XIX. 

The present state of knowledge with regard to spontaneous ignition 
temperatures, in so far as they are of interest in consideration of motor 
fuel quality, may be briefly summarized as follows :— 

(1) In general, hydrocarbons and motor fuels of high anti-knock 
properties have higher S.I.T.’s than those of low knock ratings. 

(2) Anti-knock dopes, such as tetra-ethyl lead and iron carbonyl, 
raise the S.I.T.’s of hydrocarbons to which they are added, while 
pro-knock dopes lower the S.I.T.’s. 

(3) The S.I.T.’s of the normal paraffin hydrocarbons decrease with 
increasing molecular weight, and are much lower than those of 
aromatic hydrocarbons and alcohols. 
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(4) It is possible, by S.I.T. determinations, to differentiate with 
reasonable accuracy between a good motor fuel and a bad fuel, 
but the methods of test usually employed are not sufficiently 
sensitive to differentiate between fuels having anti-knock values 
not widely different. 

(5) S.I.T. determinations should not be used as criteria of anti¬ 
knock quality, since actual engine tests are much more accurate 
and reliable. Considerable care is needed in the interpretation 
of S.I.T. results. 

745. The Detonation Theory of Knocking.—Berthelot 13 and Le 
Chatelier 11 discovered that, under certain circumstances, a detonation 
wave is set up during the combustion of gases or vapours. Immediately 
after ignition, the flame travels for some distance at a normal rate and 
then suddenly assumes a great velocity. Various investigators have 
suggested that these pressure waves are related to engine knock, but the 
hypothesis that a true detonation wave is set up, due to ignition of the 
imburnt charge immediately ahead of the flame front, does not appear 
to agree with, experimental evidence. Although it is possible that the 
initial acceleration of the flame may be sufficiently great to develop a 
detonation wave in certain instances, experiments in closed vessels under 
conditions comparable to those existing in. an engine cylinder do not 
show flame speeds and accelerations comparable to those of mixtures 
known to give detonation waves. The argument that turbulence may 
accelerate the flame sufficiently to set up a detonation wave is opposed 
by the fact that knocking is intensified at low speeds. 

The rate of rise of pressure in a progressive homogeneous reaction 
cannot he the sole factor determining the tendency of a fuel to knock. 
Brown and Watkins 15 determined the rate of pressure rise in a number of 
such reactions and came to the folio-wing conclusions : 

The rate of pressure rise (I) increases with the molecular weight of 
the normal paraffin hydrocarbons, (2) varies inversely with the number of 
methyl groups attached to an aromatic nucleus, (3) is approximately 
the same for benzene and n-octane, toluene and n-heptane, xylene and 
w-hexane, (4) is about the same for the higher alcohols as for the corres¬ 
ponding paraffin hydrocarbons, (5) is very rapid for ethyl ether. From 
a study of the effect of initial temperature on the rate of rise of pressure, 
Brown, Leslie and Hunn 16 arrived at the same conclusions. Fenning’s 17 
results, showing that the rate of flame propagation is greater in benzene- 
air than in hexane- or gasoline-air mixtures, also supports the contention 
that tendency to knock cannot be measured by flame speeds. 

746. The “Nuclear Drop” Theory of Callendar .—From a con¬ 
sideration of the temperature-entropy diagrams of the saturated vapours 
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of fuels, Callendar 18 was led to propose that nuclear drops of the higher 
boiling constituents of the fuel might be present in an engine cylinder at 
the moment of ignition of the fuel-air mixture. It was suggested that 
these nuclei would be easily ignitablc since the higher members of a 
hydrocarbon are more easily ignited and -would thus become foci for the 
ignition of the unburned charge. An objection to this theory is that it is 
based on data referring to the saturated vapours of the fuels and not to 
dilute air-vapour mixtures. The presence of liquid fuel drops in the 
dilute air-fuel mixtures drawn through the carburettor and hot intake 
manifold, and mixed with the hot residual gases in the cylinder is doubt¬ 
ful. Also, many very volatile fuels, such as ether, knock easily, while 
others of very low volatility have very high anti-knock values. The theory 
does not account for the fact that some gaseous fuels knock fairly easily. 

747. The Peroxide Theory of Knocking. —The combustion of a 
hydrocarbon, leading to the ultimate formation of oxides of carbon and 
water, involves the formation of various intermediate reaction products 
containing oxygen, and of the theories advanced to show the course of 
the combustion (or oxidation) process, two are of outstanding import¬ 
ance. One of these is the well known “ Hydroxylation ” theory, 
developed by Professor W. A. Bone and his co-workers. 19 In this, the 
mechanism postulated involves the successive formation of hydroxyl 
compounds, which may add oxygen to form additional hydroxyl groups 
or which may lose water and decompose. In this way, methane, to 
take the simplest example, would first form methanol, and then methy¬ 
lene glycol, which would be decomposed to formaldehyde and water. 
Formaldehyde would be oxidized to formic acid or decomposed to car¬ 
bon monoxide and hydrogen. Thus :— 

CH, CH 3 OH -> CH 2 (OH) ; 

Methanol methylene glycol 

Decomposition 

CO + H ; CH 2 0+H 2 0 

F ormaldehyd e 

CO. HCO.OH 

Formic acid 

4 

CO (OH), 

Carbonic acid 

i 

CO, +H,0 

This theory has met with some criticism because products such as mono- 
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and di-hydroxy derivatives of the hydrocarbons, which are essential 
to the theory, have not been found experimentally except under special 
conditions where other factors are involved. An aldehyde and water 
(and peroxides) are usually the first products observed. The explana¬ 
tion offered by Bone and his co-workers for the non-appearance of mono¬ 
hydroxy products in actual experiments at low pressures is that the 
alcohols undergo such rapid oxidation or decomposition that their 
presence in the product could not be expected. This is not, however 
in accord with the results of other workers who have found that in the 
ease of paraffins higher than ethane, the alcohols arc more difficult 
to oxidize than the corresponding normal paraffins or aldehydes. 

The other theory developed to show the mechanism of combustion 
processes is that known as the “ Peroxidation ” theory, in which it is 
postulated that the first product in the oxidation of a hydrocarbon is a 
peroxide, formed by direct chemical union of the hydrocarbon with one 
molecule of oxygen, e.g., 

H H 
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alkyl hydrogen 

peroxide 

dialkyl peroxide 


748. The peroxide theory has developed largely from work in the 
liquid phase or at low temperatures conducted primarily in attempts to 
solve some of the questions regarding knocking phenomena. The 
following observations have been made as a result of experiment. 

(1) Hydrocarbons begin to oxidize in the presence of air at compara¬ 
tively low temperatures. Thus, in the ease of a 10 per cent, 
mixture of hexane in air, traces of oxidation, products of the 
hydrocarbon, namely, water, aldehydes and carbon dioxide 
have been obtained at 325°C. (" Temperature of Initial Com¬ 
bustion 55 or T.I.C.). 20 
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(2) The T.I.C. of the paraffin hydrocarbons decreases with increasing 
molecular weight in the same way as the S.I.T., and as a broad 
general rule fuels of high anti-knock value have higher T.I.C.’s 
than those of low knock rating. 20 ’ 21 - 22 

(3) In low temperature oxidation experiments, such as those used 
in T.I.C. determinations, certain fuels give measurable amounts 
of compounds containing very reactive oxygen which have 
chemical properties the same as those of known unstable oganic 
peroxides. Knocking fuels give these substances much more 
readily than non-knocking fuels or fuels of high knock rating. 23 > 24 

(4) These peroxide-like compounds have been found to be formed 
during the compression stroke in engine operation under tempera¬ 
ture and pressure conditions necessary for knocking. 25, 20 

(5) Organic peroxides have pronounced pro-knock action when 
added to motor fuels, the more unstable peroxides such as 
acetyl di-peroxide having a more pronounced effect than com¬ 
paratively stable peroxides such as benzoyl peroxide. Many 
peroxides are explosive when heated suddenly. 20 

(6) When tetra-ethyl lead is added to a fuel, the amount of per¬ 
oxides formed in low temperature oxidation experiments or 
during the compression stroke in engine operation is much 
reduced. Pro-knock substances such as ether and amyl nitrite 
have the reverse effect. 20, 26 

It will thus be seen that the phenomena of knocking is closely con¬ 
nected with that of oxidation and particularly closely linked up with 
peroxide formation. In consequence, the peroxide theory of knocking, 
which postulates that knocking is caused by the sudden decomposition 
of peroxides formed from easily oxidized hydrocarbons during the early 
stages of the engine cycle is now widely accepted. 

749. Of particular interest is the work of Pope, Dykstra and Edgar, 20 
who found a remarkable relationship between the ease of oxidation of a 
series of isomeric octanes and their knock ratings, those most susceptible 
to oxidation having the lower knock ratings and vice versa. The 
addition of tetra-ethyl lead to these hydrocarbons had a marked effect 
in reducing the extent of oxidation under a given set of conditions. 

The peroxide theory of knocking is, however, not universally 
accepted. Thus, Brunner 27 has suggested that although peroxides may 
be formed in the oxidation of hexane, these may be formed from an 
unsaturated body resulting from the dehydrogenation of hexane, as well 
as from hexane directly. Experimental work by Berl, Heise and 
Winnacker 28 has led to the same conclusion. 

The peroxide theory has been further criticized by Lewis, who claims 
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that Calendar’s evidence for peroxide formation is inconclusive since it 
might have indicated hydrogen peroxide or peroxides resulting from 
unsaturated hydrocarbons which were first formed. Hydrogen peroxide 
has been found in the flames from coal gas and hydrogen. 28 Lewis 
postulated the dehydrogenation of the paraffin, the hydrogen liberated 
forming water and the unsaturated compounds forming aldehydes and 
peroxides. The pressure changes occurring during the oxidation of 
carefully purified amylene in bulbs, the temperature of which was 
slowly raised, were recorded as functions of the temperature. These 
curves showed three sections : (a) a region deviating but slightly from 
the normal vapour pressure curve, ( b ) a gradual drop in pressure to a 
minimum point indicating slow reaction with a decrease in the number of 
molecules, (c) a sharp rise in pressure due to the decomposition of the 
products formed in ( h), followed by nearly normal gas pressure. Analyses 
made during the first period gave positive evidence of reaction with 
formation of aldehydes and carbon oxides. The presence of 0-5 per 
cent, of lead tetra-ethyl resulted in a linear relation between pressure 
and temperature and permitted only slow oxidation as evidenced by the 
presence of oxidation products. 

The common peroxide theory of knocking does not explain the fact 
that unsaturated hydrocarbons, e.g., pentene, hexene, etc., have greater 
resistance to knocking than the corresponding paraffin hydrocarbons, 
even though they form peroxides and oxidize more rapidly than the 
latter. Lewis suggests that the unsaturated hydrocarbons are effective 
as anti-knock agents in that (a) they have a smaller hydrogen content 
and are less likely to be dehydrogenated, i.e., they act partly as diluents, 
and ( b ) they may enter into combination with the hydrogen evolved from 
the paraffins, by increasing the active mass of unsaturated hydrocarbons. 
Thus, in the reaction 

C»H 2 n + 2 C„H 2 „+H 2 , 

the olefines produced are reinforced by the unsaturated hydrocarbons 
present and also even by the aromatics, and this tends to reverse the 
reaction with a decrease in the active mass of hydrogen. This may be an 
explanation but it does not appear to carry conviction. In the absence 
of any other more likely explanation, the fact that the olefines have 
higher knock ratings than the corresponding paraffins is a point against 
the acceptance of the peroxide theory. 

750, Oxidants and Anti-Oxidants.—-The mechanism of autoxida- 
tion advanced by Moureau and Dufraisse 30 is similar in many respects 
to the peroxide theory. According to this, the combination of an active 
molecule of oxygen with a hydrocarbon gives a peroxide molecule of 
high activity which is unstable. This may break down to give oxy- 
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genated products. When the peroxide concentration reaches a critical 
value, chain reaction ensues, causing excitation and combination of 
molecules coming into contact with these active reaction centres. The 
mechanism of autoxidation is outside the scope of this book and 
for further information the reader is referred to well known works on 
the subject. 31 


Knock-Rating Engines 

751. The knocking properties of motor fuels are determined by tests 
on various engines, operating under such conditions of speed and load, 
etc., etc., that small changes in knock intensity may easily be measured. 
It is usual for such tests to be made on engines specially designed for 
this work, usually of the single cylinder type, because multi-cylinder 
engines used primarily for power generation or vehicle propulsion are not 
sufficiently flexible, and are not convenient in operation. 

Ricardo Variable Compression Testing Engines.—There are two 
Ricardo variable compression testing engines, 

(a) Type E.35, Poppet valve, 2 litre capacity, 

(&) Type E.5, Sleeve valve, 350 ccs. capacity. 

both of which are designed for general research work on petrol engines 
and fuels. 

Type E.35 .—This engine was designed and used in Ricardo’s cele¬ 
brated researches for the Asiatic Petroleum Company which began in 
August, 1919. It is essentially a high duty engine, capable of running at 
fairly high speeds and has an exceptionally high power output and 
thermal efficiency. 

The engine is a single cylinder water-cooled unit of 4-5 inches bore 
and 8 inches stroke. Two inlet and three exhaust valves are carried in 
the cylinder head and are operated through rockers from an overhead 
camshaft, the camshaft being driven through the medium of bevel gears 
and a telescopic vertical shaft. The cylinder is cast integrally with its 
water jacket, the outside of which is machined and ground, and slides up 
and down in a massive guide which is fixed to the crank case. The 
compression ratio is thus variable over the range 3-7 to 7-5. 

The very light aluminium alloy piston is of the slipper type, all 
superfluous bearing surface being cut away in order to reduce friction. 

Arrangements are provided for measuring the amount of fuel feed 
and cooling water. Swinging field dynamometers are fitted as standard. 

752. Type E.5 .—This engine has a cylinder bore of 2f inches and a 
stroke of 3^ inches. The valve gear is of the Burt and McCollum single- 
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sleeve type. The variation in volume of the combustion chamber is 
obtained by raising or lowering the cylinder crown, in contradistinction 
to the practice of moving the whole cylinder adopted in the E.35 engine. 
The employment of Burt sleeve valve gear enables a cone-shaped com¬ 
bustion space, with a central sparking plug, to be utilized. This type of 
chamber is entirely free from pockets, and is almost ideal on thermodyna¬ 
mic grounds, as turbulence is well maintained and detonation reduced to 
a minimum. The compression ratio is variable over the range 5 to 
10-75. 

The only method available for the determination of knock ratings 
on either of these two engines is that involving the measurement of 
Highest Useful Compression Ratios. No arrangements are available 
for the use of a bouncing pin mechanism. Consequently, these two 
engines, though of great value for general research on fuels and engines, 
are now very little used for knock rating determinations. They arc of 
interest in this connection mainly in the historical sense. 

753. The Ethyl Gasoline “Series 30” Engine.—The Ethyl 
Gasoline Corporation produces for its laboratories and also for its 
customers a type of knock testing engine known as the cc Scries 30 ” or 
“ S.30,” which has been developed from the older “ Dclco ” lighting 
set engine. 

This engine, a photograph of which is reprodued in Figure 203, has 
a bore of 2|- inches and a stroke of 4f inches, and is coupled by two V 
belts to a synchronous motor. This arrangement ensures that the 
speed of the engine is always constant independent of the output and 
avoids the use of a hand operated speed control. The engine has over¬ 
head valves, one inlet and one exhaust, and an evaporative cooling 
system. Cooling liquid is pumped through the jacket spaces at a high 
enough rate to prevent the formation of stagnant portions and vapour 
from the cooling medium is condensed in a reflux condenser and returned 
to the system. For jacket temperatures up to 212°F. (I00°C.) water is 
used, but for temperatures higher than this, ethylene glycol is necessary. 
A single sparking plug is used for ignition and this is supplied by a spark 
coil. A neon-tube indicator is fitted to the crankshaft so that the igni¬ 
tion timing can be read when the engine is running. Splash lubrication 
is provided and the piston is of aluminium alloy. No inlet air heater is 
provided and the fuel is fed to the carburettor from one or two bowls 
which are mounted on screw racks so that the fuel head on the jet can be 
adjusted to give any necessary air-fuel ratio. 

The engine is not of variable compression, but the compression ratio 
can be altered when the engine is at rest by inserting or removing 
shims from the joint between the cylinder and the crank case. The 
maximum ratio available is approximately 7-5 to 1. Intensity of knock 
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is varied by alteration of the throttle valve on which a fine adjustment is 
fitted. 

Knock ratings are measured by the use of the bouncing pin indicator 
in conjunction with the usual gas burette or a “ knock-meter.” This is 
an instrument which consists of a millivoltmeter calibrated in arbitrary 
divisions connected electrically to a sensitive thermocouple placed in 
very close contact with a small coil of resistance wire through which 
the bouncing pin current is made to flow. When this current flows, the 
coil of wire gets warm and the temperature of the couple is recorded on 
the meter scale. Thus the meter responds to any change in knock 
intensity. In use, the knoekmeter has an advantage over the gas burette 
in that knock measurements are made much more quickly, and because 
adjustment of the fuel feed for maximum degree of knock (see later) is 
made much more simply. There is, naturally, a small time lag before 
the meter responds to a slight change in knock intensity, but this has 
been found to be no disadvantage. The gas burette is now rarely 
used. 

The engine conditions usually employed for tests on ordinary motor 
fuels and aviation spirits are as follows. 


TABLE 159. 



Ordinary 

Motor 

Fuels. 

Aviation 

Spirits 

Standard Conditions 
Specified by 

U.S. Naval Dept, 
for Aviation 
Spirits 

Speed 

600 r.p.m. 

600 r.p.m. 

900 r.p.m. 

Spark Advance 

22°B.T.D.C. 

22°B.T.D.C. 

16-18°B.T.D.C. 

Cooling Water 

212°P. 

300°E. 

375 ± 9°F. 

Compression "Pressure 

195 ± 5 lbs. 

195 + 5 lbs. 

220-240 lbs. 

Bouncing Pin Gap 

0-01 "-0-025" 

— 

—. 

Spark Plug 

Champion C-7 

Champion Al-64 

Hornet BG-1XB 
or BG-4B or BG-4B1 

Breaker Points Gap 
Lubricating Oil (Saybolt 

0-018' r 

—- 

— 

viscosity at 210°F.) 
Quantity of Lubricating 

62 secs. 

120 secs. 

100-120 secs. 

Oil .. 

800 ccs. 

800 ccs. 

800 ccs. 

Valve Timing (with 0002" 
clearance between rockers 
and valve stems). 



Inlet opens 

20 + 5°A.T.D.C. 
Closes 10 ± 5°A.B.C. 
Exhaust opens 

55 ± 5°B.B.C. 
Closes 

10 ± 5°A.T.D.C. 


754. The Armstrong Whitworth Variable Compression Knock- 
Testing Engine.—This fuel testing engine was developed from a 
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standard “ B ” type Armstrong Whitworth engine in collaboration with 
the Research Department of the Anglo Persian Oil Company. 

A general view of the set is shown in Figure 201. The cylinder bore 
is 2 \ inches and the piston stroke is 3-J- inches, giving a capacity of 22-72 
cubic inches or 372-5 ccs. The cylinder is cast in. one piece with the 
crankcase, and the cylinder bore is finished by grinding. The valves, of 
which there are two, one inlet and one exhaust, are of the side by side 
type and are well cooled, the guides passing through the water cooling 
space. The joint between the cylinder head, which is detachable, and 
the cylinder is made with a special metal jointing material only 0-01 
inches thick, ensuring an absence of any appreciable variation in the 
thickness of the joint on successive assemblies. The piston is of cast 
iron and is fitted with three gas rings at the top and a scraper ring in 
the skirt. The connecting rod is an H-section steel stamping and the 
crankshaft is also a steel stamping, made in one piece, with the exception 
of the balance weight which is bolted on. The bearings arc of ample 
proportions throughout, the gudgeon pin bearing is bronze-bushed and 
the big end and main bearings are lined with white metal. 

Splash lubrication is employed and the oil capacity is small to ensure 
that a steady temperature is reached in a short time. 

The construction of the cylinder head is shown in the accompanying 
Figure 205. It will he seen that the main casting is cored out at the base 
for the water jacket space, and terminates at the top in a vertical cylin¬ 
der, threaded on the outside. The corresponding nut is in the form of a 
handwheel, to which is secured a central sleeve. This sleeve extends 
through a hole in the head casting to the combustion space, and carries 
a bouncing pin mechanism. The joint between the sleeve and the 
cylinder head is made with a gland of the usual type near the middle, 
and a set of rings at the bottom. It is evident that, by turning the 
handwheel, the sleeve is raised or lowered, thus altering the volume 
of the combustion space and so altering the compression ratio. The 
compression ratio can be varied through the range 4-0 to 8-0. 

It would appear, at first sight, that the cylindrical pocket formed 
when the sleeve is raised would lead to imperfect ignition of the mixture, 
hut it is stated that, in practice, it is effectively scavenged. 

The bouncing pin mechanism is, of course, very similar to that used 
on. other knock-testing engines. Diaphragms of tempered steel, 
0-0145 inches in thickness and 0-53 inches in diameter arc employed. 

The fuel feed system takes the form of a four way change over supply 
with rustless steel needle control valves fitted with drain cocks and waste 
pipes for clearing the pipe lines from air locks. The cover of each fuel 
chamber is sealed, after filling, by closing inlet and vent cocks, the only 
inlet for air then being through head equalizing pipes, which have 
openings close to the bottoms of the fuel chambers. The fuel flows 
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downwards through a measuring nozzle into the carburettor feed pipe, 
and upwards into a gauge glass, the level in the glass indicating the rate 
of fuel flow to the carburettor. 

The air inlet to the carburettor is fitted with an electric heating ele¬ 
ment by means of which the air can be raised to any desired temperature. 



Tig. 205.—Section oe the Armstrong-Whitworth Variable Coznipression 
Knock Testing Engine. 

(Courtesy, Sir W. G. Armstrong-WMtworth, Ltd.) 


The water cooling system is divided, so that the water in the head and 
cylinder jackets may be at different temperatures if desired. Evapora¬ 
tive cooling systems may also be employed. 

The operating conditions normally used in tests on petrols in the 
Armstrong Whitworth engine are as follows :— 
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Speed, 750 r.p.m. 

Inlet air temperature, I20°F. (48-9°C.). 

Cooling water exit temperature, 120°F. (48-9°C.) 

Ignition, 12°B.T.D.C. 

Valve Timing : 

Inlet opens, 8°—10° after top centre. 

Inlet closes, 17°—15° after bottom centre. 

Exhaust opens, 37°—35° before bottom centre. 

Exhaust doses, 7°—5° after top centre. 

755. The C.F.R. Knock-Testing Engine.—As already mentioned, 
a move was made in America in 1928 to standardize methods of knock¬ 
rating measurement, because results obtained by different observers on 
different engines could rarely be reduced to a common scale. Wide 
discrepancies were often observed and it was recognized that the 
adoption of a standard test equipment and a standard method of test 
was necessary. 

The first step made was the production of a test engine, and the 
requirements decided upon to be met were as follows :— 

(1) That the equipment be universal, permitting testing as a fixed 
compression ell-liead engine, or as an overhead-valve variable 
compression engine ; that it be suitable for the throttle method, 
or the spark method of test; that it be adapted for a bouncing 
pin indicator or a listening post ; that the engine operate with a 
uniform jacket temperature ; and that it have convenient con¬ 
nections for accessory drives, thermometers, etc. 

(2) That the engine be unusually rugged and free from the weak¬ 
nesses and unreliability of conventional designs. 

(3) That the design be such that the cost would be low enough to 
permit general use of the engine throughout the industry. 

By the end of 1929, engines had been built embodying these re¬ 
quirements and tests on them had been carried out in various 
laboratories in America. The design of these engines, which were the 
first C.F.R. engines, has been described in detail by II. L. Horning. 82 

756. The unit decided upon was a single cylinder engine, of 3J 
inches bore and 4-|- inches stroke, with a swept volume of 37-4 cubic 
inches, fitted with a variable compression head, but also provided with a 
range of fixed compression ell-shaped heads. The piston was of east 
iron so as to permit accurate close fitting in the cylinder, made long in 
the skirt to give great bearing area and prevent tilting with resulting 
ring leakage. Four compression lings and one oil ring were fitted. The 
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tendency for an iron piston to run at a considerably higher temperature 
than aluminium alloy pistons was largely offset by the unusually high 
metal thicknesses employed. The bearing construction also gave a 
very rigid structure, which is a great advantage in prolonging the life of 
the engine. The cylinder barrel extended down into the crankcase, this 
construction permitting a higher and stiffer crankcase. 

The engine was designed so that it could be converted from a fixed com¬ 
pression ell-head engine to an overhead-valve variable compression engine 
merely by changing the two cylinder assemblies. This process did not 
disturb the valve timing or camshaft drive in any way, because, as shown 
in Figure 209 the fulcrum of the valve rocker arms is carried at the 
mid-point of a lever, one end of which is fixed to the crankcase, and 
the other end moves with the cylinder. The rocker arm fulcrum, 
therefore moves half the distance the cylinder moves, which is the 
amount necessary to keep the clearance constant. 

As a visual means of indicating the' spark timing the neon tube 
indicator as fitted to the Ethyl Gasoline S. 30 engine was incorporated. 

An electric hot plate was attached to the bottom of the lubricating 
oil pan to promote rapid warming of the oil at the start of a day’s run. 
Lubrication was by pressure feed from a gear pump through drilled 
passages in the crankcase walls, crankshaft and connecting rod to all 
bearings, constant pressure being maintained by means of a spring loaded 
relief valve. Timing gears -were lubricated by a stream of oil directed at 
the point of mesh. In a single cylinder engine, some difficulty is often 
experienced due to the breathing action in the crankcase discharging oil 
at all openings. To counteract this, the C.F.R. engine crankcase was 
operated at a partial vacuum by means of a check valve in the oil filler 
cap. In addition to the use of conventional oil slings where shafts 
leave the crankcase, felt packing was provided at each of these openings. 

The engine was cooled by circulating steam, obtained from the 
cooling water, and coil ignition w r as employed. The carburettor first 
adopted was a modification of that used on the Ethyl Gasoline S. 30 
engine, a plate orifice jet being fitted to obtain a uniform air-fuel ratio 
over a fair range of loads. 

As a means of measuring knock ratings, a bouncing pin indicator 
was provided and also a listening post for the audible determination of 
H.U.C.R.’s. In the latter, ear pieces were used with double branches, 
one leading to a listening post in the cylinder and the other to a standard 
“ knock producer,” a mechanism which dropped a steel ball from a given 
height on to a sound box cover. This method was, hov r ever, abandoned 
later in favour of the bouncing pin. 

In a variable compression knock-testing engine, the question of spark 
timing is of some importance. The C.F.R. committee decided that the 
latter should be adjusted to its optimum setting for each compression 
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ratio, and fitted the engine with a link arrangement to make this adjust¬ 
ment automatically when the position of the cylinder head is altered. 

The work done by the C.F.R. committee on this engine during 1930 
was reported by T. A. Boyd at the end of that year at the Eleventh 
Annual Meeting of the American Petroleum Institute. 33 Members of 
the Committee worked on the engine for some considerable time and 
made various suggestions regarding suitable modifications in design 
which they considered desirable. Fortunately these modifications were 
only concerned with comparatively minor details of engine construction. 
The carburettor system was found not to be completely successful and 
the development of a suitable carburation system was delegated to a 
sub-committee with special capabilities in that field. 

The question of reference scales of anti-knock quality was settled by 
the adoption of normal-heptane and iso-octauc as primary standards 
(see paragraph 779) and by the adoption of octane numbers as indices of 
knock quality. Octane number was defined as the percentage of iso-octane 
by volume in a mixture of iso-octane and normal heptane required to match 
the anti-knock value of any given fuel. This scale was very quickly adopted 
throughout the petroleum industry, even before the C.F.Il. engine was 
standardized. 

Much work was also carried out to determine the effect of the out¬ 
standing variables that may influence the measurement of knocking. 
The results of this are described later. 

757. By the end of the following' year (1931), sufficient development 
■work had been done to allow the publication of a tentative recommended 
practice for making knock rating tests. 3 ' 1 Evaporative cooling was 
decided upon as the method of maintaining engine temperatures constant 
and, as a result of much experimental work, it was agreed that the 
engine should be of the variable compression type, so that the fixed 
compression heads originally provided became redundant. Carbura¬ 
tion difficulties were overcome by the work of the special sub-committee 
appointed to study this subject, who designed a new carburettor on the 
lines suggested by E. M. Dodds and F. II. Garner of the Anglo American 
Oil Company in England. This carburettor is shown attached to the 
engine in Figure 207. The fuel jet is of fixed size and the metering 
of the fuel is accomplished by means of a stream of secondary air 
passing over the jet. Variations in mixture ratio are obtained not by 
adjusting the size of the fuel jet, but by varying the supply of secondary 
air. Four or two fuel bowls are provided, according to choice. The 
intake to the engine is down-draft. 35 

As a power absorbing medium, a slotted-rotor type induction motor, 
connected to the engine by means of V-type belts, was selected because 
it performs three functions. The first is to start the engine, the second 
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is to absorb the output of the engine and the third is automatically to 
hold the engine speed constant at 600 r.p.m. The latter is of particular 
value on account of the importance of constancy of speed in knock test¬ 
ing and because of the desirability to relieve the operator of the burden 
of ensuring it. To furnish direct current for the ignition system (if 
battery type ignition is used) and also for the bouncing pin circuit, a 
small 100 v. generator of 0-22 kilowatt nominal capacity was used, 
mounted directly above the induction, motor and driven by a V-belt 
from a pulley on the induction motor shaft. 

The engine conditions for knock rating determinations were tenta¬ 
tively standardized as follows :—- 

Engine Speed, 600 r.p.m. 

Jacket Temperature, 212°F. (100°C.)—boiling water. 

Spark Advance—That for maximum power, automatically adjusted. 

Mixture Ratio—That for maximum knock (see later). 

758. Correlation with Road Test Results. —Immediately follow¬ 
ing the development of a common apparatus and method for the de¬ 
termination of knock ratings, the Detonation Sub-Committee was 
instructed by the Co-operative Fuel Research Committee to undertake 
a comprehensive study to determine whether knock ratings determined 
in this way agreed -with actual road performance. This work was 
carried out during 1932 and has been fully described. 36, 37 

Results were first of all received from various laboratories which 
indicated that in some cars fuels were rated the same as in the C.F.R. 
engine, under the tentatively standardized conditions, but that in other 
cars discrepancies between road ratings and laboratory ratings were 
observed. This led to a series of co-operative road tests to compare 
the car ratings of a number of selected fuels with conventional C.F.R. 
ratings and to investigations in the laboratory to evaluate the effects on 
the ratings of various types of fuels of changes in the conditions of 
test on the C.F.R. engine. In the first series of tests, covering a range of 
six fuels of different types, and 13 different cars, it was found that two 
fuels showed behaviour in the cars which was in fair agreement with their 
respective ratings by the C.F.R. procedure, but that four of the fuels 
knocked worse in cars than in the laboratory engine by the equivalent 
of from 5 to 7 octane numbers. 

In August, 1932, very comprehensive road tests were conducted at 
Uniontown, using fifteen cars and eleven different fuels. The general 
procedure was to match the fuel under test with a mixture of reference 
fuels, “ C.6 ” and “ A.2,”* the comparison being based upon knock 
intensity as judged by ear. The matching was carried out so that the 

* These fuels are described later. See paragraph 780. 

299 



§ 758 MOTOR FUEL PREPARATION AND APPLICATION 

test fuel fell between a reference fuel mixture of higher anti-knock value 
and a reference fuel of lower anti-knock value than that of the fuel to 
be rated, the mixtures of reference fuels not differing in composition 
by more*than 20 per cent, of “ C.G 55 in “ A.2,” or the equivalent of 
about 5 octane numbers. Ratings were made at intervals of 5 miles 
per hour, usually beginning at speeds between 10 and 15 m.p.h. and 
extending up to the speed at which knocking disappeared. The results 
of these road tests showed a greater degree of reproducibility than 
might well have been expected, but it was found, however, that some 
cars rated the same fuel differently and the same car in some cases rated 
one fuel differently at different speeds. 

*U 80 FUEL UT-I IN CRR 3 



Cfif? SPEED, IIS MILES PEC H0LR- 

Fra. 206. —Comparison op Laboratory Knock Hatings with .Hoar Tjjkt Hating.-), 

(Courtesy, Waukesha Mohr Co.) 


The results obtained on two particular fuels in two different; ears and 
reproduced in Figure 206 illustrate this. In one car (No. I), a certain 
fuel (No. RT 11) knocked from 10 to 34* m.p.h., the knock disappearing 
at 34 m.p.h. In another car (No. 3), which was of different make and 
fitted with automatic ignition advance, the fuel knock was lirst evident 
at 30 m.p.h., and disappeared at 54 m.p.h. In the first car, the rating 
of this fuel was 60 per cent. “ C.6 55 in “ A.2 ” (apparent octane number 
65) from 10 to 20 m.p.h., and at the knock disappearing point, (34 m.p.h.), 
50 per cent. “C.6 ” in “A.2” (apparent octane number 62-5), the 
total spread being only 10 per cent. “ C.6,” or about 2-5 octane numbers. 
In the second car (No. 3), however, the rating of this same fuel was 65 
per cent. “ C.6 ” in “A.2 ” (apparent octane number 67) at 30 m.p.h. ; 
35 per cent. “ C.6 ” in “ A.2 ” (apparent octane number 58) at 40 
m.p.h.; and 25 per cent. “ C.G ” in “ A.2 ” (apparent octane number 56) 
at the speed at which knock disappeared (54 m.p.h.). Thus, the rating 
of this one fuel in one car varied anywhere between 25 per cent, and 65 
per cent, of “ C.6 ” in “ A.2,” (i.e., between 56 and G7 octane number) 
and in the other car anywhere between 50 and 60 per cent. “ C.G ” in 
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“ A.2 (62-5 to 65 octane number), depending upon the speed at which 
the rating was made. Figure 206 also shows that another fuel (No. 
UT-X) gave practically the same rating at all speeds between 30 and 50 

m.p.h. 

Because of such apparent discrepancies, it was decided to rate the 
fuels in road tests according to their maximum degree of audible knock, 
irrespective of speed, in terms of blends of reference fuels. This method 
of rating is not free from objections, but in view of the great difficulties 
in making accurate road tests of this nature, it is acceptable in the 
absence of a better procedure. 

759. The C.F.R. u Motor Method. ’—Having completed these road 
tests and obtained the road ratings of fifteen fuels covering a wide 
range, it was found that the latter did not agree with the knock ratings 
as determined on the C.F.R. engine according to the adopted procedure. 
Consequently experiments were carried out in order to determine what 
modifications to the C.F.R. procedure were necessary to make the test 
engine results agree with the road ratings. These experiments need not 
be considered in detail, but the result of this work was that a new 
C.F.R. engine test procedure was recommended called the “ C.F.R. 
Motor Method ” to take the place of the older method which now became 
known as the “ C.F.R. Research Method.” The new method gave 
satisfactory correlation with road results (see Table 160), and involved 
the following operating conditions. 

Speed, 900 r.p.m. 

Spark timing, 26° B.T.D.C., at a compression ratio of 5 to 1 and 
following the existing timing mechanism at other compression 
ratios, becoming 22° at 6 to 1 and 19° at 7 to 1. 

Jacket Temperature, 96—102°C. (205—215°F.) 

Mixture Temperature, 300°F. ± 2°F. (149°C. dr 1°C.) 

Various modifications to the engine were necessary to obtain these 
new operating conditions. These were as follows :— 

(1) The provision of an electric heater in the air intake system 
between the carburettor and the intake port. 

(2) The use of a shrouded inlet valve. 

(3) An improved vapour condenser and the elimination of the 
jacket cooling liquid circulating pump. 

The new C.F.R. “Motor Method” has not met with unanimous 
approval in the United States, but it has been standardized and accepted 
by the American Society of Testing Materials as a tentative method. 3 8 
Similarly, it has been accepted by the Institution of Petroleum Tech¬ 
nologists in England. 
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Table 160 .—Summary of Ratings on Fuels in 'Union town Tests. 
{Road ratings are average results.) 


C.F.R. Research Method 

Road Ratings 

C.K.Il. Motor Method 

Fuel 

Number 

Reference 
Fuel 0.6 
in 

Preference 
Fuel A.2 
Per cent. 

Equivalent 

Octane 

Number 

Reference 
Fuel C.6 
in 

Reference 
Fuel A.2 
Per cent. 

Equivalent 

Octane 

Number 

Reference 
Fuel C.(i 
in 

.Reference 
Fuel A.2 
Per cent. 

Equivalent 

Octane 

Number 

RT-9 

95 

76 

77 

70 

74 

70 

RT-10 

111 

80 

75 

70 

74 

70 

RT-ll 

66 

67 

54 

64 

55 

64 

RT-12 

68 

68 

49 

62 

50 

62 

UT-l 

82 

72 

63 

66 

64 

67 

UT-2 

1 

50 

4 

50 

6 

50 

UT-3 

56 

64 

53 

63 

53 

63 

UT-4 

61 

66 

55 

64 

54 

64 

UT-5 

75 

70 

63 

66 

61 

66 

UT-6 

110 

80 

100 

77 

101 

77 

UT-7 

69 

08 

56 

64 

58 

65 

TJT-8 

82 

72 

70 

68 

70 

68 

UT-9 

76 

70 

67 

68 

68 

68 

TJT-10 

103 

77 

90 

74 

87 

73 

UT-11 

111 

80 

96 

75 

89 

74 


The “ Motor Method ” is not meant to be a rigid standard, but will 
be changed in details as circumstances demand and as new ears find their 
way on to the road. 815 It will always be attempted to make the knock 
method give the same results as actual road tests. Criticism may be 
levelled against the method in that it docs not correlate so satisfactorily 
with English ears as with American ears and that the method rates 
benzole blends and alcohol blends lower, relative to straight run and 
cracked fuels, than it should in the light of actual road tests. On 
the other hand, a standardized method of test that gives satisfactory 
results with most fuels is much preferable to a host of different methods, 
all of which give different results and which cannot be correlated with 
each other. As a knock-testing engine, the C.F.R. machine is very 
satisfactory and very flexible, and if the operating conditions are occa¬ 
sionally adjusted to correlate with road tests on a very wide range of 
fuels and cars, it will serve its purpose admirably. 

A photograph of the C.F.R. knock-testing outfit is reproduced in 
Figure 207 and sectional views of the engine are shown in Figures 
208 and 209. These are self explanatory. The inlet mixture heater 
and condenser are shown in Figure 210. 

* During 1934, a further test programme has heen completed at Uniontown (Nat. Petr. News 
1934, 26, (33), 5-8. 
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760. Operation of the C.F.R. Engine. —In addition to the operat¬ 
ing conditions already given for the Motor Method, the following must 
also be observed. 

Oil pressure, 20—30 lbs. per square inch under operating conditions. 
Valve clearances, intake 0-008 inches, cold; exhaust 0-010 inches, 
cold. 



Fig. 208. —Sectional View of C.F.R.-A.S.T.M. Excise. 

{Courtesy, Waukesha Motor Co.) 


Breaker point clearance, battery system 0-015 inches ; magneto 
0-020 inches. 

Spark plug, equivalent to Champion No. 8 ; gap setting 0-025 inches. 

Throttle opening, All tests to be conducted with the throttle opening 
at the point of maximum volumetric efficiency, approximately 
90 on the throttle scale. 

Carburettor adjustment. That for maximum knock, see later (para¬ 
graph 771). 

Exhaust Pipe, this should be made from 1J in. pipe having a maxi¬ 
mum of two ells with a total length not to exceed 20 feet. The 
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use of a short straight-through muffler of X.] in. diameter is 
permissible. 

Bouncing pin assembly, gap setting 0-003 inches to 0-005 inches. 

Before conducting knock rating tests, the engine should be run for 
about an hour so that temperature conditions may become steady at 
the values indicated above. Tests are then made according to the usual 
blend matching technique using either tile gas evolution cell or the 
knock meter. The knock intensity used in C.F.R. engine tests is that 
obtained with a mixture of 65 parts iso-octane and 35 parts normal 



Fig. 209. —Sectional View oit C.E.R.-A.S.T.M. Engine. 
(Courtesy, Waukesha Motor Co.) 


heptane at a compression ratio one unit higher than that giving first 
audible knock. Full details regarding the operation of the C.F.R. 
engine are given in A.S.T.M. Tentative Standard, D 357"—33T and in the 
handbooks issued by the manufacturers, The Waukesha Motor Company, 
Waukesha, Wisconsin, U.S.A. 

The development of the C.F.R. engine has recently been described 
in detail by Boyd and Veal. 3 8 

761. The Knock Ratings of Aviation Fuels on the C.F.R. 
Engine. —The C.F.R. “ Motor Method ” is only intended for the testing 
of motor spirits and it is not applicable to aviation spirits. However, 
the question of aviation spirits is no less important and work has been 
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carried out in England by a small sub-committee of the Institution of 
Petroleum Technologists to evolve a suitable method of test which would 
correlate with known results on air cooled and water cooled aero-engines, 
both normally aspirated and supercharged. 40 A series of nine different 
fuels, ranging from 70 to 80 octane number, and composed mainly of 
straight run spirits and blends of straight run spirits with solvent 
naphtha and benzole (none contained tetra-ethyl lead or cracked spirit), 
were examined for knocking properties in various aero-engine cylinders 
and also in the C.F.R. engine under various operating conditions. In 



Fig. 210. —Section oe Mixture Heater and Condenser of C.F.B.-A.S.T.M. Engine. 
(Courtesy, Waukesha Motor Co.) 


each case, results were expressed in equivalent T.E.L. reference fuel 
(B-2) blends and in octane numbers. 

The results of the aero-engine tests fall into two categories, the one 
containing water cooled cylinder results and normally aspirated and air 
cooled cylinder results, while in the second category are the results in a 
supercharged air cooled cylinder and an air cooled cylinder of compres¬ 
sion ratio 7-5. 

It was concluded that the C.F.R. is the most suitable test engine for 
aviation fuels and that good correlation with the results obtained on the 
aero-engine cylinders can be achieved without going above 900 r.p.m. 
or 212°F. jacket temperature. For the aero-engine results in the first 
category given above, the best correlation was given by the C.F.R. 
engine with a mixture temperature of 100°F. For the second category, a 
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mixture temperature of 260°F. gave tlie better correlation. It was con¬ 
cluded, therefore, that the use of the C.F.R. engine at a speed of 900 
r.p.m., with a jacket temperature of 212°F. and mixture temperature of 
260°F., should afford a satisfactory means of rating aircraft fuels such as 
those examined. 

It may be asked how it happens that the conditions found appro¬ 
priate for automobile engines can be too severe for an air cooled engine 
under supercharged conditions, so that it is desirable to lower the mix¬ 
ture temperature in the test engine from 300° to 2G0°E. In so far as any 
useful comparison can be made between engines so widely different in 
‘type, it may be remarked that when a road vehicle is pulling at low speed 
on full throttle, the conditions are not only severe by reason of the low 
speed, but that in many types there is also provision for a large amount of 
mixture heating which may very well exceed even the heating provided 
by a supercharger on an aero-engine. 

In America it lias been found that a modified C.F.R. engine of 2f 
inches bore operating at 1,200 r.p.m. with a jacket temperature of 330°F. 
and a spark advance of 30°, gives reasonable correlation with aero¬ 
engines used by the U.S. Air Corps. 41 These conditions have, therefore, 
been standardized in the latest Air Corps specification for Fighting 
Aviation Spirit—Anti-Knock Grade (No. Y-3557-F), (.see Chapter NV, 
paragraph 840). A temperature plug is used to measure the knock, as 
described later. 

762. Comparison of Results obtained on Different Test 
Engines.—Knock ratings determined on one engine under a given set of 
conditions are very rarely the same as those obtained on another engine 
of different make and may differ by as much as 10 octane numbers or 
more. This is one of the main reasons why the Co-operative Fuel 
Research Committee in America decided to standardize a suitable 
engine. 

Under certain conditions, various engines can be made to give 
substantially the same results. Thus, Barton, Sprake and Stans field 4 2 
have described tests carried out on Ethyl Gasoline, Armstrong Whit¬ 
worth and Ricardo E. 35 engines, with English market fuels, which gave 
results varying by not more than ±2-5 per cent, of benzene in heptane. 
The fuels tested covered a very narrow range, however, from 57 to 67 
per cent, benzene in heptane, equivalent to a range of only about 5 
octane numbers. On a wider range of fuels, these three engines no 
longer give the same results. Generally, the Ethyl Gasoline engine 
gives results 3—5 octane numbers lower than the Armstrong Whit¬ 
worth engine. 

A further comparison between the results obtained on different 
types of engines has been made by Swanson, 43 who has found dis- 
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crepancies of as much as 8 octane numbers between engines of similar 
design operating at the same temperature. Generally, results obtained 
oil different models of the same make of engine do not vary by more than 
dr TO octane numbers in normal cases. In extreme cases, the results 
may vary to an extent of dr 3 octane numbers. 


Methods Employed eor the Determination of Knock Ratings 

763. In any considerations of the knock ratings of motor fuels, dis¬ 
tinction must always be made between absolute knock ratings and 
relative knock ratings. In the latter category, results can only be inter¬ 
preted correctly by a consideration of the absolute values of the 
standards with which the knock ratings of samples being examined are 
compared. This is extremely important when comparing the knock 
ratings of fuels of different composition, e.g., benzole blends and blends 
containing tetra-ethyl lead under different engine conditions. 

Absolute knock ratings are now little used because of the difficulty 
in obtaining repeatable results, and fuels are rated in anti-knock value 
by comparing their knocking properties with those of standard fuels. 
There are occasions, however, when absolute knock rating scales are 
of importance in clearing up apparent discrepancies between results. 

764. H.U.C.R. Determinations.—The method of measuring knock¬ 
ing developed by Ricardo, involving the determination of the engine 
compression ratio at which a standard intensity of knocking is produced, 
is an absolute method, but is absolute with respect to one engine only. 
It does not allow direct translation of results on one engine to those ob¬ 
tained on another engine, even of the same make. 

This method, the so called Audible method of H.U.C.R. (Highest 
Useful Compression Ratio) determination is operated as follows :— 

Standard engine conditions are adopted, generally those conducive 
to knocking, and maintained constant. The cylinder head is then 
lowered, to increase the compression ratio, until audible knocking is 
obtained. The first indication of the phenomena is somewhat irregular 
and spasmodic and is disregarded. A further small downward move¬ 
ment of the cylinder head causes the characteristic metallic clang to 
become more frequent and regular. At this second, and well defined, 
stage of knocking, the value of the compression ratio is noted and 
recorded. This procedure is repeated, using different rates of fuel flow 
and the values of compression ratio obtained plotted against the rate of 
fuel feed. The minimum value of the compression ratio, as shown by 
the curve, is recorded as the H.U.C.R. of the fuel under examination. 

The power output of an engine at the H.U.C.R., determined in this 
way, is a maximum; that is, any further increase in compression ratio 
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produces heavier knocking and the power output no longer increases. 
This facilitates the observation. 

Owing to the variations which occur from day to day in barometric 
and temperature conditions, the observed H.U.C.R. does not remain 
constant for any one fuel and should be corrected. This is often done 
by checking the Ii.U.C.R. of a reference fuel and adding the difference 
between the observed H.U.C.R. of this fuel and its arbitrarily chosen 
H.U.C.R. to the observed value of the fuel under test. The value so 
obtained is then referred to as the “ corrected H.U.C.R.” 

With a trained operator, repeat tests of “ observed II.U.C.R.” 
often check to within 0 03 of a compression ratio. This corresponds, 
on the Ricardo E.35 engine at 1,500 r.p.m. and at full throttle, with a 
jacket temperature of 55°C., to an accuracy of about 0-6 per cent, 
benzene in a mixture of 60 per cent, benzene with 40 per cent, heptane 
by volume. 

The uncertainties associated with the audibility method of H.U.C.R. 
determinations may be avoided by the use of a bouncing pin mechanism 
and a heavily damped millammeter, in the manner suggested by Stans- 
field and Thole. 44 The compression ratio is adjusted so that the 
ammeter reading is about SO millamperes on the sample under test and 
is then readjusted to give the same reading on a standard reference fuel. 
This avoids the aural detection of H.U.C.R. and gives very good 
accuracy. 

As shown earlier in this Chapter, the H.U.C.R. values assigned to 
fuels in one engine are not the same as those determined in an engine of 
different design running under different conditions. Thus, a fuel may 
knock heavily in one engine at 5 to 1 compression ratio, yet give per¬ 
fectly smooth operation in another at a compression ratio of 7 to 1. 
For this reason, among others, the audibility method of H.U.C.R. 
determinations is very little used. On the other hand, the effects of 
engine design and operating conditions are eliminated to an appreciable 
extent if results are expressed, not in terms of absolute compression 
ratios, but in terms of H.U.C.R. difference from that of a standard fuel. 45 
Thus, if a standard fuel has an H.U.C.R. of say 5 0 and a fuel under test 
an H.U.C.R. of 5-5, the difference 0 5 is sometimes referred to as the 
“ engine test ” of the sample. 

765. The Expression of Results in Terms of Equivalent 
Blends of Standard Fuels. —In order to make the results of knock 
rating tests almost independent of engine design and more readily 
understood, Midgley and Boyd 46 proposed in 1922 that such results be 
expressed in terms of blends of standard fuels, e.g., a fuel would be stated 
to be equivalent to say x per cent, of aniline in fuel A, or equivalent to 
say y per cent, of benzole in fuel B. The advantages of this method of 
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expressing results were soon recognized, and knock ratings are now in¬ 
variably reported in this manner. 

This method was soon adopted for use in conjunction with the 
H.U.C.R. technique. The H.U.C.R.’s of blends of a pair of fuels, 
usually benzole and a straight run spirit of poor anti-knock value, were 
determined and recorded in the forms of graphs. When a sample of 
spirit was examined for anti-knock value, it was reported as, say, “ x ” 
per cent, benzole in standard spirit, this being the mixture having the 
same H.U.C.R. as the sample under test. Thus came into use such 
terms as “ benzole equivalent,” “ tetra-ethyl lead equivalent,” etc. It 
should be noted, however, that unless the information is required for 
some specific purpose, fuels should never be rated by determining'how 
much anti-knock material must be added to them to bring them up to a 
common standard, or by determining how much pro-knock material 
must be added to them to lower their value to that of a low standard. 
The reason for this is the same in both cases. It is because cases are 
common in which two fuels, of the same knock rating (H.U.C.R. or 
“benzole equivalent”), require the addition of different amounts of 
anti-knock or pro-knock material to make them equal to a fixed high or 
low standard. Such anomalies, and they are very frequent, prevent the 
adoption of these two kinds of scales, even though it is often a matter of 
importance to known how much tetra-ethyl-lead must be added to 
a certain spirit to raise its knock rating to a given standard. 

One may say, therefore, that when determining the knock rating of a 
spirit this should always be measured using the spirit itself unblended 
with any other material. On occasions this is not possible, as when 
testing materials of high anti-knock value which cannot be made to 
knock, e.g., benzoles. These materials are not used as automobile fuels 
in the undiluted state and therefore it is permissible to examine them 
in the form of dilute solutions in low grade spirits. It should also 
be noted that the anti-knock effect of a substance is not linear with 
its concentration in any but the most rare eases and often varies to a 
very marked extent with change in concentration. Therefore extra¬ 
polation of knock rating curves is often a matter of considerable doubt. 

766. The Use of the Bouncing Pin Mechanism in Knock 
Rating Determinations. —The bouncing pin mechanism was invented 
by Midgeley for the measurement of knocking in the well known re¬ 
searches which he and Boyd carried out in a search for anti-knock 
materials, and during which the amazing efficacy of tetra-ethyl lead was 
discovered. 

In its original form, the apparatus consisted of an opening in the 
head of the engine combustion chamber into which was screwed a long 
cylinder fitted with a piston, the under side of which was flush with the 
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inner surface of the cylinder head and which was held down by a powerful 
spring. On the upper side of the piston there rested, merely by gravity, 
a heavy steel pin, and immediately above the top of the pin was mounted 
a pair of contact points connected in scries with a source of current, a 
filament lamp and an electrolytic cell containing dilute sulphuric acid. 
During normal combustion in the cylinder head of the engine, the 
pressure of the spring was so adjusted that the piston moved up and 
down only a very small distance (a few thousandths of an inch). When 
the explosion was a knocking one, the sudden production of a high 
pressure caused a greater movement of the piston and the bouncing pin 
was lifted clear, thus closing the electrical circuit described. In the 

course of a short time interval, a consider¬ 
able amount of gas collected in the cell, 
and the lamp glowed almost continually. 
Midgeley assumed that the volume of gas 
collected in a given number of engine revolu¬ 
tions was proportional to the “ amount of 
knocking produced by the fuel.” 

At a later date, the piston originally 
used in the instrument was replaced by a 
thin steel diaphragm. This construction is 
still used. 

767. The bouncing pin element now used 
with the C.F.R. engine is shown in Figure 
211. The pin is a steel rod, about 0 215 
inches diameter and seven inches long and 
the upper end is made non-conductive with 
a piece of insulating material. The dia¬ 
phragm is made of alloy steel of very high 
elastic limit and is 0-545 inches diameter and 0-015 inches thick. 
Just above the pin are two leaf springs, the lower one resting lightly 
on the top of the pin and each bearing at its inner end a tungsten 
contact point, these points being separated by an adjustable gap which 
is set at 0-003 to 0-055 inches. The upper leaf spring is held down at 
its inner end by a plunger, which is free to move upward against a light 
coil spring, carried in a screw member that serves the purpose of adjust¬ 
ing the gap between the contact points carried at the tips of the leaf 
springs. 

Care must be exercised in using the bouncing pin apparatus as a 
method of measuring knock ; it cannot be adapted indiscriminately to 
any cylinder. In engines such as the Ethyl Gasoline “ S. 30 ”, the 
Armstrong and the C.F.R., however, it is eminently satisfactory. Its 
sensitivity is very good and repeat experiments do not vary by more 
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than about 0-5 per cent, of benzole in a reference fuel. The knock 
intensity at which bouncing pin determinations are made should be 
considerably heavier than that adopted for H.U.C.R. audibility tests 
and it is usual to standardize this knock intensity as has been done in the 
case of the C.F.R. engine (see paragraph 760). 

Using a bouncing pin, the knock rating of a given fuel is determined 
in the following way. The engine compression ratio range is first of all 
calibrated in terms of a suitable pair of reference fuels, say pure benzene 
and a low grade straight run spirit, by the usual H.U.C.R. method. 
Then the spirit sample to be tested is examined for H.U.C.R. and its 
equivalent benzene-straight run spirit blend determined. Suppose this 
is 40 per cent, benzene and 60 per cent, straight run spirit. Two blends 
of these reference fuels are then made up, one having a slightly lower 
knock rating than the sample under test and the other having a slightly 
higher knock rating. In the case under consideration, these would 
contain 37-5 and 42-5 per cent, benzene, respectively. Little accuracy is 
lost, however, if interpolation between fuels differing by as much as 5 
octane numbers (e.g., about 10 per cent, of benzole) is attempted. 47 
These two blends and the sample under test are then placed in three of 
the bowls attached to the engine carburettor. The engine is then run on 
each fuel in turn, and measurements of the amounts of gas collected in 
one minute runs on each fuel are determined, sufficient time being 
allowed to lapse before taking a reading after changing from one fuel to 
another. The carburettor adjustment must be separately adjusted on 
each fuel to give the maximum degree of knock. Let us now assume that 
the following amounts of gas have been collected in one-minute readings 
on the three fuels mentioned above and that these amounts have been 
checked two or three times. 

Gas Evolution per 1 Minute Reading. 

Fuel under 37-5% Benzene in 42-5% Benzene in 

Test. Straight Run Spirit. Straight Run Spirit. 

0-40 ccs. 0-50 ccs. 0-35 ccs. 

The equivalent benzene-straight run spirit blend of the sample under 
test is then calculated by interpolation and is, obviously, equal to 

87 ' 5 +(5o 4- 5 5 ><(bo -'* 0) ) 

= 40-8 per cent, benzene in straight run spirit. 

The bouncing pin method of knock rating determinations is, essentially, 
one of matching blends in this manner. When the Knockmeter is 
employed similar interpolation is adopted. 
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The following terms are often applied to indicate the efficiency of the 
bouncing pin mechanism. 

The Sensitivity is the difference in average readings obtained on two 
fuels differing by 0-5 octane number. 

The Stability is the average difference between consecutive readings. 

The Stability Factor is the product of the greatest difference by the 
stability. 

The Pin Factor is then defined as the ratio of the sensitivity to the 
stability factor. This may be greatly changed by very small changes in 
the adjustment of the pin. 

Occasionally it is found that the bouncing pin gas evolutions or 
ILnocknieter readings tend to drift in one direction. This is nearly 
always due to the engine not operating under steady temperature 
conditions and may be corrected accordingly. 

A recent improvement on the gas evolution cell is the “ knock 
meter,” which has already been described in this Chapter under the 
Ethyl Gasoline S. 30 engine. It has been proved so satisfactory in use 
that it has now largely replaced the gas cell. Its chief advantage is 
that it enables knock rating determinations to be conducted more 
quickly. A further point in its favour is that it gives a visual indication 
of the degree of knocking occurring* at any instant. 

The bouncing pin mechanism can only be used satisfactorily at 
engine speeds up to about 1,000 r.p.m. At higher speeds it loses 
sensitivity to a very marked extent. 

768. Electric Audibility Methods of Measuring Knock Ratings. 

•—In 1931, Huff, Sabina and Hill 18 conducted a research to determine 
whether one of two fuels that cause incipient knocking under identical 
conditions may not possibly cause knocking of a violent character before 
the other, and it was considered advisable to use some other method of 
measuring knocking than the bouncing pin because motorists use sound 
as a criterion of knock. They therefore developed a device in which the 
knocking sound was received by a microphone, the resulting currents 
amplified by a thermionic valve amplifier and passed on to a filtering 
circuit (to eliminate unwanted frequencies) and a highly damped 
milliammeter. Using such an arrangement, they showed that the 
intensity of knock at which measurements are made does not effect fuel 
knock ratings if a fuel matching method is employed and demonstrated 
the workability of this ” audiometer ” method of determining knock 
ratings. 

Somewhat later, in June, 1932, Stansfield and Carpenter made 
various improvements in this method and described an instrument 
called the “ Strobophonometer,” for the analysis and measurement of 
sounds or vibrations emanating from any source in cycles. 19 This 
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instrument applies to'sound from an engine or other machine, a principle 
analogous to that of the stroboscope, that is to say, it selects, on a tiifie 
basis, some part of a recurrent noise to be investigated. The relative 
intensity of this noise is indicated on a meter as in the former apparatus. 
The length of the listening period in degrees of cycle, and the phasing of 
this period round the cycle, can readily be adjusted when necessary and 
the use of a relatively short listening period makes external noises un¬ 
important. Thus, it is possible, with the Strobophonometer, to select 
the period during the engine cycle over which the noise of knock occurs 
and so eliminate most other engine noises. This gives the instrument 
extremely good sensitivity. 



COMPRESSION RATIO 

Fig. 212. —Curve Shewing the Effect of Compression Ratio Upon 
Strobophonometer Readings. (Stansfteld and Carpenter). 

(Courtesy, The Institution of Petroleum Technologists.) 

The curve given in Figure 212 refers to a test made with an Arm¬ 
strong engine running on a spirit which allowed smooth operation at a 
compression ratio of 5 -5 to 1. Starting from this ratio, the compression 
was increased and Strobophonometer meter readings taken at every 
increment of OT ratio. It will be noticed that the noise first increases 
slightly with heavy running. After this stage, there is a slight drop in 
noise but still no audible knock. The drop may be due to the shape of 
the combustion chamber of this particular engine, which is altered in 
form with increase in ratio, by reducing the length of the pocket of small 
bore. Following the heavy running period, the meter reading begins to 
rise sharply, and the first faintly audible and intermittent knock 
commences. The meter reading has risen about 20 per cent, above the 
smooth running level by the time the knock is continuous but slight, and 
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at this intensity it is possible to distinguish easily between fuels of differ¬ 
ent anti-knock value. This is not possible with the bouncing pin. By 
the time the bouncing pin electrolytic cell gives 0-2 nil. of gas per minute, 
the meter scale reading has increased more than 100 per cent, from 
smooth running. The range of meter readings covering the usual 
bouncing pin range of knock is shown on the diagram, and much heavier 
intensities can be explored if desired, up to the point where pre-ignition 
may damage the engine. 

So far no differences of importance have been detected between fuel 
knock ratings by means of this instrument and those taken with a bounc¬ 
ing pin on the same engine, neither has any difference been noted 
between results taken with very light, average or heavy knock, provided 
that pre-ignition is not present. 

The Strobophonometer also lends itself to the measurement of fuel 
knock ratings in multicylinder engines and Stanslield and Carpenter 
quote a case of an aero-engine running at 2,100 r.p.m., with a noise level 
so high that shouting was inaudible in the engine house. In this case, a 
difference of 6 octane numbers between two fuels gave about 10 per cent, 
change in meter reading, although the knock was too light to be audible. 
At 2,000 r.p.m., it just became audible on tlic poorer fuel and the differ¬ 
ence in meter readings between the two fuels was about 20 per cent. 
A further point of interest is that the microphone used in conjunction 
with the Strobophone can be so adjusted as to give a uniform response 
over a wide range of frequencies or to give a sharp cut-off at any desired 
frequency. This facilitates the selection of the noise of knock and 
improves the sensitivity of the instrument. 

Such electric audibility methods have many other applications in 
engine and fuel research. 

769. Temperature Methods of Measuring Knock Ratings.— 
Failure of an aircraft engine as a result of the use of a fuel of insufficient 
anti-knock value is nearly always the result of overheating of the cylin¬ 
der unit. Generally speaking, fuels have a heating effect in this way in 
inverse proportion to their anti-knock value, but this is not always the 
case, benzole blends causing more over-licating than tetra-ethyl lead 
blends or straight spirits of the same anti-knock value under non- 
knocking or knocking conditions. In 1929, it was pointed out by S. D. 
Heron 50 of the Material Division of the Air Corps of the United States 
Army that a temperature method of rating fuels for aircraft use may 
prove to be more desirable than one depending on the intensity of knock, 
because the temperatures reached in relatively large air cooled engines 
under full throttle conditions may be as high as 200°F. below the plastic 
point of the pistol alloys employed. 

The U.S. Army specification for Anti-Knock Fighting Grade Aviation 
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spirit, dated October ISth, 1932 (No. Y-3557-F.—see Chapter XVIII. 
paragraph 840), embodied such a method for rating fuels. The Ethyl 
Gasoline S. 30 engine was specified as standard, operating at 900 r.p.m. 
and 180—200°C., but with a thermo-couple plug instead of a bouncing 
pin. The thermo-couple was connected to a millivoltmeter for tempera¬ 
ture measurements, capable of detecting a temperature change of 1°C. 

Knock was then measured in terms of the recorded temperatures, 
the fuel giving the higher temperature being considered as of the lower 
anti-knock value and vice versa. The fuel feed for maximum knock was 
determined by temperature measurements in a manner analogous to 
that in bouncing pin operation and the intensity of knock was standard¬ 
ized at that giving a cylinder head temperature between 320 and 
340° C. 

770. Time Lag in Knock Rating Measurements.—In making 
anti-knock determinations by the direct matching of fuels, it is some- 



Fm . 213.—Tytical Bouncing Pin Results Obtained est Changing Over from one Fuel 
TO ANOTHER. (MAO CotttiL) 

times observed that the knock instantly disappears when the carburettor 
is switched from one fuel to the other, even though the two fuels may be 
of equal anti-knock value. Sometimes the knock increases in intensity 
when the change over is made. This phenomenon, which is called 
Time Lag, is especially noticeable when matching fuels differing widely 
in composition, such as a benzole blend and a spirit containing tetra¬ 
ethyl lead, and has been studied by Neil MacCoull. 51 

Typical results obtained are reproduced in Figure 213, in which 
knock meter readings at 10 second intervals obtained in changing over 
from a Pennsylvanian gasoline containing 3 ml. of tetra-ethyl lead per 
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U.S. gallon to a blend of 86 per cent, benzole in the same spirit are 
plotted against time intervals. The variation of the individual readings 
from smooth lines indicates a characteristic of the bouncing pin readings. 
Since the mean value of the knock meter readings finally reached the 
same value after the change over that it had before, the two fuels are 
considered to be of equal anti-lcnock value. 

The point of principal interest in such curves is the observation that 
from 100 to 200 seconds may be required after the change over before 
the knock resumes its normal value. Sometimes it is found that read¬ 
ings taken in less than 7 minutes are considerably in error. Even greater 
time lag is sometimes observed, but none has been noticed when chang¬ 
ing from one leaded fuel to another. It is of interest to note that the 
piston temperature follows the change in knock meter ratings when 
changing from one fuel to another. 

The reason for this time lag has not yet been definitely found, but 
it is believed to be due to differences in fuel volatility, leaded fuels con¬ 
taining more anti-knock material in their heavy fractions and benzole 
blends in their light fractions. Time lag is reduced when perfectly dry 
fuel-air mixtures are supplied to the engine cylinder. 

Tx-ie Effect of Engine Conditions upon Knock Ratings. 

771. It has already been mentioned that knock ratings determined 
under one set of engine conditions are rarely the same under different 
conditions and that octane numbers determined on different engines 
show very wide variations. The reasons for these changes are to be 
found in considerations of the effect of various engine variables upon 
the relative knock ratings of fuels. 

The difference between “ absolute ” knock ratings and relative knock 
ratings has already been stressed and it should be observed that the 
octane number scale is a relative scale only. That is, if under one set of 
conditions the octane number of a spirit is say, 50, and under other 
conditions it is, say, 60, the anti-knoclc properties of the spirit may have 
been increased by the change in conditions or the anti-knock properties 
of the octane-heptane blend may have decreased, that of the spirit 
remaining substantially constant. Another possibility is that both fuels 
change in absolute knock rating, though to different extents. The use 
of sub-standard fuels introduces further complications. 

The Effect of Carburettor Setting on Relative Knock Ratings. 
—The importance of fuel-air ratio, or carburettor setting, upon the 
relative knock ratings of various fuels was first reported by Campbell, 
Lovell and Boyd in 1929. 5 2 The same workers have made a more 
detailed investigation into this phenomenon at a later date. 63 

Figure 214 is a reproduction of some results obtained by these in- 
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vestigators and is a plot of the results of a test comparing a spirit con¬ 
taining IT mis. T.E.L. per U.S. gallon with four different concentrations 
of benzole in the same spirit. The bouncing pin readings plotted on the 
vertical axis indicate the relative intensity of knock for each fue] at the 
carburettor settings plotted on the horizontal axis. Thus, the spirit 
containing T.E.L. had its maximum tendency to-knock at a carburettor 
setting corresponding to a mixture ratio of 14-I. If the mixture ratio 
were made either richer or leaner, the bouncing pin readings fell off, 
showing a decrease in intensity of knock. 


APPROX. LBS. RlR PER LB. FUEL 
14-7 (4-1 13-S IS'9 IB'3 



Fig. 214.—Curves Shewing the Effect of Fttel-Aib Ratio upon Relative Knock Ratings 


This diagram shows how the change in intensity of knock is not 
uniform for the two fuels as the carburettor setting is changed. This 
leads to two important generalizations. The first is that two fuels may 
knock alike at one carburettor setting and yet knock differently at some 
other carburettor setting. For example, referring to Figure 214, at the 
setting corresponding to a mixture ratio of 13-9, the 18 per cent, benzole 
blend knocked to the same extent as the spirit containing 11 mis. of 
T.E.L. But at richer mixtures this benzole blend knocked more than 
the same spirit and at leaner mixtures the benzole blend knocked less. 

The second important generalization is that when comparisons are 
made between two fuels at independent carburettor settings for each fuel, 
the fuels may or may not knock alike according to the relative mixture 
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ratios. Thus, referring again to Figure 214, it may be seen that if com¬ 
parison between the spirit containing T.E.L. and the benzoic blends be 
made at a mixture ratio of 13-0 for the former and at a mixture ratio of 
13-6 for the latter, it will be found that the leaded spirit knocks to the 
same extent as the 22 per cent, benzole blend. But, if both carburettor 
settings are adjusted to give mixture strengths of 13 G, then the leaded 
spirit knocks to the same extent as a 19 per cent, benzole blend. In 
other words, the apparent benzoic equivalent of T.E.L. in motor spirit 
depends upon the carburettor setting at which the comparison is made. 

The effect of mixture strength upon the relative knock ratings of 
T.E.L. blends and benzoic blends increases as the spark timing is 
advanced. Similar effects arc observed in the comparison of other 
types of fuel, e.g., octane-heptane blends, etc., etc. 

In view of the marked effect of carburettor setting in this way, the 
question has naturally been asked what setting shall be used in making 
knock rating determinations. Campbell, Lovell and Boyd recommended 
in 1929 that such measurements be made using the mixture strength 
giving the maximum degree of knock for each individual fuel. This 
mixture ratio is -well defined and can readily be found by making use of 
the same instrumentation as is employed for making the knock deter¬ 
mination itself. This mixture ratio is a practical one because it lies 
within the range of ordinary engine operation. 

This recommendation has now been universally adopted and when 
two fuels are compared for knock ratings, each fuel is separately adjusted 
to the mixture strength giving the maximum degree of knock. The 
knock rating is then made at these two mixture strengths. 

772. The Effect of Ignition Timing.—A few years ago a common 
method of determining knock ratings was the measurement of ignition 
advance required to give a, predetermined intensity of knock at a fixed 
compression ratio, or else the matching of fuels to give the same intensity 
of knock at a selected ignition advance. This procedure was used satis¬ 
factorily for some time, but gradually various discrepancies were ob¬ 
served. This led to a critical examination of the method, Stansfield 
and Thole 44 compared various fuels with benzene blends in Persian 
straight run spirit in an Armstrong engine and found that nearly all of 
these depreciated in knock rating relative to the benzene blends as the 
ignition advance was increased from 0° to 20° B.T.D.C. Alcohol 
blends relatively improved with retardation of the ignition, as also did 
vapour phase cracked spirit blends, but spirits containing T.E.L. became 
relatively lower in value. 

Using a standard C.E.R. engine, operating at 600 r.p.m. and 2X2°F. 
jacket temperature, Campbell, Lovell and Boyd (loc. cit.) found varia¬ 
tions in spark advance to be rather more important. For instance, 
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they found that in the case of a certain blend of 40 per cent, benzene 
in a petroleum spirit, the equivalent T.E.L. blend changed from 8'4 
mis. T.E.L. to over 7-0 mis. as the ignition was advanced from 7° to 
42° before top-dead-centre. For spark timings earlier than that for 
maximum power (in this case, 20°), the effect of spark timing on the 
comparison between fuels containing T.E.L. and those containing 
benzene was more pronounced than at spark timings after that for 
maximum power. 

Spark timing was found to have a similar effect upon the relative 
knock ratings of benzene-heptane and iso-octane-heptane blends and 
upon the relative knock ratings of straight run gasoline and each of 
these two types of blends. 

Because of these variations, Campbell, Lovell and Boyd recom¬ 
mended that all knock ratings be determined at the spark advance for 
maximum power. This setting is not materially affected by ordinary 
changes in fuel composition at compression ratios below the knocking 
point. This procedure is now followed in the standardized C.F.R. 
operating technique. The spark timing is automatically adjusted for 
changes in compression ratio. 

773. The Effect of Knock Intensity. —In knock rating determina¬ 
tions it is usual to standardize the knock intensity at which measure¬ 
ments are made. This is particularly so in cases where the bouncing 
pin is used, because the latter requires a fairly high knock intensity for 
satisfactory operation. Apart from this, however, the knock ratings of 
most fuels are not appreciably altered by variations in knock intensity. 
Two fuels equal at one degree of knock are generally equal at either 
heavier or lighter knock. This has been demonstrated by Huff, Sabina 
and Hill (loc. cit.) and by Stansfield and Carpenter (loc. cit.) in work on 
audiometric methods of knock measurement (see paragraph 768). 

774. The Effect of Air Humidity and Barometric Pressure.— 
Work conducted by Brooks, White and Allen 5 4 and by Brooks, White and 
Rogers 55 at the Bureau of Standards in connection with the Cooperative 
Fuel Research programme, included a study of the effect of air humidity 
upon the benzole and tetra-ethyl lead equivalents of various fuels. The 
effects of barometric pressure and air temperature were also studied. 

The apparatus used in this work consisted of a standard C.F.R. 
engine operating at 600 r.p.m. and 212°F. jacket temperature. The air 
supply to the carburettor was conditioned by passage through a vertical 
tube, the temperature being controlled by passing steam or water of 
suitable temperature through copper spirals and the humidity was con¬ 
trolled by a jet of dry steam. The air was then passed over baffles to 
ensure homogeneity. Temperature and humidity were measured by 
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continuously passing part of the air supply over wet and dry bulb 
thermometers graduated at 0-2°C. and 01°C. 5 respectively. This air 
sample was then rejected, as its humidity had been altered materially 
during passage over the wet bulb. 

The lead equivalents of the fuels examined decreased with increasing 
humidity, the ratio of the lead equivalents at air humidities of 10 mms. 
Hg. and 4-0 mms. Hg. appeared to have a constant value of 1 •325. 
The benzole equivalents of the fuels at different air humidities did not 
often vary by an amount greater than the experimental error. 

Later work by Brooks, White and Rodgers (loc. cit.), in which 
octane numbers were determined directly by comparison, indicated 
that the octane numbers of Texas spirit-Californian Aviation spirit 
blends varied to a noticeable degree with change in humidity (2—6 
octane numbers for a change of humidity from G to 45 mms. Ilg.), but 
that other blends were not effected to an extent outside that of experi¬ 
mental error. 

It should be noted, however, that the humidity variations mentioned 
above are very large and not likely to be encountered in practice in this 
country. 

The effect of barometric pressure on relative knock ratings is very 
small and is inconsiderable over the pressure range 720—BOO mms. 

775. The Effect of Lubricating Oil in Knock Rating Measure¬ 
ments.—The effect of lubricating oil in the combustion chamber on the 
knock ratings of fuels has been considered in England by King and 
Moss 50 of the Air Ministry, and in America by Stacey. 07 This subject 
is important because a certain amount of lubricating oil always finds its 
way into the combustion space via the cylinder walls and piston rings 
and also because a present tendency is to add a small amount of lubricat¬ 
ing oil to the fuel used in high duty engines to help lubricate valve 
stems. 

In their work, King and Moss used five typical lubricating oils, a 
Russian oil (naphthene base), a Venezuelan oil (asphaltic base), a light 
and heavy distillate from Pennsylvanian oil (paraffin base) and a refined 
residual oil from the same crude. The fuels used were aviation spirit 
plus benzole or T.E.L. and a series of blends made up with varying 
amounts of paraffins, naphthenes and aromatics. A Ricardo E. 85 
engine was used, running at 900 r.p.m., and knock ratings were measured 
by H.U.C.R. determinations. 

It was found, at normal induction temperatures, that T.E.L. blends 
suffer a deterioration in anti-knock value when lubricating oils are added 
to them, asphaltic base oils having the greatest and paraffinic residual 
oils the least effect. Vegetable oils, such as rape or castor, have no such 
deleterious effect. Thus, a petrol had an H.U.C.R. of 4-5 and the addi- 

820 



KNOCK RATINGS 


776 


tion of 12 mis. T.E.L. per Imperial gallon raised this to 6 0. The addition 
of 12 per cent, of an asphaltic base lubricating oil to this blend reduced 
the H.U.C.R. to 5-25 and the addition of the same amount of a Pennsyl¬ 
vanian lubricating oil reduced the H.U.C.R. to 5 -95 only. At induction 
temperatures of 40°C. and above, all the lubricating oils became deleteri¬ 
ous to the same extent, including the vegetable oils. Blended fuels con¬ 
taining no tetra-ethyl lead are also deteriorated in knock rating in the 
presence of lubricating oils, but naphthenic spirits are less affected than 
aromatic spirits. 

The work of Stacey did not include such high lubricating oil concen¬ 
trations. The effect of such oils was determined in two ways, (a) by 
adding lubricating oil to the fuel and ( b) by using loose fitting pistons to 
allow lubricating oil to pass from the crankcase into the combustion 
chamber. The effect of possible differences in piston temperature due 
to differential rates of heat transfer between the piston and the cylinder 
wall was eliminated by changing the temperature of the oil in the sump. 
In this work an Ethyl Gasoline S. 30 engine was used, operating at 
212°F. jacket temperature, 600 r.p.m. and inlet air temperature 85°F. 

The results obtained, using two lubricating oils of the same vis¬ 
cosity at 210°F. (62 see. Saybolt), one from Pennsylvania crude and the 
other from Coastal crude, indicated that, under conditions of low oil 
consumption (approximately 0-5 per cent, of the fuel consumption), 
obtained by using a close fitting piston and two oil rings, no relative 
change in octane rating was obtained between the two oils. On the 
other hand, a difference in lubricating oil temperature of 75°F. (from 
110°—185°F.) may cause an error of ± 1 octane number. 

All knock-testing engines should be designed and run with the oil 
consumption at the minimum for safety and good lubrication. This 
improves the accuracy of the results, decreases the carbon formed in the 
combustion space and results in steadier running of the engine. The oil 
temperature should be kept constant and as low as possible consistent 
with good lubrication. Increase in oil consumption, from 0-5 to 2-0 per 
cent, of the fuel consumption, usually causes a decrease in knock rating 
of 1 octane number and often causes irregular running. 

776. The Effect of Engine Temperatures Upon Knock Rat¬ 
ings. —Of all the engine variables having an effect upon the relative 
knock ratings of various fuels, engine temperature is, perhaps, the most 
important. This variable largely accounts for the large differences in 
results obtained on different engines. 

The marked effect of cylinder temperature in this direction was 
observed by S. D. -Heron in 1928, and the use of a 300°F. jacket tempera¬ 
ture, obtained by circulative-evaporative cooling with a suitable ethy¬ 
lene glycol-water mixture, on a Series 30 Ethyl Gasoline engine, was 
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specified for the rating of aircraft fuels in U.S. Army Specification, 
Y-3557-A. 

One of the most noticeable effects of engine temperature is that, 
relative to benzole blends, the knock ratings of tetra-ethyl lead blends 
increase with rise in temperature. On an absolute knock rating 
scale { e.g ., one of H.U.C.R.’s), the anti-knock effect of T.E.L. decreases 
with rise in temperature, but to a less extent than that of benzole or 
octane. Towards the end of 1929, E. Bartholomew, of the Ethyl 
Gasoline Corporation, published a curve showing the amount of T.E.L. 
in an aviation spirit required to equal the anti-knock value of a blend of 
60 parts Mid-Continent gasoline and 40 parts benzole. This is repro¬ 
duced in Figure 215. A year later, R. Stanslicld and F. B. Thole 44 of 
the Anglo Persian Oil Company, confirmed these results on a wide range 
of benzole blends and leaded fuels, but showed, for the first time, that the 
effect was a purely relative one as mentioned above. 



LEAD TETRAETHYL (CCS PER GALLON) 

Fig. 215. 

The effects of jacket and cylinder head temperatures upon the 
relative knock ratings of benzole blends and fuels containing T.E.L. 
have been studied in. detail by Edgar in tests on a C.F.R. engine 68 and 
on a S. 30 engine, 69 whose original papers should be consulted for com¬ 
plete information. 

777. Garner and Dodds 60 have recently published the results of 
experiments in three different engines which are of much interest in 
showing the large effects of temperature upon knock ratings in general. 
These investigators found that in a water cooled engine fitted with solid 
steel valves, T.E.L.-benzole equivalents are comparatively little 
influenced by variation in jacket temperature, the values at 100°C. 
and 150°C. only varying by an amount slightly greater than the experi- 
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mental error. With a water cooled engine fitted with liquid cooled 
valves, the differences were much more marked and at 50°C., a mixture 
of 75 parts benzole and 100 parts gasoline required about one third more 
T.E.L. in the standard fuel to give a spirit of equal anti-knock value, 
than did a similarly proportioned benzole-gasoline blend under the same 
conditions in the solid valve engine. With an air cooled engine, the 
amount of T.E.L. required to equal a benzole mixture in anti-knock 
value was, in general, less than that in either of the other two engines. 
In the air cooled engine, between 50° and 100°C. jacket temperature, 
there was a marked improvement in the relative anti-knock value of 
T.E.L. as compared with benzole. This improvement continued at 
higher temperatures, but was much less marked over the range 100° to 
150°C. At still higher temperatures, however (300° to 400°C.), the 
relative improvement in anti-knock value again occurred to a very 
marked extent. At an engine temperature of 50°C. approximately 
5 mis. T.E.L. per gallon was equivalent to 80 parts of benzole added to 
100 parts of standard gasoline, but at a temperature of 400°C., the same 
relative anti-knock value was obtained with only 1-2 mis. of T.E.L. 

The figures quoted in Table 161 were obtained by Garner and Dodds 
in three different engines and refer to the amounts of T.E.L. (mis. per 
Imperial gallon) and benzole (parts per 100 parts) required to be added to. 
a reference fuel to equal the knock ratings of each of five typical English 
motor fuels, A, B. etc., E. being highly cracked. All the figures refer 
to a jacket temperature of 100°C., and show the extreme importance of 
standardized conditions in knock rating tests. 

Tests were also carried out to determine the effect of exhaust valve 
temperature and it was found that, even among fuels of equal anti¬ 
knock value, exhaust valve temperatures varied considerably under 
heavy knocking conditions. In general,these were higher with benzole 
blends and cracked spirits than with T.E.L. blends. 

Using oil jet cooling for the piston in an engine fitted with cooled 
valves resulted in a much higher knock rating of cracked fuels relative 
to T.E.L. blends. The importance of engine temperature upon relative • 
knock ratings is also evident in the work of the C.F.R. Committee on the 
correlation of tests results with road tests, which has already been 
described. Here it was found that the use of a high mixture tempera¬ 
ture was required to reduce test engine octane numbers to the same 
values as those obtained in road tests. 

Blends of n-heptane and iso -octane now used as knock rating 
standards suffer comparatively little change in anti-knock value as 
engine temperatures are raised. Most commercial fuels, therefore, are 
found to have lower octane numbers at high engine temperatures than 
at low temperatures. In general, in the S. 30 engine the fall in octane 
numbers of various fuels, when increasing the jacket temperature 
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Table 161—Amounts op T.E.L. and Benzole .in a Reference Fuel 
Equivalent to Typical British Petrols in Three Different Engines 
at Jacket Temperatures of K>0°G. (Garner & Dodds.) 



J Air-Cooled Engines 

j Water-Cooled Engines 




) Solid Valves 

i Cooled Valves 









T.E.L. mis. 

Parts per 


Benzole. 


Benzole. 

Petrol 

per 

100 parts 

T.E.L. mis. 

Parts per 

T.E.L. mis. 

Parts per 


Imperial 

of 

per 

100 parts 

per 

100 parts 


Gallon 

Reference 

Imperial 

of 

I mperial 

of 



Fuel 

Gallon 

Ilofmmeo 

Gallon 

Reference 





Fuel 


Fuel 

A. 

0-0 

11 

0-5 

10-0 

0-0 

12 

B. 

1-0 

19 

1-05 

20-5 

1-25 

25 

0 . 

1-4 

27 

12 

21-5 

1-5 

29 

D. 

1-75 

33 

1-5 

29-0 

1-75 

33 

E. 

415 

78 

2-0 

49-5 

3-7 

63 


from 150°C. to 190°C., is much larger than the fall from 100° to !50°C. 
Blends of pure benzene with a reference fuel of low octane number may 
decrease in octane number from 8 to 0 units on an increase, in jacket 
temperature from 150° to 190°C. The conditions in the S. 80 engine 
at 900 r.p.m. and 190°C. arc more severe than the C.E.IL conditions of 
the Motor method, and rather lower octane number ratings are 
obtained. 81 

Standard Fuels in Knock Rating Measurements 

778. When comparison methods began to be employed in knock rat¬ 
ing measurements i t became necessary to employ some kind of calibrated 
reference standard. Usually a laboratory would set aside a supply of 
some stable spirit, either of very poor or very good anti-knock quality. 
The rating of a sample was then determined by the amount of some anti¬ 
knocking compound required in tlic standard or in the sample to obtain 
a match. 

Numerous scales came into existence. Some laboratories reported 
their results in terms of the amount of aniline, tctra-ctliyl lead, benzole, 
toluole, xylidine or iron carbonyl required in a reference fuel to match 
the sample or vice versa. Many used benzoic and reported the data as 
‘'benzole equivalents/’ no mention being made of the nature of the 
benzole or of the reference fuel. Consequently, a sample that was 
rated as having a “ 50 per cent, benzole equivalent ” might well have a 
30 or a 70 per cent, equivalent in some other laboratory where an 
entirely different reference fuel was in use. 

The experiences of the Standard Oil Development Co., in this field, 
are probably typical. 8 2 This Company found it necessary at the begin- 
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ning of their knock-testing work to devise a method of measurement, 
to prepare a reference fuel and to set a scale for the expression of results. 
Knock-ratings were determined by finding the proportion of benzole 
required in the reference fuel to match the sample under test. The 
standard fuel, of poor anti-knock quality, was a straight run naphtha 
from Mid-Continent crude. A knock rating scale was adopted which 
consisted of ten units (0 to 10) and covered the range of the then existing 
commercial fuels. A rating of 10 was arbitrarily assigned to this refer¬ 
ence fuel and one of 0 to a 50/50 blend with motor benzole. Intermedi¬ 
ate points were specified in terms of the two, in such a manner that a 
difference of one unit would result approximately in the same change of 
knock intensity at all parts of the scale. From time to time, it was 
necessary to prepare new batches of reference fuel. This was done by 
using straight run spirit from the same crude and duplicating as nearly 
as possible the distillation curve and anti-knock quality of previous 
batches. 

This procedure was subject to error in several respects. First, a 
spirit is composed of a large number of hydrocarbons and there is no 
known method of making certain that successive batches are of the 
same composition. The anti-knock quality required was obtained either 
by altering the distillation curve or by blending with some other suitable 
straight run gasoline. An exact match was dependent on the accuracy 
of the test method. There is a cumulative error in the rating of a 
standard fuel, though it may be obviated to some extent by checking 
against retained samples of previous batches, but until comparatively 
recently, no pure compounds of anti-knock quality suitable for primary 
standards were available for definitely determining whether or not the 
retained samples still possessed their original anti-knock value. 

779. Primary Reference Standards.—During 1930, the Coopera¬ 
tive Fuel Research Committee in America recognized the confusion that 
existed due to the use of so many different knock rating scales and 
adopted the use of mixtures of n-heptane and iso-octane (2-2-4 tri¬ 
methyl pentane) as primary standards, as originally recommended by 
Edgar in 1927. 63 Of these, normal heptane occurs in a reasonable 
degree of purity in the pine oil, Pinus Sabiniana, and iso -octane can be 
produced synthetically from tertiary butyl alcohol. The chief advant¬ 
age of pure hydrocarbon standards is that they can easily be reproduced 
at any time and do not deteriorate on storage. Normal heptane has a 
very low anti-knock value and iso-octane has anti-knock properties 
better than any motor fuel commercially available in quantity. It is 
thus possible by blending the two in suitable proportions to match the 
anti-knock value of any spirit. Results are expressed in terms of octane 
numbers, as already defined (see paragraph 7 56). 
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The physical properties of these two hydrocarbons are very similar, 
thus :—• 


N-Heptane. 

B.P. 760 nuns. 98-4°C. 

20 

Specific Gravity, -- °C. . - 0-6847 

Viscosity at 18-5°C. .. .. 0-00427 

Refractive Index at 20°C. .. 1-387-1 


Air-Fuel Ratio for complete 
combustion 


Iso-Octane. 

99-3°C. 

0-6914 


0-00543 


1 -3021 


and it follows from this that the fucl-air ratios obtained with various 
mixtures of heptane and octane will not be materially altered by 
variation in the proportions of the two constituents. With benzene- 
heptane blends, of course, considerable variation is obtained. 

The chief advantages of iso-octane over benzene or toluene as a high 
anti-knock standard arc held to be as follows :— 


(1) Octane blends show a smaller drop in knock rating with increase 
in cylinder temperature than is the ease with blends of benzene 
or toluene. 

(2) The knock ratings of mixtures rich in benzene increases much 
more rapidly than that of the corresponding octane mixtures, 
hence experimental errors due to inaccuracy of blending become 
more serious in the ease of benzene mixtures at high concentra¬ 
tion. 

(3) Fuels containing high, proportions of benzene are more liable 
to give pre-ignition and overheating of the cylinder head than 
octane mixtures. 


780, Secondary Reference Fuels.—Octane-heptane blends arc now 
almost universally used as primary knock rating standards, but both 
heptane and iso-octane are very expensive and cost about £5 per U.S. 
gallon in this country. Therefore the need for secondary reference 
fuels has arisen, which may be calibrated directly against octane-heptane 
mixtures and used for routine tests. 

At the beginning of 1931, the Standard Oil Development Company 
released their specially prepared secondary reference fuels (or sub¬ 
standard fuels) for use in the industry generally, with the full approval 
of the C.F.R.. Committee. The first two fuels issued were known as A-2 
and B-2. Both were straight run products, A-2 being a blend of 83 
per cent. Mid-Continent and 17 per cent. Colombia naphthas, while 
B-2 was made from a California crude. To eliminate the disadvantages 
of small and frequently prepared batches, A-2 and B-2 were made in 
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quantities estimated to last for two or three years. These secondary 
standards were then calibrated against octane numbers. At that time, 
the calibration curves were made for the Ethyl Gasoline Corporation 
S. 30 engine, running at 600 r.p.m. and at a jacket temperature of 212°F. 
Later, similar curves were made for the C.F.R. engine by the “ Re¬ 
search Method,” and still later by the “ Motor Method.” When these 
fuels were prepared, the general practice was to use an anti-knock 
substance such as benzene or tetra-ethyl lead in reference standards to 
cover the range of commercial fuels. The advent of high octane num¬ 
ber cracked, hydrogenated and aviation fuels soon called for another 
secondary standard above the range covered by the fuel B-2. It was also 
found that there were advantages in using two widely separated second¬ 
ary fuels for as much of the octane number range as possible. These two 
factors led to the production of a high octane number reference fuel, 
which became known as C-6, a stabilized Smaclcover casing-head spirit. 

Table 162. —Properties of Secondary Reference Fuels Prepared 
by the Standard Oil Development Company. 


Fuel 

A-2 

A-3 

B-2 

C-6 

Octane Number ., 





C.F.R. Motor Method 

484 

44-2 

68-0 

76-0 

C.F.R. Research Method 

484 

— 

68-0 

76-2 

S. 30, 212°F., 600 r.p.m. 

50-0 

— 

67-6 

76-6 

Gravity, A.P.I. 

60-3 

62-8 

55-6 

67-3 

Colour, Saybolt 

4- 30 

+ 25 

+ 30 

-}- 25 

Sulphur, Per Cent. 

Doctor Test 

0-025 

0-057 

0-024 

0-017 

Passes 

Passes 

Passes 

Passes 

Acid Heat Valve, °F. 

1 

4 

2 

2 

Reid Vapour Pressure, lbs. 

5-5 

3-9 

5-6 

64 

Copper Dish Gum, mgs. 

6-0 

4-1 

5-5 

23 

Air Jet Gum, mgs. 

14 

0-1 

0-2 

0-5 

Aniline Point, °F. 

131 

138 

74 

127 

Corrosion at 122°F. 

Passes 

Passes 

Passes 

Passes 

Initial Boiling Point, °F. 

115 

133 

111 

122 

End Point, °F. 

389 

361 

359 

316 

90% Distillate at, °F. .. 

343 

307 

332 

248 

Recovery, Per Cent. 

98 

98 

99 

98 

Loss, Per cent. 

1-0 

1-0 

0-5 

1-0 

% at 122°F. (50°C.) 

— 

— 

0-5 

— 

140°F. (60°C.) 

0-5 

— 

2-0 

4-0 

J58°F. (70°C.) 

4-0 

2-0 

6-0 

19-0 

176°F. (80°C.) 

8-0 

5-5 

10-5 

40-0 

212°F. (100°0.) .. 

25-0 

22-0 

23-0 

75-0 

248°F. (120°C.) .. 

46-5 

50-5 

43-0 

90-0 

284°F. (140°C.) .. 

356°F. (180°C.) .. 

68-0 

93-5 

327 

80-0 

98-0 

67-5 

98-0 

94-5 
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The supply of fuel A-2 has now been exhausted and has been replaced 
by a fuel A-3, prepared from Pennsylvanian crude. New fuels, C-7 
and C-8, have also been prepared t<> replace C-(>, the stocks of which 
have rapidly been reduced. C-7 has an octane number of about 76 
by the C.F.R. Motor Method. A-3 has an octane number of approxi¬ 
mately 44. The properties of these fuels are detailed in Table 1<>2. 

These fuels have fulfilled a long' felt want. The volatility of C-6 
is, however, rather high, and is not suitable for use in hot climates. 

Other secondary standards may be used equally well. Usually 
blends of benzene with a well stabilised straight run spirit of low anti¬ 
knock value are quite satisfactory. Care should be taken that the 
spirit is lrec from olefines and of good stability, so that it will not de¬ 
teriorate in knock rating on storage. Its volatilit y should be low so as 
to minimize the possibility of evaporation losses and consequent, change 
of anti-knock value on storage. 


Metallic Anti-Knock Dopes 

781. Tetra-Ethyl Lead. 

Historical Development.—Tetra-ethyl-lead (IV; (E/) 4 ), the most 
effective anti-knock dope known, was discovered in 1 921 in America 
by T. Midgley, Junior, and T. A. Boyd, in the Research Laboratories of 
the General Motors Corporation. Mr. C. F. Kettering of the same Com¬ 
pany had developed a lighting plant for use on farms, on boats and in 
other places where ordinary electric power was not available*. Petrol had 
been used as fuel in all the experimental work but due to the objections 
of the underwriters to the storage of the petrol required to operate the 
engines, attempts were made to substitute kerosene for the petrol pre¬ 
viously used. Immediately the knocking properties of the kerosene were 
observed and it was realized that unless this could lx.* prevented the com¬ 
pression ratio of the engine must be reduced and a certain amount of 
power output sacrificed. At this point Mr. C. F. Kettering outlined 
the problem to the above-named gentlemen, and suggested a line 
of research. This was carried out and the result was tine discovery 
of the extreme efficacy of tetra-etliyl lead. In 192], appeared the first 
English patent covering the use of such organo-mctallic dopes as knock 
suppressors. This was E.P., 190,237 of June 23rd, taken out by 
Midgley and the General Motors Corporation. 

Very little time elapsed before “Ethyl Gasoline,” i.e., petrol contain¬ 
ing tetra-ethyl lead, was made available to the American public. On 
February 1st, 1923, it was introduced by the newly formed “ Ethyl 
Gasoline Corporation.” The original method of supply was by means of 
a small gas-tight container with pump called an “ Ethylizer,” which 
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delivered a measured amount of “ ethyl fluid ” (containing the tetra¬ 
ethyl lead) into the fuel tank. 

Following the introduction of Ethyl petrol in America, the first 
warning as to the poisonous character of tetra-ethyl lead was issued in 
England in the form of an Editorial article in “ The Chemist and Drug¬ 
gist ” for February 2nd, 1924. In 1925, the first propaganda began 
against the use of Ethyl petrol in America and on May 5th of the same 
year the Ethyl Gasoline Corporation voluntarily abandoned the sale of 
the spirit despite the fact that 300 million gallons had been used with¬ 
out any sign of lead poisoning among its users. During the same 
month, a committee was appointed by the United States Public Health 
Service to enquire into u the health hazards involved in the retail dis¬ 
tribution and general use of tetra-ethyl lead in motor fuel.” 

The report of this committee appeared dated January 17th, 1926, and 
it concluded that “there are no grounds for prohibiting the use of 
Ethyl gasoline of the composition specified (1 in 1,800 parts by volume) 
as a motor fuel, provided that its distribution and use are controlled by 
proper regulations.” In April, 1926, regulations to be adopted for the 
manufacture of tetra-ethyl lead and its blending with motor fuel were 
published. These required chemical workers and blenders to undergo 
periodic examination, blending to be carried out only in tank car lots 
and containers to be labelled “ Ethyl Gasoline containing tetra¬ 
ethyl lead. To be used for motor fuel only.” 

As a direct outcome of this report, the sale of Ethyl gasoline was 
resumed in the United States on June 1st, 1926. 

In January, 1928, the Anglo American Oil Company introduced 
Pratts’ “ Ethyl petrol ” in England after the conclusion of an agreement 
with the Ethyl Gasoline Corporation. Immediately the question of a 
possible hazard to health was raised. A well known newspaper con¬ 
ducted an enquiry into the question and on February 29th it was an¬ 
nounced in the House of Lords that an Inter-departmental Committee, 
consisting of representatives of the Ministry of Health, the Home 
Office and the Medical Research Council, would be appointed to consider 
the poison hazard. This committee presented an interim report on 
July 16th, 1928, in which they concluded that although there was no 
evidence to show that the use of ethyl petrol as a motor fuel involved 
more dangers to health than the use of ordinary petrol, the observance 
of the regulations suggested by the United States Committee was 
desirable. The latter consisted of warnings that ethyl petrol should 
only be used as a motor fuel and not for cooking and cleaning purposes, 
the labelling of cans and pumps and the use of a distinctive red dye in 
the fuel itself. 

The final report of this committee was presented February 10th, 
1930, and in it the same conclusions w r ere arrived at. 
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782. The Use of Tetra-Ethyl Lead in Motor Fuels.—The suc¬ 
cessful development of tetra-ethyl lead as an anti-knock agent in 
marketed motor fuels was the result of much careful research. It 
was soon noticed that this substance had a deleterious effect upon 
the combustion chambers, pistons and valves of engines in which 
it was used, due to the accumulation of metallic, lead. Consequently, 
steps were taken in an attempt to overcome this disadvantage. It 
was then found that if certain halogen compounds were added to fuels 
containing tetra-ethyl lead, lead halides were formed as the end products 
in the combustion. These were found to be non-fluxing and did not. 
attack the engine. The patent 84 disclosing this discovery mentions the 
use of carbon tetrachloride, bromine, chlorine and iodine compounds in 
this connection. At a later date, it was found that the addition of a 
lubricant for the valve stems and piston rings was an advantage and 
such compounds as monochlor naphthalene were suggested for this 
purpose, 85 This compound is also known as Ilalowax-oil.” The 
mixture of tetra-ethyl lead, halogen compound (ethylene dibromide is 
now used) and lubricant is termed “ Ethyl Fluid ” and is dyed red with 
Sudan IV dye. When ethyl fluid was first introduced into this country, 
it had the following approximate composition. 

Tetra-ethyl lead .. ... .. 510 % volume 

Ethylene dibromide .. .. 30 4 % ,, 

Monochlor naphthalene .. 9-0 % ,, 

Sudan IV dye. 0-01% „ 

The main disadvantage of motor fuels containing tetra-ethyl lead 
is the fouling of the engines with lead deposits which occasionally results. 
The type of deposit (when not obscured with carbonized oil) varies with 
combustion conditions, being grey and fluffy during light load conditions 
under which imperfect combustion conditions obtain. It has been 
stated that metallic lead is present at this stage and that contamination 
of the lubricating oil with lead occurs. At cruising speeds, most of the 
lead is blown out of the exhaust as yellow lead bromide, as intended by 
the inclusion of ethylene dibromide in “ Ethyl fluid.” On heavy loads 
the deposits remaining in the engine become browner in colour. It is 
quite conceivable that lead products ranging from metallic lead to lead 
bromide, lead sulphate and the higher lead oxides arc formed, according 
to the conditions of combustion, such as temperature and mixture 
strength, sulphur content of the fuel, etc. The production of lead 
deposits in the combustion chamber is, however, not of serious dimen¬ 
sions. A much more important occurrence is the corrosion of exhaust 
valves, their seats and guides, which may be noticeable in certain engines. 
A combination of good design and material will overcome any such 
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troubles and, in any case, these will never be so bad as the damage done 
by operating under knocking and high temperature conditions in the 
cylinder. The effect of tetra-ethyl lead upon the valves and seats is 
largely a function of temperature and under normal working conditions, 
the valve should be “ black,” say 480°—510°C., and not exceed 595°C., 
under full lead conditions. Austenitic steels of various specifica¬ 
tions have been used with success and good valve steels of the type 
“ K.E. 965 ” and “ Era ” are very satisfactory. 

The valves should have wide seats to get rid of the heat as efficiently 
as possible to the cylinder head and also reduce the unit loading on the 
seat inserts. High nickel-chrome steels may be used with ethyl petrol 
with satisfaction, even on air-cooled radial engines, but cobalt-chrome 
steel valves are liable to attack if they are not adequately cooled. 

*' Nitriding ” is rather bad for corrosion and particularly where ethyl 
petrol is concerned. 66 

783. The Anti- Knock Properties of Tetra-Ethyl Lead. —When 
tetra-ethyl lead is added to a normal motor fuel, the anti-knock value of 
the latter is increased, but the increase so obtained is not directly pro¬ 
portional to the amount of tetra-ethyl lead added and varies with the 
nature of the base spirit. It is found that the anti-knock effect of tetra¬ 
ethyl lead falls off with increasing concentration in all cases and that it is 
possible to have two fuels of the same initial knock rating which have 
their knock ratings raised to different amounts on the addition of the 
same amount of tetra-ethyl lead. These points are shown in Figure 216. 



ET H'iL FLUID (<X5./litre) 

Fig. 216. —Curves shewing the Effect or Ethyl Fluid on Samples of Spirit from 
Different Sources. 

A further important point with regard to the effectiveness of this 
anti-knock material is that, relative to benzole or iso-octane, its anti-knock 
effect increases with rise in engine temperature, as already shown. 
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Compared with other fuels, therefore, tetra-ethyl lead blends have 
the advantage that they are more suitable in hot running engines, for 
example, air cooled aero engines and motor cycle engines, etc., and any 
method of measuring knock ratings involving high temperature condi¬ 
tions is favourable to them. (Cf., the relative ratings of cracked spirits 
and ethyl petrols by the C.F.R. Research and Motor Methods.) 

It has already been mentioned that different spirits vary in the extent 
to which their knock ratings are raised by a given amount of tetra¬ 
ethyl lead. This property may be termed “ lead susceptibility ” and 
is important in determining the cost of raising the anti-knock value of a 
spirit to a predetermined value by the addition of lead. It has been 
studied by Hebl and Rend el, 07 by Thole and Stanslicld, 08 and by Hebl, 
Rendel and Garton. 09 The first named investigators considered the 
results of H.U.C.R. tests in a Ricardo E.35 engine and came to the 
conclusion that the improvement in H.U.C.R. was some exponential 
function of the concentration of tetra-ethyl lead and might he expressed 
by the relation. 

I = SN K 

where I is the increase in H.U.C.R. 

S is a measure of the steepness of the curve relating H.U.C.R. 
with concentration of tetra-ethyl lead, and expresses the 
effectiveness of the latter in raising the H.U.C.R. or the 
“ lead susceptibility ” of the fuel. 

N represents the number of millilitres of tetra-ethyl lead added 
to 1 U.S. gallon of fuel. 

K is a constant which represents the curvature of the line. 

This equation may be written in the form 

tv ^ lo gJ “ lo S s 
log N. 

from which the value of K may be determined. Hebl and Rendel found 
that for some GO or 70 different gasolines the value of K was .substantially 
constant at 0-75, and that, consequently 



The value of S varied considerably, spirits of high H.U.C.R. tending to 
have higher lead susceptibilities than those of low H.U.C.R. There are, 
however, many exceptions to this generalization, as shown in the 
following table. 
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Table 163.—H.U.C.R.s and Lead Susceptibilities of Gasolines from 
Different Crudes. (Hebl and Rendel.) 


Source of Crude 

H.U.C.R. 

Lead Susceptibility 

(S) 

California 

5-40 

0-54 

Mid-Continent 

4-99 

0-40 

West Texas .. 

5*17 

0-36 

Dnbbs cracked, gasoline from mixed Mid- 
Continent and West Texas crudes 

5-61 

0-35 

Burma 

5-59 . 

0-34 

Persia 

4-80 

0-29 

Roumania 

4-91 

0-22 


Experimental work also showed that there was a relation between fuel 
volatility, H.U.C.R. and lead susceptibility, the more volatile spirits 
requiring less tetra-ethyl lead to reach a given anti-knock value, which, 
fact was not wholly accounted for by their higher H.U.C.R. By ex¬ 
pressing fuel volatility in terms of dew points (see Chapter XV), it was 
found that in the case of straight run gasolines from any one crude, the 
H.U.C.R. and lead susceptibilities were inverse functions of the dew 
point. Cracked spirits were found, in general, to have lower lead 
susceptibilities than straight run spirits but, of course, to have higher 
H.U.C.R.s. 

With regard to the use of cracked stock for reducing the amount of 
tetra-ethyl lead required to meet a given H.U.C.R. specification, it is 
found, in general, that unless this material has an exceptionally high 
H.U.C.R., it has to be used in fairly large proportions to be very effec¬ 
tive, because of its influence in lowering the lead susceptibility. 

The following apparent anomaly mentioned by Hebl and Rendel is 
interesting. A particular gasoline of H.U.C.R. 5-0 was blended with 
1-0 ml. tetra-ethyl lead per gallon, which raised the H.U.C.R. to 5-4. 
When this blend was mixed in equal proportions with an undoped 
straight run gasoline of H.U.C.R. 5-4, the resulting material had an 
H.U.C.R. of over 5-4. This effect was due to the fact that the effective¬ 
ness of tetra-ethyl lead is not linear with concentration so that the 
0-5 ml. of tetra-ethyl lead per gallon in the final mixture produced 
an increase in H.U.C.R. which was more than half as great as that 
produced by the TO ml. per gallon in the first spirit. This kind of 
anomaly is emphasized if the lead susceptibility of the gasoline of 
higher H.U.C.R. is greater than that of the gasoline to be doped. 

784. A short time after the publication of the above results of Hebl 
and Rendel, Thole and Stansfield (loc. cit.) showed that while the 
nature of K (as defined above) may be constant for fuels tested in the 
E. 35 engine, it varies over a wide series of tests in the Armstrong 
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engine, and quoted the case of three different spirits for which the value 
of K was 0-888, 0-529 and 0-710 respectively. They also stated that 
tests made in the Armstrong engine with Persian spirit blends showed 
that the effect of volatility upon lead susceptibility was exactly the 
reverse of that stated by Hebl and Rcndel, and that this result was 
independent of the engine used, because tests on t'.F.R. and S.30 
engines verified those made on the Armstrong engine. The results of 
Hebl and Rcndel do not, therefore, apply to all fuels. 

During the early part of 1933, Ilebl, Rondel and Carton 60 
extended their previous work on lead susceptibility in terms of 
II.U.C.R.’s to embrace the newly standardized method of reporting 
anti-knock values in terms of octane numbers, as determined on the 
C.F.R. engine, at jacket temperatures of 2T2°F. (LOOT.) and 300°F. 
(148-9°C.), and gave several blending charts for determining the amount 
of tetra-cthyl lead required to obtain various octane numbers. Reference 
should be made to the literature cited for further details. 

One important point was observed, however, which is worthy of 
note. In the case of certain West Texas gasolines, severe acid treatment 
may leave certain compounds in the spirit which render the first few 
millilitres of tetra-etliyl lead practically ineffective, after which the 
effect of further lead addition is normal. This « lag ” in the effectiveness 
of tetra-ethyl lead is reduced by rcdistillation of the spirit and is believed 
to be due to the presence of certain sulphur compounds, possibly di¬ 
sulphides. It is only observed in rare cases. 

The lead susceptibilities of various pure hydrocarbons have been 
reported by Garner and Evans, 70 who, as a result of tests carried out on 
20 per cent, blends of various hydrocarbons in A-2 reference fuel, 
concluded that there is a definite rise in the lead susceptibility in all 
series as the length of the paraffin chain increases and as the octane 
number falls. The increasing order of lead susceptibility was found 
to be aromatics, eyclohexanes, cyclopentanes and, most responsive of all, 
a-olcfines. 

785. The Manufacture of Tetra-Ethyl Lead.— The manufacture 
of tetra-ethyl lead is effected on a large scale by the interaction of 
metallic lead (in the form of an alloy with metallic sodium) and an alkyl 
halide. Various modifications of this procedure have been proposed. 71 
.The consumption of metallic lead for the manufacture of tetra-ethyl 
lead in the United States has been as follows ;— 7 2 

1927. 1,300,800 lbs. 

1928. 2,700,000 lbs. 

1929. 5,000,000 lbs. (estimated). 

786. Iron and Nickel Carbonyls. —Although they are effective 

384 ■ 



KNOCK RATINGS 


§ 788 

anti-knock agents, second only in effectiveness to tetra-ethyl lead, iron 
and nickel carbonyls have not been developed for this purpose to 
the same state of perfection as T.E.L. In Germany iron carbonyl 
has been marketed in the motor fuel “Motyl,” but not to any great 
extent because of the deposit of iron oxide which it leaves on spark¬ 
ing plugs and valve stems. Nickel carbonyl is susceptible to traces of 
moisture 73 and is about half as effective as tetra-ethyl lead in raising the 
knock rating of a given fuel. The use of iron carbonyl has been covered 
by various patents 74 and its manufacture by the interaction of carbon 
monoxide or gases rich in carbon monoxide with reduced metallic iron 
at elevated pressures and temperatures has been similarly protected. 75 

It has been stated that the decomposition of iron carbonyl by light 
can be retarded or even avoided by the addition of colouring matters, 
such as soluble azo dyes, oil brown and iron compounds of acetyl 
acetone, etc., etc., 76 or .amines. 

787. Other Metallic Anti-Knock Dopes.—Of the very many 
other anti-knock dopes proposed, none has been used to any great extent, 
and it is highly probable that none has been developed beyond the 
experimental stage. 

The petrol soluble compounds of iron have been mentioned, e.g., 
the iron acetyl acetonates, 77 organic ferro- and ferri-eyanides, 78 ferric 
compounds of oxymethylene camphor 79 and ferric compounds of /? 
diketones. 80 Similarly, copper compound 81 and the alkali metals 82 
are the subject of numerous patents. 

The Knock Ratings of Puee Hydeocaebons * 

788. As already mentioned, the various classes of hydrocarbons differ 
widely in the extent to which they exhibit anti-knock or pro-knock 
properties. This was first made evident by the celebrated work of 
Ricardo, 83 who showed that of the various types of hydrocarbons, the 
aromatics withstood detonation to the greatest extent and the straight 
chain paraffins the least. The results obtained in this investigation 
are shown in Table 164. 

Ricardo found that in the case of ethyl alcohol, acetone, toluene 
and xylene, it was impossible to induce detonation under any 
circumstances. When benzene and certain other fuels were tested 
in the variable compression engine and attempts were made to induce 
knocking by raising the compression,, occasional pre-ignition occurred 
when the compression ratio exceeded 7 to 1, these pre-ignitions being 
denoted by a dull thud and an immediate drop in speed and power. 

* Since this section was written further information on the Knock Ratings of pure hydro¬ 
carbons, both, in solution in standard spirit and also in the undiluted state, has been published, 
by Lovell, Campbell and Boyd. (Ind. Eng. Chem., 1934, 26, 475 and 1105.] 
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Ricardo also found that some naphthenes, methanol and methylated 
spirit exhibited the same phenomenon. This was, however, probably 
more a function of engine design than a property of the fuels. 


TABWi KM. 



Variable OoTiinrcNHion 

Hu per 



Engine 


Charged 

Engine 


H.U.C.R. 

CimipruHHion 




1'oundH per 

Valuo 

Toluene 



Square Inch 


Valuo 

Hexane (80%) .. 

5 1. 

113-5 

8-0 

7-0 

Heptane (97%) .. 

3-75 

72-0 

— 37-0 

— 

Benzene (Pure) .. 

6-9* 

170-0* 

(C>7) 

(66) 

Toluene (99%). 

> 7-0 

> 183-0 

100-0 

100-0 

Xylene (91%). 

> 7-0 

> 183-0 

(85) 

(83) 

38-0 

rq .,1 _ 1 -, /q*jn/ v 

5-9* 

140-5* 

35-0 

IK; 1 : ... , (80%) .. 

5-8 

136-5 

31 -5 

28-0 

Dimethyl Cyclohexane (00%) .. 

4-9 

107-0 

1-5 

2-5 


To indicate the relative anti-knock values of petroleum motor 
spirits, Ricardo made use of so called “ toluene values,” on which scale 
toluene itself had a toluene value of 100 and a standard petrol of very low 
H.U.C.R. had a value of 0. Pure normal heptane had a toluene value 
of —37. 

In April, 102G, Egloff and Morrell 81 deduced from these results, by 
chemical analysis of a large number of motor fuels, that the relative 
effectiveness of aromatics, naphthenes and unsaturated hydrocarbons 
in suppressing tendency to knock was in the ratio of 20 : 5 : 4, i.e., the 
aromatics being five times more effective than olefines and four times 
more effective than naphthenes. However, these workers admitted 
that such a relationship was extremely limited in its application because 
Ricardo did no work with perfectly pure hydrocarbons and because no 
allowance was made for the probability of different members of the same 
hydrocarbon class having different anti-knock values. 

In August, 102G, Graham Edgar of the Ethyl Gasoline Corporation 
presented a paper to the Division of Petroleum Chemistry at the 72nd 
meeting of the American Chemical Society, Philadelphia, Pennsylvania, 
in which he showed, for the first time, that certain paraffin hydrocarbons 
have valuable anti-knock properties and quoted the case of 2 A A tri¬ 
methyl pentane 

* Denotes pre-ignition beforo audible detonation. 

() Denotes extrapolated values from blends of the hydrocarbon with an aromatic-free 
spirit of which the H.U.C.R, was 4.-85 and the toluene valuo 0. 
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CH 2 — 



a branched chain octane. 


which has anti-knock properties roughly equivalent to those of benzole. 86 

In the early part of 1927, Egloff and Morrell re-examined their 
values for the relative efficiencies of various hydrocarbons in suppressing 
knocking, and after a series of actual engine tests found a lack of 
correlation between the toluene values or “ aromatic equivalents ” 
as determined by the engine tests and chemical analyses. They quoted 
the above work of Edgar as one of the possible reasons for this non¬ 
agreement. 8s The comparison of motor fuels by analytical and engine 
tests was also carried out by Stevens and Marley, 87 who concluded that 
the only accurate method of determining anti-knock value was by engine 
tests and found that 1 per cent, of toluene added to a fuel sup¬ 
pressed detonation to the same extent as the addition of 2 per cent, 
of hexylene or 2 per cent, of methyl cyclohexane. These figures do not, 
of course, agree with those of Egloff and Morrell and, moreover, do not 
take into account the effect of cyclopentane naphthene hydrocarbons. 

Rather earlier, in November, 1925, Callendar, King and Simms 88 
described the results of anti-knock tests on various hydrocarbons and 
other substances. These are mentioned later. 

By about 1928, when the general anti-knock properties of various 
hydrocarbons had begun to be appreciated, many researches were in 
progress in attempts to obtain more detailed information on specialized 
aspects of this general subject. The results of this work may best be 
described by considering the various classes of hydrocarbons separately. 


789. Paraffin Hydrocarbons.—Our present knowledge of the 
knock ratings of paraffin hydrocarbons is largely due to the work of 
Lovell, Campbell and Boyd, 89 who have examined many of these 
substances, of both straight and branched chain structure. The anti¬ 
knock scale adopted was not a particularly happy one, but sufficed to 
show the effect of chemical structure very clearly. 1-molar solutions of 
the various hydrocarbons in a reference gasoline were employed and the 
anti-knock value of the blends determined in terms of equivalent aniline- 
reference gasoline mixtures. In the case of those hydrocarbons which 
had lower knock ratings than the reference gasoline, the knock rating 
was determined by measuring the amount of aniline which had to be 
added to the hydrocarbon blend to restore its knock rating to that of the 
reference gasoline. This scale may be illustrated by the following 
examples :— 

The aniline equivalent of 2-2-4 trimethyl pentane (molecular weight, 
114) was found to be 16. This means that 114 grams of the hydrocarbon 
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made up to a litre with reference gasoline arc equivalent in knock rating 
to a solution containing aniline to the extent of 10/1.00 x 93 grams per 
litre (molecular weight of aniline = 93). Similarly, the aniline equival¬ 
ent of w-heptane (molecular weight 100) was found to be —14. This 
means that 100 grams of the heptane and 14/100 x 93 grams of aniline 
made up to a litre with reference gasoline has the same knock rating 
as the undiluted reference gasoline itself. 



5 6 7 6 9 10 

Number of Carbon atoms in Molecule 


I'ig. 217.—Tins Belattonsuip Between Molecular Structure and Anti-Knock 
Characteristics or BAUAinriN Hydrocarbons. (Lovell, (Jampiiell & Boyd.) 

(Courtesy of Editor, 11 Industrial anti Enpincerine, Chcmhlry.") 

The results obtained in this study are reproduced in Table 165 and 
Figure 217, and in order to convey some conception of the magnitude of 
the scale of knock rating employed, the following figures arc of interest. 

(1) Normal Heptane Aniline equivalent,—14. 

H.U.C.R. (undiluted), 2-75. 

(2) 2-4 A Trimethyl Pentane Aniline equivalent, +16. 

H.U.C.R. (undiluted), 6-9. 

(8) Benzene Aniline equivalent, +10. 
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Table 165.— Knock Ratings of Paraffin Hydrocarbons. 
(Lovell, Campbell and Boyd.) 


Hydrocarbon 

Aniline 

Equivalent 

Hydrocarbon 

Aniline 

Equivalent 

n-Pentane 

1 

3-3-Dimethyl pentane 

13 

2-Methyl butane 

9 

2-2-3-Trimethyl butane 

19 

2-2-Dimethyl propane .. 

15 

3-Ethyl pentane 

4 

w-Hexane 

- 6 

%-Octane 

— 21 

2-Methyl pentane 

4 

2-5-Dimethyl hexane .. 

5 

3-Methyl pentane 

8 

2-2-4-Trimethyl pentane 

16 

2-2-Dimethyl butane 

13 

2-2-3-Trimethyl pentane 

17 

2-3-Dimethyl butane 

19 

2-2-3-3-Tetramethyl butane .. 

26 

^-Heptane 

— 14 

n-Nonane 

-28 

2-Methyl hexane 

0 

2-6-Dimethyl heptane 

— 6 

3-Methyl hexane 

3 

a-Decane 

- 30 

2-2-Dimethyl pentane .. 

8 

2-7-Dimethyl octane .. 

- 10 

2-3-Dimethyl pentane .. 

12 

3-3-4-4-Tetramethyl hexane .. 

29 

2-4—Dimethyl pentane .. 

8 




The results obtained show a number of interesting relationships. 

(1) For the normal paraffin hydrocarbons, there appears to be a 
regular increase in tendency to knock with increase in the length of the 
hydrocarbon chain in the molecule, or with the molecular weight. 

A somewhat similar phenomenon of an increased tendency to knock 
with increased length of the carbon chain is observed in the series 2- 
methyl-butane, 2-methyl-pentane and 2-methyl-hexane. This is indi¬ 
cated by the appropriate dotted line in Figure 217. An entirely analo¬ 
gous behaviour is observed in the series of 3-methyl pentane and 3- 
methyl hexane and also for 2-2-dimethyl-butane and 2-2-dimethyl 
pentane. It appears that, for similar structures, an increase in the 
length of an unbranched carbon chain increases the tendency to knock. 

(2) The branched chain paraffin hydrocarbons have higher knock 
ratings than their straight chain homologues. 

(3) In all the series considered, the introduction of methyl groups in a 
basic chain progressively increases the anti-knock properties by sub¬ 
stantiating a constant amount per methyl group. 

(4) Foragiven molecular size, as the “ centralization of the molecule” 
is increased, the aniline equivalent increases, i.e., the tendency to knock 
decreases. It is difficult to define this concept of centralization except, 
in a general way, as a more compact space arrangement of the structural 
formula of the molecule. This relationship appears to be universal. 

With regard to the octane numbers of paraffin hydrocarbons, a few 
figures have been published, but these do not always agree among 
themselves. The following values were obtained in the laboratories of 
the Anglo Persian Oil Company and reported by Thorneycroft and 
Ferguson, 90 
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n-Pentane 
w-Hexane 
w-Heptane 
n-Octane 
n- Nonane 
Decane 


Octane Number. 
Ricardo E. 5 Engine. 
66 
45 


0 

— 32 

—44 (Interpolated) 
-53 


whereas Oberfell 91 has given the following figures :— 

Octane Number. 


/ao-butane 
w-Butane 
Mixed Butanes 
/i'o-Pentane 
n-Pentane 
Mixed Pentanes 
w-Hexanc 
Mixed Hexanes 
^-Heptane 
Mixed Heptanes 


100 

90 
93 

91 

64 
74 

35 (Estimated) 
63 
0 

65 


"790. A recent paper by Garner, Evans, Sprake and Broom 92 details 
■and critically examines the data available for the knock ratings of 
paraffin and other hydrocarbons and converts the “ aniline equivalent ” 
results of Campbell, Lovell and Boyd into “ blending octane numbers.” 
The latter arc calculated by the equation 

Ob — VO H -I- (100 - V) Ok 

where V = % by volume of pure hydrocarbon in a blend with a 
reference fuel. 

0 H — Blending octane number of pure hydrocarbon. 

Or — Octane number of reference fuel. 

Ob = Octane number of the blend. 

It should be noted that the “ blending octane number ” of a hydro¬ 
carbon deduced in this way is not the same as its actual octane number 
determined by direct test in an undiluted state, because the anti-knock 
effect of pure hydrocarbons is not linear with concentration. The 
blending octane number of a hydrocarbon is, however, of importance in 
indicating the extent to which the hydrocarbon is effective from the anti¬ 
knock standpoint when in dilute concentrations (i.e. up to about 20% 
by volume). A comparison between blending octane numbers and 
actual octane numbers indicates that the blending octane numbers of 
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aromatic hydrocarbons are lower and those of olefine hydrocarbons 
higher than the actual octane numbers. For paraffin and naphthene 
hydrocarbons the blending octane numbers are approximately the same 
as the actual octane numbers. The results of Garner, Evans, Sprake 
and Broom for paraffin hydrocarbons are reproduced in Table 166. 


Table 166. —General Comparison of Blending Octane Numbers Deduced 
from Various Sources, eor Pure Hydrocarbons, when Tested in 
Approximately 20% by Volume Concentration in Reference Fuels of 
Approximately 50 Octane Number at 212°F. Jacket Temperature. 


Hydrocarbon 

Lovell, 

Campbell 

and 

Boyd 

Ratings on Delco and S.30 
engines 

at 212°F. 

at 300°P. 

Paraffins. 

n-Pentane 

60 

70 

57-5 

2-Methyl butane 

92 

94-5 

82-5 

2-2-Dimethyl propane 

116 

— 

— 

n-Hexane 

29 

26-5 

23-5 

2-Methyl pentane 

69 

— 

— 

3-Methyl pentane 

84 

— 

— 

2 -2-Dimethyl butane. 

101 

— 

— 

2-3-Dimethyl butane .. 

124 

— 

— 

n-Heptane 

0 

0 

0 

2-Methyl hexane 

55 

— 

— 

3-Methyl hexane 

65 

— 

— 

2-2-Dimethyl pentane 

80 

— 

— 

2-3-Dimethyl pentane 

94 

— 

— 

2-4-Dimethyl pentane 

80 

— 

— 

3-3-Dimethyl pentane 

98 

— 

— 

2-2-3-Trimethyl butane 

116 

— 

— 

3-Ethyl pentane 

68 

— 

— 

jv-Octane 

- 19 

-20 

-13 

2-5-Dimethyl hexane .. 

69 

— 

— 

2-2-4~Trimethyl pentane 

100 

100 

100 

2-2-3-Trimethyl pentane 

105 

— 

— 

2-2-3-3-Tetramethylbutane .. 

130 

— 

— 

n-Nonane 

- 34 

— 

— 

2-6-Dimethyl heptane 

36 

— 

— 

n-Decane 

- 32 

— 

— 

2-7-Dimethyl octane .. 

25 

— 

— 

3-3-4-4-Tetramethyl hexane .. 

124 


“ 


791. Unsaturated Hydrocarbons. —In the early part of 1929, the 
authors published 33 some preliminary knock rating values for unsatura¬ 
ted hydrocarbons obtained on a Delco engine running at 500 r.p.m. 
and a jacket temperature of 180°F. Each of the hydrocarbons examined 
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was tested in the form of a 20 per cent, volume solution in a standard 
spirit. The results obtained were as follows :•— 



Equivalent Blonds in Base Spirit 


Tetra-Ethyl Lead. 



Ccs. /Gallon 

% Benzols 

20% Cyclohexane. 

10 

10-5 

20% Benzene 

2*1 

l<)-2 

20% Toluene 

2-75 

—. 

20% Pentene-2 

3-5 

22-2 

20 % Trimethyl Ethylene 

4-5 

31 2 

20% Diamylene .. . 

6 0 

37 6 

20% Di-isobutylene 

6-6 

400 

20% Cyclohexene .. 

24 

21-0 



Number of Carbon Atoms in Moiecuic 

FiG; 218. —Graph Shewing Relationship Between Molecular Structure and Anti- 
Knock Characteristics oe Olefine Hydrocarbons. (Lovell, Campbell & Both.) 

( Courtesy, Editor, Industrial and Engineering Chemistry.) 


and show that these substances have very valuable anti-knock pro¬ 
perties. The high value of diamylene ” was questioned by Birch and 
Stansfield, 94 who maintained that, in all cases, the olefine polymers have 
lower knock ratings than the parent hydrocarbons and that trimethyl 
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ethylene has a higher knock rating than diamylene. Other figures for 
the knock rating of diamylene have not yet been published, so that it is 
not possible to say whether the statement of Birch and Stansfield is 
correct, but it would appear from the results of Lovell, Campbell and 
Boyd, 95 (see later), in which data are given for some hydrocarbons that 
may be regarded as olefine polymers, that their generalization with 
regard to polymerization always lowering knock ratings is not true in 
all cases. Again, Hoffman, Lang, Berlin and Schmidt 86 have shown that 
eyclopentadiene has a lower knock rating than its dimer. 



Fig. 219.—Gbaph Shewing Anti-Knock Eatings of Branched Chain Olefines. 
(Lovell, Campbell & Boyd.) 

( Courtesy, Editor, Industrial and Engineering Chemistry.) 


The figures obtained by Campbell, Lovell and Boyd are of especial 
interest and are reproduced in Table 167 and Figures 218 and 219. 

The scale of anti-knock quality adopted was the same as that used by 
the same workers in their similar study of paraffin hydrocarbons which 
has already been described, but Table 167 gives blending octane numbers 
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Table 167.—Knock Ratings op Olefine Hydrocarbons. 
(Lovell, Campbell and Boyd.) 






Increase in 


Formula 

Blending 

Blending 

Octane 

Blending 

Hydrocarbon 

Octane 

Number of 

Number 



Number 

Corresponding 

due to 




Paraffin 

Unsaturation 

Straight Chain 
Hydrocarbons. 


98-6 

(50 


l-Pentene .. 

c = c-c-c-c 

38-5 

2-Pentene .. 

c-o 5= c-c-c 

125 

(50 

05 

1—Hexene 

c = C-C—C-C—0 

85 

29 

5ft 

2-Hexene 

c-c = c-e-c-c 

100 

29 

71 

1 -Heptane 

o = c-c-c-c-c-c 

55 

0 

55 

3-Heptene .. 

e-c-c — c-c-c-e 

95 

0 

95 

1-Octene 

c = c-c-c-c-e-c-c 

25 

- 19 

44 

2-Octene 

C-C = c-c~c-c-c-c 

55 

- 19 

74 

3-Oct,ene 

c-c-c = c-c-c-c-o 

73 

- 19 

92 

4-Octene 

c-c-c—c = c-c-c-c 

91 

- 19 

110 

Branched Chain Olefines. 

g 




2-Metliyl 2-Butcno 

i 

«-c = o-e 

157 

92 


3-Methyl 2-Pentenc 

o-c = o—c—o 

109 

84 



1 ? 




2-3-Dimethyl 2-Pentene .. 

I 1 

C-C 55 c-c-c 

127 

94 



e c 




24-Dimethyl 2-Pentene .. 

1 1 
c-c = c-c~« 

0 

c-o-c-c ~ c 

1 

122 

80 

44 

2-2-Dimeth.yl 4-Pentene .. 

147 

80 

(57 


c 

c c 




2-2-3-Trimethyl 3-Butene .. 

1 1 

C-C-C =S C 

1 

c. 

132 

110 

16 

3-Ethyl 2-Pcntene 

1 

c 

1 

c-c = c-c-c 

124 

08 

56 

2-Methyl 6-Hexene 

1 

C-C-C-C-O 5= c 

83 

55 

28 

3-Methyl 5-Hexene 

1 

C-C-C-C-0 = c 

86 


21 


0 0 




2-2-4-Trimethyl 4-Pontone 

1 1 

c-c-c-c — c 

1 

150 


50 


c c 

1 1 




2-2-4-Trimethyl 3-Pentano 

C-C-C =5 c-c 

1 

c 

144 


44 

Diolefines. 

c c 

1 i 




2-3—Dimethyl 1 -3-Butadiene 

c = c—0 = c 

212 

124 

88 

1-5-Hexadiene 

C = C-C-C-C 55 c 

79 

29 

50 

2-4-Hexadiene 

c~c — c-c = c-c 

c 

1 

174 

29 

145 

3— Ethyl 1 -3-Pentadiene .. 

c 

c 5= C-c = c-c 

140 

08 

72 
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calculated by Garner and his co-workers. 92 It will be observed that the 
knock ratings of the olefines are greater than those of the corresponding 
paraffins, but that the increase in knock rating, due to the presence of a 
double bond in the molecule, is not constant. This varies with the mole¬ 
cular weight of the hydrocarbon and with the position of the double bond 
within the molecule. The same general relationships between molecular 
structure and knock rating do, however, apply equally well in the case 
of both classes of hydrocarbons. With regard to diolefines, it will be 
observed that 2-4 hexadiene, with more centralized double bonds, has 
a much higher knock rating than 1 -5 hexadiene which contains a greater 
length of unbroken and unbranched carbon chain. 
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Fig. 220. —Graph Shewing Knock Ratings of the a Olefines. 
(Garner, Wilkinson and Nash.) 


The knock ratings of the a-olefines have been reported by Garner, 
Wilkinson and Nash, 97 in a study embracing 9 hydrocarbons from ethy¬ 
lene to a-nonene. These were examined in the form of 20 per cent, 
solutions in a standard spirit in an Ethyl Gasoline S.30 engine, at jacket 
temperatures of 212°F. and 300°F., and the blending octane numbers of 
the undiluted hydrocarbons calculated as shewn above. 

The results obtained are reproduced in Table 168 and Figure 220, 
and show that increase in molecular weight from a-butene to a-nonene 
is accompanied by a decrease in knock rating, but that from ethylene 
to butene the reverse is the case. This is the first series of hydrocarbons 
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examined in t his way that lias embraced nine consecutive members of 
analogous structure. 


Table 168.— Blending Octane Numbers of Olefines. 
(Garner, Wilkinson and Nash.) 


Hydrocarbon 

Octane Numbers of 
20% Blonds in 
Standard Spirit 

Calculated Blending 
Octane Numbers of 
Pure Hydrocarbons 


212°F. 

300°F. 

212°F. 

300°F. 

Ethylene .. 

58-9 

54-9 

85-5 

82-5 

Propylene .. 

61-6 

57-2 

102-0 

94-5 

a~Butene .. 

1 644 

574 

111-5 

95-0 

a-Pentene .. 

614 

34-2 

98-5 

82-0 

a-Hexene .. 

. 563 

52-0 

80-0 

68-5 

a-Heptene .. 

53-5 

49-6 

59-5 

54-5 

a-Octene .. 

50-0 

47-0 

38-5 

39-5 

a-Nonene .. 

44-0 

40-0 

15-0 

20-0 

792. The Aromatic Hydrocarbons.- 

—Although values Cor the more 


common aromatic hydrocarbons, such as toluene and benzene, had been 
reported from time to time previously, the first published results of a 
systematic study of the knock ratings of a series of aromatic hydrocar¬ 
bons were those of Howes and Nash. 3 3 In this investigation, the hydro¬ 
carbons were made up into 20 per cent, blends with a Californian straight- 
run spirit, and knock ratings determined in a standard Delco engine 
operating at 500 r.p.m., and with a jacket temperature of 140°F. The 
results obtained, which are detailed below, showed that toluene had a 
better knock rating than benzene and the three xylenes were more effec¬ 
tive than toluene. Of the xylenes, p-xylene was found to he the most 
effective and o-xylene the least. In general, the para-disubstituted 
benzenes were found to be the best anti-knock agents, e.g., p-cymene, 
p-xylene and p-tertiary butyl toluene. Tertiary groupings appeared 
to have a better effect than secondary groupings, e.g., tertiary butyl 
benzene was more effective than secondary butyl benzene. Of the 
hydrocarbons examined, only one was found to have a lower anti-knock 
value than benzene, namely, secondary butyl benzene. 

This work was later extended by Garner and Evans, 99 who used a 
different reference fuel (A-2) and who used an Ethyl Gasoline S. 30 
engine, operated at 600 r.p.m., and at jacket temperatures of 2I2°F. and 
300°F. Both investigations were, however, carried out in the labora¬ 
tories of the Anglo American Oil Company, and it was found possible to 
convert the results obtained in the first investigation so as to compare 
with the later results. Table 1C9 details the results of Garner and 
Evans, and also gives those of Howes and Nash, suitably corrected for 
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the change in engine and reference fuels. The two sets of results agree 
fairly well. Of the various classes of hydrocarbons. Garner and Evans 
found that the aromatics depreciated in knock rating to by far the 
greatest extent when the engine temperature was raised. 

As early as 1925, Callendar, King and Simms 88 stated that additions 
of 5 per cent, by volume of aromatic hydrocarbons to a fuel of TI.U.C.R. 
4-9 (Ricardo E. 35 engine) produced the following increases of H.U.C.R. 


Benzene 

i% 

Toluene 

2% 

o-Xylene 

06% 

Pseudo Cumene 

-0-1% 


The decrease of H.U.C.R. for pseudo cumene does not appear to be a 
very accurate result because other investigators have always found 
aromatic hydrocarbons to have very high knock ratings. 


Table 169. —The Knock Ratings of Aromatic Hydrocarbons. 
(Garner and Evans.) 



212°F. 

Jacket Temperature 

300°F 

Jacket Temperature 

Hydrocarbon 

Octane 
Number 
of 20% 
Blend 

Calculated 
Blending Octane 
Number of Pure 
Hydrocarbon 

Octane 
Number 
of 20% 
Blend. 

Calculated 
Blending Octane 
Number of Pure 
Hydrocarbon 

Benzene 

60-2 

101-0 

55-2 

88-0 

Toluene. 

62-6 

113-0 

58-0 

102-0 

Ethyl benzene .. 

64-1 

120-5 

60-0 

112-0 

Mixed xylenes .. 

62-5 

112-5 

56-1 

92-5 

Ji-Propyl benzene 

64-0 

120-0 

60-0 

112-0 

Mesitylene 

66-2 

131-0 

64-4 

134-0 

a-Butyl benzene 

62-1 

110-5 

58-0 

102-0 

Results of 

Howes and Nash. 
Benzene .. 

59-2 

96-0 



Toluene. 

61-3 

106-5 

_ 

— 

Ethyl benzene .. 

64-6 

123-0 

— 

— 

o-Xylene 

62-8 

114-0 

— 

— 

m-Xylene 

65-1 

125-5 

— 

— 

y-Xylene 

65-6 

128-0 

— 

— 

Iso-Propyl benzene 

60-9 

104-5 

— 

— 

y-Cymene 

65-6 

328-0 

— 

— 

Sec. Butyl benzene 

58-2 

91-0 

— 

— 

Tert. Butyl benzene .. 

62-8 

114-0 

— 

— 

Tert. Amyl benzene .. 

62-8 

114-0 

— 

— 

y-Tert. Butyl toluene 

64-6 

123-0 

— 

— 
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793. Naphthene Hydrocarbons.—Comprehensive studies of the 
knock ratings of naphthene hydrocarbons have been conducted by 
Garner and Evans 8 8 and by Lovell, Campbell and Boyd. 100 whose results 
are reproduced in Table 170. In the cases of both the cyclohexane and 
cyclopentane series, there is a consistent fall in anti-knoclc value as the 
series is ascended. Cyclohexane differs very little in 20 per cent, con¬ 
centration from pure benzene in the same concentration, although pure 
cyclohexane can readily be made to knock when undiluted, whereas 
benzene can be subjected to a compression ratio of 15 : 1 without knock¬ 
ing occurring. In general, the more centralized the molecule the greater 
the knock rating. The effect of engine temperature is interesting ; 
1-8 dimethyl cyclopentane is very little affected, despite the fact that it is 
spontaneously oxidized in air, iso-amyl acetate and methyl iso-amyl 
acetone being formed through peroxidation. 101 1 •3-Dimethyl, cyclo¬ 

hexane has a higher value at 300°F. than at 212°F., but the 1-2- and 14- 
hydrocarbons are similar to the lower cyclohexane hydrocarbons. In 
general, however, it may be stated that the relative order of the knock 
ratings of the various hydrocarbons is the same at 300°F. as at 212'F. 



Boi\'n q Point ° G. 

Pig. 22].—Results by Gabmkr and Evans. 
[Courtesy of the Institution of Petroleum Technologists.) 


Figure 221 shows the relationship existing between the boiling points 
of various classes of hydrocarbons and their extrapolated or tc blending ” 
octane numbers (not actual octane numbers). At a boiling point of 
80°C., the ascending order in knock rating is a olefine, cyclopentane, 
cyclohexane, aromatic ; at 100°C., it is the same, and at I50°C.. the 
olefine and cyelopentane are approximately equal, but the difference 
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Table 170. —Knock Ratings of Naphthene Hydrocarbons 
(Blending Octane Numbers). 


Hydrocarbon 

J=T.S Q 

IIS 


Hydrocarbon 

jit 

° 

Garner and Evans 
Ratings on Delco 
and S.30 engines 


§ 

at 2i2 a F 

at 3 qo°F 


g 

at 2i2° 

7 at 300°F 

Naphthenes. 

Five carbon atom ring. 

Cyelopentane 

Methyl-cyclopentane 

1.3- Dimethyl- 

cyelopentane 
Ethyl-cyclopentane .. 

1.3- Methyl-etliyl- 

cyclopentane 
71 -Propyl—cyelopentane 

1.3- Methyl-n-propyl— 

cyelopentane 
?i-Buty 1-cyclopentane 

1.3- M ethy 1-w-b uty 1- 

cyclopentane 
n— Amyl—cyelopentane 

1.3- Methyl-?i-a myl- 

cyclopentane 

1.3- Methyl-iso-amyl- 

cyclopentane 
Six carbon atom ring. 
Cyclohexane .. 
Methyl-cyclohex an e 

1.2- Dimethyl- 

cyelohexane 

1.3- Dimethyl- 

cyclohexane 

1.4- Dimcthyl- 

cyelohexane 
1.3.5-Trimethyl— 

cyclohexane 
Ethyl—cyclohexane .. 

1.2- Mebhyl-ethyl- 

cyclohexane 

1.3- MethyI-ethyl— 

cyclohexane 

1.4- MethyI-ethyl— 

cyclohexane 

1.3- Diethy 1-cyclohexane 

1.4- Diethyl-cy clohexane 
■M-Propyl-cyclohexano 
Iso—propyl-cyclohexane 

1.2- Methvl-n-propyl- 

cyclohexane 

1.3- Methyl-«-pr opyl- 

cyclohexane 

1.4- Methyl-n—propyl- 

cyclohexane 

1.4- Methy 1-iso¬ 
propyl-cyclohexane 

n— Butyl-cyclohexane 
Iso—Butyl-cyclohexane 
sec-Buty 1-cyclohexane 
tert-Butyl-cyclohcxane 

1.2- Methyl-«,-hutyl— 

cyclohexane 

1.3- Methyl-»-butyl— 

cyclohexane 

1. 4-Methyl—wDbutyl— 
cyclohexane 

125 

71-5 

51 

58-5 

44 

15-5 

31 

-11 

-4 

-18-5 

-8-5 

0 

85-5 

74 

75 

68 

75 

61 

44 

55 

34 

27 

12-5 

12-5 

19-5 

55 

37 

22 

20 

57-5 

2-5 

35 

45 
98-5 

6 

-5 

-5 

122 

89 

85 

57 

27 

0 

97-5 

75 

81 

68-5 

73-5 

41 

14 

—5 

114 

84 

87 

57 

32 

9-5 

84 

65-5 

71 

69-5 

62-5 

35-5 

15 

—2 

1.3- Methyl—iso—butyl- 

cyclohexane 
n— Amyl-cyclohexane 
iso-Amyl-eyclohexane 
tert—Amyl-eyelohexane 

1.2— Methyl— re— a myl— 

cyclohexane 

Dicyclohexane 

Seven carbon atom ring. 
Gycloheptane 

Unsaterated 

Naphthenes. 

Five carbon atom ring. 
Cyclopentene 

1—Methyl-cyclopentene 
1-Ethyl-eyclopentene 

1—re-propyl— 

cyclopentene 

1-re-Butyl- 

cyclopentene 

1-re-Amyl- 

cyclopentene 

Six carbon atom ring. 
Cyclohexene .. 
1-Methyl-cyclohexene 

1.2- Di-methyl- 

cycloliexene 

2.4- Di-methyl— 

cyolohexene 

1-Ethyl-cyolohexene 

1— Methyl—2-ethyl- 

cyclohcxene 

2- Ethyl-4-methyl- 

cyclohexene 

l-Ethyl-4-methyl- 

cyelohexene 

1— M ethyl—2-re-px opyl— 

cyclohexene 

2— w-Pr opyl-4—methyl- 

cyelohexene 
1-w—Propyl-4—methyl 
cyclohexene 
1-n-Butyl-eyciohexene 

1— Methyl—2—re-butyl— 

cyclohexene 

2- w-B utyl—4—methyl— 

cyclohexene 
1—re-B uty 1-4—methyl— 
cyclohexene 
1— re— Amyl-oyclohexene 
1-Isoamylcyelohexene 
l-Methyl-2-re— 

amyleyclohexene 

Cyclohexyl-cyclohexene 

Acetylenes. 

Seven carbon atom ring. 
*Heptine-l 

* Bowen, Nash and Gamer . ,SA 

40'5 
-7-5 
13-5 
70 

7-5 

-7-6 

26-5 

139-5 

143 

101-5 

96 

82 

63 

101-5 

132-5 

121 

120 

100 

132-5 

116-5 

109-5 

105 

105 

88 

63 

88 

88 

72-5 

57-5 

45 

81 

68-5 

79-5 

— 
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between these hydrocarbons and the aromatic hydrocarbons is very 
great. The curves shown in this Figure only apply to the hydrocarbons 
in which normal alkyl radicles have been substituted, as the results for 
the various di- and iso-substituted benzene, cyclohexane and cyclo- 
pentane hydrocarbons do not fall on smooth curves. 

It will be evident from the above data, that although our knowledge 
of the knock ratings of pure hydrocarbons is rapidly expanding, it is 
impossible to forecast the knock ratings of a fuel by chemical analysis. 
Different hydrocarbons of the same class vary enormously in knock 
rating and, at present, it has not been found possible to correlate knock 
ratings with chemical constitution. The aromatic hydrocarbons 
appear to he exceptional in that they have very high knock ratings even 
among their higher members. The lower aliphatic alcohols, however, 
namely, methanol and ethyl alcohol, have higher knock ratings than the 
best of the aromatic hydrocarbons, a fact used to great advantage in the 
production of fuels for racing engines. 

The Knock Ratings of Various Non-Metaluc Organic 

Compounds 

794. It has been known for some time that among various organic 
compounds certain groupings are generally anti-knock in effect and other 
certain groupings are generally associated with pro-knock action. Thus, 
aromatic and aliphatic amines, phenols and alcohols are generally anti¬ 
knock, while ethers, alkyl nitrites and nitrates and aldehydes arc 
generally pro-knock. 

When compared with tetra-ethyl lead, however, such anti-knock 
compounds as these are relatively ineffective though they may be up to 
15 times as efficient as benzene (on a volume basis). The relative 
efficiencies of tetra-ethyl lead and other metallic-organic compounds, 
benzole, xylidine and ethyl iodide as anti-knock agents arc evident from 
the following figures. 102 

TABLE 171 


Compound 

% Volume in Kerosene 
liequied to Produoo 
a Given Suppression 
of Knocking 

Approximate number of 
moles of Theoretical 
Fuel-Air mixture 
in which 1 mol. 

Exerts Effect on 
Knocking of a 

Given magnitudo 

Benzene .. 

25-0 

150 

Ethyl Iodide 

1-6 

2,150 

Xylidine. 

2-0 

2,600 

Tetra-Ethyl Tin. 

1-2 

7,100 

Tetra-Ethyl Selenium .. 

04 

11,750 

Tetra-Ethyl Tellurium .. 

01 

50,000 

Tetra-Ethyl Lead 

0-04 

215,000 
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The aromatic amines are, as a class, anti-knock in character and some 
members of this series are about ten to fifteen times as effective as 
benzene in suppressing knocking when in very dilute concentrations. 
The effect of chemical constitution is here very noticeable ; aniline, 
C 6 H 5 NH 2) is quite effective as an anti-knock agent, but if one hydrogen 
atom in the NH 3 group is replaced by one ethyl (C 2 H 5 ) group to give 
monoethyl aniline, the anti-knock property is reduced by about 50 per 
cent., and if both hydrogen atoms are replaced by ethyl groups, giving 
diethyl aniline, the anti-knock property is practically reduced to zero. 
With methyl group substitutions, it is found that monoethyl aniline 
is rather more effective as an anti-knock agent than aniline itself, but 
that dimethyl aniline has extremely slight anti-knock effect. 

Among the toluidines, the meta isomer is slightly more effective than 
the other two and the same is found to be the case among the xylidines. 
The relative effects of some aromatic amines and benzene in suppressing 
knocking are shown in Figure 222. 



Fig. 222. —'Fee Relative Anti-Knock Eeficiencies op Various Substances. (Frost 
Data op Callendar, King and Moss.) 

The phenols have a definite anti-knock effect and the lower members, 
of the series in concentrations of 1—3 per cent, by volume are about 3—5 
times as good as benzene. The cyclic alcohols or completely hydro¬ 
genated phenols, such as cyclohexanol, are about equivalent to benzene 
in anti-knock effect in very small concentrations. 

With regard to the aliphatic alcohols, the anti-knock values of 
methanol and ethyl alcohol are discussed at lengthin Chapter IX (Volume 
I), where it is shown that in concentrations up to about 20—30 per cent., 
these alcohols are approximately equal in anti-knock value and have a 
benzole equivalent of 1-8—2-0. Little information is available regard¬ 
ing the anti-knock values of higher aliphatic alcohols, but there are 
indications that the longer the open carbon chain in the molecule, the 
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lower the knock rating of the alcohol. Isopropyl alcohol is approxi¬ 
mately equivalent to 1 -5 times the quantity of benzole in concentrations 
np to about 40 per cent. 

As already indicated, ethers are, as a class, pro-knock in effect and 
resemble aldehydes, alkyl nitrates and nitrites in this respect. However, 
no figures are available which allow any quantitative conclusions to be 
drawn. 

The use of various organic compounds as anti-knock agents has 
been proposed in numerous patents, a very small selection of which are 
as follows :— 

E.P., 246,094. Riedel, Akt. Ges., January 19, 1925. Cyclohexanol 
and hydrogenated phenols. 

E.P., 277,326. Avenarices, September 7, 1926. Carboxylic acids 
of high molecular weight. 

E.P. , 301,076. Wernicke and Beyer, November 5, 1927. 

p-Dioxybenzene. 

E.P., 253,131. Petroleum Chemical Corporation, June 4, 1925. 
Polymers of pentencs, butenes or hexenes. 

U.S.P., 1,645,109. Marley and Gruse (Gulf Refining Co.), October 
11, 1927. Alkoxy derivatives of aromatic hydrocarbons carrying an 
amino group in the ortho, para, or meta position (preferably para), such 
as phenetidin (the ethyl ether of p-amino phenol) or anisidin (the methyl 
ether of para amino phenol). 

E.P., 303,505. Carbide and Carbon Chemicals Corporation, Janu¬ 
ary 6, 1928. Alkyl substituted benzenes, the alkyl group containing 
tw r o or more carbon atoms (e.g., ethyl benzene, propyl benzene, etc.). 
E.P., 311,115. Schanzer. Hydroquinonc. 

E.P., 323,463. S. Coffey and I.C.I. Ltd. Aryl ethanes, etc. 
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CHAPTER XVII 


MOTOR FUEL SPECIFICATIONS AND PROPERTIES OF 
MOTOR FUELS MARKETED IN DIFFERENT COUNTRIES 

801. Introduction. —Wherever motor fuels are sold in appreciable 
quantities, their qualities are controlled by various specifications. In 
the absence of Government specifications, the marketing companies 
decide upon the properties of fuels to be distributed, which are usually 
rather more than adequate to meet the requirements, and where in¬ 
dependent specifications exist the fuel properties are, if necessary, 
adjusted to fall in with these requirements. The case of Great Britain 
is noteworthy in this connection, for here, although no up-to-date fuel 
specifications exist, the quality of motor spirits marketed is adequate for 
all demands made upon it. It is the purpose of this Chapter to outline 
the gasoline specifications in operation in different countries and to 
indicate the properties of fuels marketed. 

United States of America 

802. Development of Motor Fuel Specifications since 1915.— 

The United States of America is the home of the petroleum industry and 
it is here that nearly all improvements in petroleum technology and 
improvements in the quality of products originate. Motor fuels are 
sold in the United States of America on a specification basis and from 
time to time the U.S. Government issue specifications to which all 
products supplied to Government departments must comply. These 
specifications are accepted by the country at large. In addition, in¬ 
dividual States have their own specifications. 

In the very early days of the American Industry petroleum spirits 
were graded almost entirely on specific gravity considerations, and 
regulations controlling the quality of gasoline adopted by several state 
and municipal bodies between 1912 and 1918 specified either a maximum 
permissible specific gravity, or a minimum Baume gravity. Somewhat 
unusual requirements were also included; for instance, a Colorado 
requirement of this date was that the spirit should not contain more 
than 5 per cent, of solid matter ! At this time less than half a dozen 
States made any reference in their specifications to a distillation test. 

In 1915, the United States Bureau,of Mines reported 1 on the quality 
of 52 samples of motor fuel sold in various parts of America. In 1917, 
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a paper was read before the Western Union Jobbers’ Association at St. 
Louis, on March 21st, by A. A. Ashworth calling attention to the distilla¬ 
tion test, and the American Society of Testing Materials Year Book of 
1915 suggested the distillation method then in use for the examination 
of turpentine products as suitable for the testing of motor fuels. 

803. On July 31st, 1918, President Wilson issued an order to the 
U.S. Fuel Administrator to prepare standard specifications for petroleum 
and its products to be used for purchasing such materials by the U.S. 
government. As a result of this order, uniformity in testing methods 
and specifications was initiated. This work was begun by the Federal 
Specifications Committee in consultation with technical experts and an 
advisory board composed of representatives from the industry, trade 
associations and technical societies. In October, 1918, the U.S. Fuel 
Administrator, Oil Division, issued the Report of the Committee on 
Standardization of Petroleum Products, Bulletin 1. It contained 
specifications for aviation gasoline (export, domestic and fighting grades) 
and motor gasoline. At the same time, the methods to be adopted in 
making the necessary tests were described in the U.S. Bureau of Mines 
Technical paper ICG. These were described in greater detail than had 
hitherto been attempted and included a standard distillation test. Thus 
came into use the well known New Navy specifications which con¬ 
tained a distillation test and a general statement covering quality. 

On November 8th, 1921, there was formed the Inter-departmental 
Petroleum Specifications Committee under the authority of the Bureau 
of the Budget, as an agency of the Federal Specifications Board, and 
between October 2nd, 1918 and 1924 the specifications governing general 
fuel quality were changed five times and colour and corrosion tests 
requirements were added. On March 18th, 1924, the terra New Navy 
gasoline was changed to U.S. Motor gasoline. 

In December, 1920, Bulletin No. 191 of the United States Bureau of 
Mines by Hill and Dean was published, and consisted of a survey of the 
quality of motor fuels marketed in America in 1917 and in 1919, made 
with the principal purpose “of obtaining information regarding the 
grades and varieties of fuels on the market so that intelligent and 
practical specifications could be written for government purchases.” 
The results of this survey are of interest. 

Of the samples of marketed fuels examined in 1917, practically all 
of them were found to be of water white colour, but in 1919, a high 
percentage of the samples were reported as “ slightly yellow ” or 
“yellowish ” and very few were of water white colour. It was, how¬ 
ever, realized that such a change was not in itself a deterioration in 
quality. The odour of spirits marketed in 1919 was also inferior to 
that of spirits sold in 1917. Such changes were due to the increasing 
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use of cracked spirit and the adoption of less drastic refining methods. 
With regard to the Doctor Test, 85 per cent, of the samples examined 
in 1917 passed the test, but only 71 per cent, in 1919. During the 
same period, Baume gravities were lowered on an average by 2 to 3 
degrees, a change caused, to the greater part, by a rise in end points. 



Fig. 223.—Average Distillation Curves or Motor Spirits Sold in U.S.A. 1917 and 1919 
(Reproduced bv Permission prom XJ.S. Bureau or Mines, Bulletin 191, 1920). 

Figure 223 shows curves representing average distillation figures for all 
the samples examined in the two years in question. The curves practic¬ 
ally coincide up to the 20 per cent, point, showing that the percentage of 
relatively volatile constituents remained constant over the period, 
probably due to an increase in the use of casinghead spirit. Above the 
20 per cent, point, the curves diverge and show that the 50 per cent, 
point was 7°C. higher in 1919, the 90 per cent, point 15°C. higher and the 
end point 16°C. higher. 

One important point emerged from the 1919 survey. Of the total 
number of samples examined, only 26-9 per cent, satisfied all the require¬ 
ments of the distillation test embodied in the specification of October, 
1928. This is shown in the following figures. 


Specification, mark 

Initial 

Point 

20 per 
cent. 

45 per 
cent. 

90 per¬ 
cent. 

End 

Point 

Maximum distillation tem-1 °C. 

60 

105 

135 

180 

220 

perature required j °.F. 

140 

221 

275 

356 

428 

Percentages of samples satisfying 
requirement 

81-7 

89-0 

89-7 

37-2 

50-1 

Percentage of samples 

satisfying all requirements 

= 26-9. 
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It is evident, that the 00 per cent, point was the most difficult to 
meet and the 20 per cent, and 45 per cent, points the least stringent. 
As a result of this, the U.S. government specification was amended. 
The end point was raised from 220°C. maximum to 225°C. maximum, 
the 90 per cent, distillate requirement was raised from 180°C\ to 190°C\, 
and the 45 per cent, distillate requirement was replaced by a clause 
demanding 50 per cent, distillate at a temperature not above 140°C. 
A study of the distillation analyses of the various samples examined in 
the 1919 survey showed that about 40 per cent, would satisfy this speci¬ 
fication, as against only 27 per cent, satisfying the October, 1918 
specification. 

The retail prices of motor fuels sold in various American cities in 
1917 and 1919 are given in Table 172. 


Table 172. —Retail Prices of Motor Gasoline in America, 1917 anu 1019. 
(U.S. Bureau of Mines, Bulletin 191.) 


State 

City 

Retail 
Price. 
Cents per 
gallon 

State 

City 

Retail 
Price. 
Cents por 
gallon 

1917 

1919 

,1917 

1919 

Alabama 

Birmingham 

26 

25-5 

Montana 

Butte 

30 


California 

San Francisco 

20 

20-5 

Do. 

Missoula 

— 

29 

Colorado 

Denver 

25 

28 

New York .. 

Buffalo 

25 

26 

Illinois 

Chicago 

21 

23 

Ohio 

Cleveland .. 

24 

25-5 

Kentucky 

Louisville .. 

24 

25-5 

Oklahoma .. 

Tulsa 

24 

22-5 

Louisiana 

New Orleans 

22 

23 

Pennsylvania 

Pittsburgh .. 

25 

27 

Maine 

Portland 

26 

27-5 

Tennessee .. 

Nashville 

23 

., „ 

Massachusetts 

Boston 

25 

27-5 

Do. 

Chattanooga 

- . 

24 

Michigan 

Detroit 

20 

23-7 

Texas 

Dallas 

22 

24-5 

Missouri 

St. Louis 

184 

224 

Do. 

Houston 

22 

245 

Do. 

Kansas City 

18'3 

22-3 

Utah 

Salt Lake City 

28 

27 

--- - 

--- .. 

— 



. . ~ ... . 




804. Between October 2nd, 1918 and March, 1924, the specifications 
for U.S. motor gasoline were changed five times, as shown in Table 173. 
In December, 1920, a clause was introduced into the specification 
requiring gasoline to be of water white colour. In March, 1922, this 
requirement was modified and a colour of at least 10 Saybolt substituted, 
and at the same time a corrosion test was introduced. This consisted of 
heating the spirit with a cleaned copper strip for 8 hours at 122°F. 
(50°C.), when no discoloration of the latter was allowed. The specifica¬ 
tion was made more stringent in October, 1922, by the lowering of the 
maximum permissible initial boiling point from 60°C. to 55°C., and again 
in March, 1924 by the imposition of a total sulphur limit of 1 0 per cent. ; 
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Table 173. —United States Government Specifications for Motor Gasoline, 1918-1927 
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but in October, 1927 the corrosion test was made rather less stringent by 
the allowance of “ extremely slight colouration ” of the copper strip. 

805. New specifications which became effective on September 11th, 
1929, differed in several important respects from those issued previously. 
For the first time specifications were issued for two different grades of 
motor spirit, namely, Motor Gasoline for use as a fuel for automobiles, 
trucks, tractors and motor boats, etc., and “ Motor Fuel V,” a special 
fuel for use in ambulances, fire engines, emergency vehicles, etc. In 
the case of “motor gasoline,” the specification was only amended in one 
respect. The 20 per cent, temperature requirement was eliminated and 
in its place substituted a requirement for 10 per cent, distillate to be 
obtained at a distillation temperature of not more than 80°C. and not 
lower than 50°C. The added requirement was made that for each 1 
per cent, distillation loss less than 4 per cent, the minimum 10 per cent, 
temperature was lowered 3 C C. 

The new Motor Fuel V specification was naturally more stringent 
than that of motor gasoline. Both are given in full in Table 174. 

Table 174. 

United States Government Specifications, September, IItii, 1929 
U.S. Motor Gasoline. 

1. Free from water and suspended matter. 

2. Corrosion Test. Copper strip, 3 hours at 122°F. (50°C.), not to show 

more than extremely slight discoloration. 

3. Distillation. 

(a) 10% distillate 


(6) 50% distillate 

(c) 90% distillate 

(d) End point 

(e) Total distillate 

4. Total Sulphur - - 

Motor Fuel V. 

1. Free from water and suspended matter. 

2. Corrosion tost. Same as for motor gasoline. 

3. Distillation. 

(a) 10% distillate - - 6G°C. (max.)'—50°C. (min.). 

For each 1% distillation, loss less 
than 4%, the minimum 10% tem¬ 
perature to bo lowered 3°C. 

(b) 50% distillate - - 125°C. (max.). 

(c) 90% distillate - - 18"°0. (max.). 

{d) End point - - - 205°C. (max.). 

(e) Total distillate - - 95% (min.). 

4. Total Sulphur.0-1% (max.). 
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- - 80°0. (max.)—G0°G. (min.). 

For each 1% distillation loss less 
than 4 per cent., the minimum 10% 
temperature to bo lowered 3°0. 

- - 140°0. (max.). 

- - 200°C. (max.). 

- - 225°C. (max.). 

- - 95% (min.). 

- - 0-1% (max.). 
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806. The specifications were next amended on July 21st, 1931, 
when those detailed below came into force. These specifications were 
still in force in May, 1933. 

Motor Fuel V, Specification V.V. M-571, July 21st, 1931 

(a) Corrosion. Copper strip test—not more than extremely slight 

corrosion after 3 hours at 122°F. 

(b) Sulphur. Not more than 0*10%. 

(c) Vapour Pressure (Reid). Maximum 10 lbs. at 100°F. 

( d) Distillation. 10% evaporated* (min.) at 158°F. (70°C.). 

50% „ (min.) at 257°F. (125°C.). 

90% „ (min.) at 356°F. (180°C.). 

Residue 2% maximum. 

U.S. Government Motor Gasoline, V.V. G 101, July 21st, 1931 

(a) Corrosion. Same as Motor Fuel Y. above. 

(b) Sulphur. Same as Motor Fuel V. above. 

(c) Vapour Pressure (Reid). Maximum 12 lbs. at 100°F. 

“The government reserves the right to reject material (a) 
in those localities where the normal mean temperature during the 
month of January is greater than 27°F. (—2-8°C.), if the vapour 
pressure at 100°F. is above 10 lbs. per square inch : ( b) during 
the months of June, July, August and September if the vapour 
pressure at 100°F. exceeds 8 lbs. per square inch.” 

(d) Distillation. 

Not less than 10 per cent, evaporated at 167°F. (75°C.). 

„ „ „ 50 „ „ „ „ 284°F.(140°C.) 

„ „ „ 90 „ „ „ „ 392°F. (200°C.). 

Residue 2 per cent, maximum. 

807. Other American Specifications.—The United States Army 

and Navy Departments issue their own specifications to which suppliers 
of all grades of motor spirit must comply. Details of the Navy specifica¬ 
tions from October 1st, 1913, to the present date, are given in Table 175, 
from which it will be evident that these follow, in the main, the U.S. 
Government Federal Specifications. Thus Specification No. 7G2a 
is the same, in essentials, as the Federal Specification VV-M-571 for 
Motor Fuel V. It is of interest to note that the specification 8Gla, 
drafted October 1st, 1913, contains a clause prohibiting the use of 

Natural Gasoline, no doubt due to the fact that this product was then in 

considerable disfavour because it often contained varying amounts of 


Per cent, evaporated — per cent, distillate plus distillation loss. 
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Table 175.— Gasoline Specification of the United States Navy Department 


Number of Spudliratiun 


Date of Specification 


1 . General Clauses 
Governing Quality. 


2. Distillation. 


Kind Point .. 
Total distillate % 

3. Colour 

4. Corrosion 

6 . Sulphur oontont 
6 . Vapour pressure 


8 GU. 

8 Glt>. 

8 G 1 c. 

8 G 1 < 1 . 

October 1st, 
1913 

September 1st, 

1917 

July 1st, 

1919 

February 1 st. 

1921 

High grade, l 

No natural gnso 
lines will he an 
copied, uor tvil 

efinctl and free 
all impurities. 

rom water and 

High grade, re- 
from undis- 
and suspended 

they he mixe.t 
with any gasoline 
submitted for ac 
eeptauce. 

5 mis. of the san 

— 

xple when poured 



over a sheet of 
evaporate non 
leaving a staii 

white paper si mil 
ipletely without 

. 



t i:io n F. 1 . 

140"F. i 

J 40°F.') 

140" K. I 

_ , ( mm. 

n4 *5 O.J 

am ) m!lx - 

(Ith'C. I max - 

} max. 

. 

)05°C.’} mllX- 

22 ] "F. •) 

1()5°0. } max ' 

22 rp. •) 

105°0. } max ‘ 


Sr%:l '»“■ 

;k-} — 

- 


— 


284''F,, 

14(f(l. } ™*«. 

- 

?=";} ™, 

m u a } 1,IUX ’ 

374"F. -v 

WO. } niax ‘ 



.... 

- 

3(iO°F. 

428°F. 7 , 

428°F. \ , 

437 u F.7 

182'2°0./ raax ‘ 

22 ()° 0 . 1 max ' 

220 o C. ) 

225"C. ) mftx - 

05% minimum. 

05% minimum. 

05% minimum. 

06% minimum. 

~ 

At 100°F. (37V 
exceed 10 lbs. 
(Tost method 
“ Regulations for 
r* V 1 ,-f 

i. ■ .. <;, • 

graph. 1S24—K, 1 

J G.) must not 
por sq. inch, 
according to 
transportation 
Tr.toratato 
■, Para¬ 
ph, 5th, 1016.) 

- 


* that for each, per cent, distillation loss less than 4% the minimum 10% temperature requirement shall be 
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(Reproduced by the Permission- of the Navy Department, Washington) 


7G1. 

7G!a. 

7G1b. 

7GIc. 

7G2. 

7G2a. 

(Motor Fuel V) 

October 2nd, 

July 2nd, 

December 1st, 

June 1st, 

February 1st, 

March 1st, 

1922 

1923 

1924 

1928 

1930 

1933 

fined and free 
solved water 

— 

— 

— 

Free from 1 
pendei 

water and sus- 
i matter. 

matter. 






— 

— 

— 

— 

— 

— 

140°F. -> 

131°F. j 

131 Q F. \ 

131°F. j 

— 

— 

60°C. } max ‘ 

55°G. } mas - 

55°C. } ' 

55°C. } max> 

* 10% distillate 
at- 


22l°F. i 

221°F. j 

221°F. j _ 

221°F. j 

176°F. i 

Tl0% at 

105°G. } max - 

105°C. } m x ‘ 

105°O. J 

105°C. } max - 

S0°C. / max - 
140°F. -> . 

158°F. j 

70°C. / max - 

— 

— 

— 

1 — 

60°G. } min - 

284°F. j 

284°F. j 

2S4°F. j 

284°F.j _ 


257°F. j 

I40°G. j max - 

140°0. } max - 

140°C. } max - 

140°0. } max - 

140°C. } max - 

125°G. j max - 

374°F. i 

392°F. j 

392°F. j „ , 

392°F. j 

392°F. i 

356°F. j 

190°C. } max ‘ 

200°C. } max - 

200°0. } maX ' 

200°C. I mas - 

200°C. } max - 

180°C. } max ’ 

— 

— 

— 

— 

— 

__ 

437°F. ■> 

437°F.-i „ 

437°F. j 

437 3 F. j 

437°F. j 


225°C. f 

225°C. } 

225°G. } max - 

225°C. } ax ‘ 

225°G. } raax ' 


95% minimnm 

95% minimum 

95% minimum 

95% minimum 

95% minimum 

Residue 

2% max. 

Shall be prac¬ 
tically water 

Shall he not 
16 Sa; 

darker than 
pbolt. 

— 

— 

— 

white. 




A clean coppei 

■ strip shall not be discoloure 

d when sub- 

A clean coppej 

: strip not to 

merged in thi 

3 gasoline for 3 

hours, at 122°F 

. (50°C.). 

shew more th 
slight eorrosioi 
at 122°F. (50°C 

an extremely 
i for 3 hours 

A 

— 

— 

0T% (max.) 

0-1% (max.) 

0-1% (max.) 

0-1% (max.) 





— 1 

1 

I 

0 lbs. /sq. inch 
maximum at 
00 D F. (37-8°C.) 
leid apparatus. 


t In this specification, the temperatures refer to percentage evaporated and not to percentage distillate (% 
evaporated = % distillate + distillation loss). 
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low grade high boiling distillates added by unscrupulous blenders. Its 
quality was, of course, improved later, but some time elapsed before 
natural gasoline was looked upon as a high grade product. 

Another point of interest is that as early as 1917, the U.S. Navy 
Department Motor Gasoline Specification contained a maximum vapour 
pressure clause. This was retained until February 1st, 1921, but was 
then deleted and did not appear again until March 1st, 1933, when the 
Reid vapour pressure apparatus had become standardized. 

808. Quality of Motor Spirits Sold in the United States of 
America, 1920-1932.—Detailed information regarding the quality of 
the motor fuels sold in America is made available by the published results 
of the Semi-Annual Surveys conducted by the United States Bureau of 
Mines. These surveys arc very thoroughly carried out and cover the 
whole country. They arc made semi-annually so as to give information 
regarding the relative properties of summer and winter grade spirits. 
In August, 1930, the usefulness of the surveys w'as increased by the 
separate classification of different types of fuels, such as c< competitive 
price spirits,” benzole blends, ethyl gasolines, etc., etc., instead of group¬ 
ing all fuels together as in previous surveys. 

The average properties of all motor fuels sold in America during the 
years 1920 to 1930, as indicated by these surveys, are shown in the 
accompanying tables, from which the improvements made in quality 
are evident, as are the differences existing between winter and summer 
grades. For the purpose of these surveys, fuels sold in America are 
divided into two classes 

(1) “ Competitive price ” spirits , which includes those fuels that are 
sold at the generally recognized local base price or at any lower 
price. 

(2) Premium price spirits, those that are sold at higher prices than 
the generally recognized base price. These include ethyl 
gasoline, benzole blends, “ high test 55 spirits and those fuels that 
owe their superior anti-knock value to the process of manu¬ 
facture rather than to the addition of other material such as 
benzole or tetra-ethyl-lcad. 

The term <c high test ” is generally applied to motor fuels that are 
more volatile than the regular competitive price spirits and which may 
have higher knock ratings. 

The average properties of competitive price and premium price 
motor fuels examined from August, 1930 to August, 1931, are detailed 
in Table 178, from which it will be observed that: — 

(1) The premium priced fuels offer advantages over the competitive 
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Table 177. —Average Properties op Motor Fuels Sold in the United States op America, 

1930-1931 (Winter Season) 
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Reprinted from TJ.S. Bureau of Mines Report of Investigations 3129, August, 1931. 




MOTOR FUEL SPECIFICATIONS AND PROPERTIES § 809 

priced fuels with respect to their higher volatilities, higher vapour 
pressures and higher knock ratings. They offer no advantages 
with respect to sulphur content or gum content. 

(2) American motor fuels have very low gum contents. 

(3) There is a very noticeable difference between the vapour pres¬ 
sures of gasolines sold in winter and those sold in summer. 



YEAR 

Fig. 224. —Grate Shewing Change in Volatility Chabacteristios of U.S. Winter Grade 
Motor Feels, 1920-30, from Figeres of TJ.S. Bereae of Mxnes, Semi-Anneal Seryeys. 


The knock ratings of American Motor Fuels are of especial interest. 
In March, 1931, the octane numbers of all grades were approximately 
3 units higher than those of spirits marketed in August, 1930, but the 
August, 1931, survey showed a decline of between 1 and 2 units. 
Approximately 85 per cent, of the competitive priced fuels sold are in 
the range 55 to 69 octane number, and 86-5 per cent, of the premium 
priced fuels within the range 70 to 84 octane number. These figures 
compare favourably with 66 octane number for English No. 3 grade 
spirits and 70 octane number for English No. 1 grade spirits. 

809. Results of Other Surveys. —From time to time the results of 
investigations carried out by independent companies regarding the 
quality of motor fuels have been published. 

Trimble 2 has presented the results of knock rating surveys carried 
out by the Phillips Petroleum Company in 1930 and 1929. The samples 
obtained in these surveys were secured monthly from filling stations in 
approximately 70 cities located in 19 States east of the Rocky Mountains, 
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§ 809 MOTOR FUEL PREPARATION AND APPLICATION 
Table 178.— Average Properties or American Motor Fuels 1930-1.931 


1. Specific gravity 

2. Gravity °A.P.I. 

3. Initial boiling point °F. 

10% evaporated at °F. 

20% distillate at °F... 

50% „ „ .. 

00 % „ .... 

End point. 

% Recovery 

4. Sulphur. 

0-1% or loss .. 

0-08% or less 
0-06% or less 

5. Steam oven gum test, 

rngs./lOO mb. 

1 mg. or leas 

2 ,or 3 mgs. 

4 or 5 mgs. 

6 or 7 mgs. 

8 to 10 mgs. 

11 to 15 mgs. 

16 to 20 mgs. 

Above 20 mgs. 

G. Colour. 

Lighter than 10 Saybolfc 
Darker than 10 Saybolt 
Artificially coloured 

7. Doctor test. 

% Samples positive 

8. Corrosion test. 

% Samples corrosive 

9. Vapour pressures at 37-8°C. 

(100°F) 8-0 lbs. per square 
inch ox less .. 

8-1 lbs.—10 lbs. 

More than 10 lbs. 

10. Knock Ratings. 

(C.F.R. Research Method). 
Average octane number 
Ootaue number range 
Octane number 40-44 
46-49 
50-54 
55-59 
60—64 
65-69 
70-74 
75-79 
80-84 
85-89 


August, 1930. 

March, 1931. 

August, 1931. 

All 

Fuels 

Com¬ 

petitive 

Price 

Pre¬ 

mium 

Price 

All 

Fuels 

Com¬ 

petitive 

Price 

Pre¬ 

mium 

Price 

All 

Fuels 

Com¬ 

petitive 

Price 

Pre¬ 

mium 

Price 

M 



0-740 

0-738 

0-743 

— 

— 

_^ 

58-2 

56-9 

58-2 

59-7 


58-9 

— 

— 

— 

IBI 

98 

99 

91 


92 

_ _ 

_ 


149 

141 

139 

139 

.130 

133 

_ 

_ 

_ _ 

182 

187 

176 

172 

173 

170 

__ 

_ 

_ , 


266 

243 

254 

258 

245 

— 

_ 

_ 

366 

mm 

338 

366 

371 

355 

.- 

_ 

__ 

403 

414 

EM 

401 

404 

395 

— 

_ 

__ 

97-3 

97-0 

974 

96-0 

96-2 

97-1 

— 

— 

— 

85-6% 

34-5% 

37-5% 

85-8% 

83-9% 

89-3% 

87-6 

86-4 


73-8% 

74-2% 

734% 

66-6% 

67-5% 

64-6% 

74-9 

754 

74-4 

544% 

53'6% 

54-8% 

534% 

54-0% 

51-3% 

69-9 

614 

67 1 

184% 

38-0% 

174% 

104% 

6-7% 

6-7% 

204% 

384% 

20-1% 

8-8% 

5*1% 

54% 

144-% 

38-5% 

11*5% 

92-3 i 

or cent. 

of all 

90-9 r 

or cent 

of all 

13-4% 

8*6% 

10-6% 

fuels had a 

gum 

fuels had a 

Rum 

content less tlmrx 

5 mgs. per 100 ccs. 

canton 
5 mgs 

t of les 
per K 

a than 
0 mis. 

1*7% 

0-7% 

1*0% 

1*0% 

2-9% 


06-7% 

6-6% 


60-6% 


— 

— 

— 

— 

10-1% 

1*0% 

— 

13-1% 

' - 

— 

23-7% 

84-6% 

— 

23-2% 

924% 

— 

26-2% 

98-0% 

- 

44% 

7-7% 

— 

— 

— 

— 

4-5% 


_ 



nil 

nil 

nil 

0-0 

per cen 

t. of 


78-9% 

84'6% 

28-5% 

22-2% 

40-0% 

a 

68-0% 

11 fuels 

64-2% 

76-5% 

194% 

214% 

154,% 

61-6% 

554% 

45-7% 

31-7% 

35-3% 

23*6% 



~ 

19*9% 

22-7% 


0-3% 

0-5% 



69 

74 




65 


75-6 

— 

61-58 

65-80 

— 



— 

— 

— 

— 

— 

— 

0-0% 



— 

—- 

— 

— 

— 

— 

1*3% 


H1IH 

1*6% 

2-2% 

*•— 

— 

— 

— 

64% 

8*7% 

1*0% 

7*5% 

10-8% 

25-6% 

— 

— 

— 

— 

11*6% 

174% 

17-0% 

— 

— 

— 

— 

22-4% 

32-4% 

2*8% 

254% 

35-0% 

22-4% 

34% 

— 

*- 

— 

17-3% 

22-7% 

6-7% 

17-9% 

7*3% 

29-2% 

— 

— 

— 

154% 

14-5% 

16-2% 

43-8% 

11-6% 

4*0% 

— 

— 

-, 

16-7% 

1*4% 

10-0% 

— 

354% 

— 

— 

— 

54% 

— 

16-2% 

0*6% 

— 

21-9% 

— 

*- 

— 

4-6% 

— 

13-3% 

0-9% 

-- 

3*1% 
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MOTOR FUEL SPECIFICATIONS AND PROPERTIES §809 

and the numbers of samples taken of the various brands were made 
approximately proportional to their relative sales volumes. The re¬ 
sults of this survey are reproduced in Figure 225, and may be summarized 
as follows : 



1929 

1930 

Ethyl Gasolines — 

Percentage above 74 octane number 

40 

70 

Premium Non-Ethyl Gasolines — 

Percentage above 70 octane number 

24 

49 

Standard Price Gasolines — 

Percentage above 60 octane number 

14 

47 

„ „ 58 „ 

26 

55 

„ 54 

62 

79 



percentage at or above, octane rating 

1929 & 1930 SURVEYS 

Fig. 225.- -The Results of the Phillips Petroleum Company’s Survey of American 
Motor Fuels, 1929 and 1930. (Trimble.) 


These knock ratings were determined on Ethyl Gasoline S. 30 and 
C.F.R. engines operating under the following conditions. Values on the 
two engines agreed to within one octane number. 
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809 MOTOR FUEL PREPARATION AND APPLICATION 


Oil temperature °F. 

Cooling medium (exit from head) 
Cooling medium (inlet to cylinder) 
Mixture temperature 
Air to carburettor 
Spark advance. 


C.E.R. Engine 


Ethyl Gasoline. 8.30 
Engine 


1G0°F. 

212°F. 212°F 

165-175°F. 212°F 

120°F. — 

120°F. 

20 ° 21 ° 


Haslam and Bauer 3 have estimated (March, 1931) the sales of 
gasolines of different knock ratings in the United States of America to 
be as follows :— 


Sale .9 
Per Cent. 
G 

10 

62 

6 

10 

6 


Octane Number. 

Below 41$ 

43—47 
57—66 
66—73 

73 (Ethyl Standard at time of 
estimate). 

Above 73 


The properties of motor fuels marketed in Cleveland, Chicago, 
Fort Worth and Kansas City during 1933 are revealed in the results of a 
Survey undertaken by The Oil and Gas Journal.* The average 
Octane Number (C.F.1L, M.M.) of regular grades was 09, of premium 
grades 75, and third grades 53. Vapour Pressures by the standard 
Reid method averaged 9 -5 lbs., 8 -8 lbs., and 8 Albs, for these three grades 
respectively. 


Table 179.— Properties or XJ.S. Third Grade Gasolines 



January 1st, 1932 

January 1st, 1933 

Octane Number 

51 

53 

Initial Point °F. 

102 

96 

10 per cent. 

152 

148 

20 per cent. 

193 

181 

50 per cent. 

276 

264 

90 per cent. 

380 

368 

End Point °F. 

426 

426 

Becovery per cent. 

97-3 

97-3 

Beid Vapour Pressure, lbs. per square 
inch at I00°F. (37-8°C.) 

6-5 

7-6 


* W. T. Ziegonhain, Oil & Gas J., 1933, 32, (31), 
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Third Grade Gasolines.—In the United States there are consider¬ 
able sales of so called “ Third grade gasolines ” which are inferior to the 
regular grades in both knock rating and volatility and which are retailed 
at low r er prices. The quality of these spirits is shown in the above 
figures of Ziegenhain . 4 

Benzole Blends in U.S.A.—The production of benzole in the 
United States of America during 1931 was approximately 420,000 tons, 
an amount equivalent to only about 1 per cent, of the country’s con¬ 
sumption of petroleum spirit. The amount of benzole consumed as 
motor fuel in U.S.A. is therefore negligible in proportion to the total 
motor fuel consumption. 

810. Ethyl Gasoline in America.—Tetra-ethyl lead is a very 
popular anti-knock agent in America, and Ethyl Gasoline sales are very 
appreciable. In 1929, 8-2 per cent, of the motor fuel sold in America 
contained tetra-ethyl lead. In 1930, this figure increased to 11-6 per 
cent, and the same figure was maintained in 1931. However, the first 
half of 1932 showed a decline in the output of ethyl gasoline and the 
quantity blended was only equivalent to 8-2 per cent, of the total 
motor fuel consumed. This decline was solely due to the prevailing 
economic conditions which compelled motorists to use cheaper fuels. 

Table 180. —Ethyl Gasoline Output in U.S.A., 1929-1932 


Ethyl Gasoline Blended at Refineries 



1932 

1931 

1930 

1929 

1928 

1927 

Millions of U.S. gallons 

Per cent, of total motor fuel con- 

1,284 

1,970 

1,854 

— 

— 

300 

sumption 

8-2 

11-6 

11-6 

9-1 

4-5 

2-5 


The anti-knock standard set by the Ethyl Gasoline Corporation was 
74 octane number prior to March 1st, 1932, but on this date the standard 
was raised to 78 octane number. All gasoline blended with tetra¬ 
ethyl lead for sale as Ethyl gasoline must conform to the following 
specification drawn up by the Ethyl Gasoline Corporation. 5 

(1) Sulphur. Not more than 0T per cent. 

(2) Corrosion . A copper strip immersed in the fuel for 3 hours at 

100°C. must not show more than extremely slight corrosion. 

(3) Gum Content. Satisfactory to the Ethyl Gasoline Corporation. 

(4) Distillation — 

(a) April 1st to October 1st. 

Not less than 10% evaporated at 158°F. (70°C.). 

„ „ „ 50% „ „ 284°F. (140°C.). 

„ „ „ 90% „ „ 392°F. (200°C.). 
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§811 MOTOR FUEL PREPARATION AND APPLICATION 

(b) October 1st to April 1st. 

Not less than 10% evaporated at 149°F. (05°C.). 

„ „ ,, 50% „ „ 284°F.(140°C.). 

„ „ „ 90% „ „ 392°F. (200°C.). 

(5) Vapour Pressure — 

April 1st to October 1st. Maximum 8 lbs./sq. in. (Reid). 

October 1st to April 1st. „ 10 lbs./sq. in. (Reid). 

Ethyl gasolines in America do not contain more than 3 ccs. of tetra¬ 
ethyl lead per U.S. gallon. The minimum amount was raised on March 
1st, 1932, from 0-75 ccs. to 0-9 ccs. per gallon. 

Blenders are required to buy their tetra-ethyl lead from the Ethyl 
Gasoline Corporation at a price of 0-35 cents per c.c., and to pay a 
premium on gallonage at the rate of 0-425 cents per gallon. 

At the beginning of 1933, the Ethyl Gasoline Corporation reached a 
decision to allow the use of tetra-ethyl lead in second grade motor fuels 
sold by those refiners and marketers already holding contracts for the 
sale of the usual Ethyl Gasoline as from June 1st, 1933. Under the 
terms of the agreement covering the use of tetra-ethyl lead in 
this way, the latter will cost 0-35 cents per cubic centimetre, plus a 
gallonage charge of 0-05 cents per gallon. The amount of tetra¬ 
ethyl lead which may be used must lie between 0-3 ccs. per gallon and 
1-5 ccs. per gallon. Thus, the cost to the refiner will range between 
0-155 cents and 0-5G5 cents per gallon. A further restriction imposed 
on this grade of motor fuel is that it must not exceed 70 octane number 
as determined by the C.F.R. motor method. 8 

811. Gasoline Taxes in America and State Inspection Laws.— 
With the object of obtaining revenue for the building of roads and high¬ 
ways, individual States in America have resorted to the taxation of 
motor fuels. The first State to adopt such a tax was Oregon, the law 
becoming effective February 25th, 1919, and by 1928, all of the States 
except two had levied taxes on motor fuels at rates varying from 2 to 5 
cents per gallon. Regulations governing the quality and the methods 
of handling gasoline and other petroleum products have also been 
adopted by 29 States, and many of these laws antedate the adoption of 
gasoline taxes. 

The tax rates of the various States on September 1st, 1931 are given 
in Table 181, reprinted from U.S. Bureau of Mines Information Circular 
6576, January, 1932, in which it will be seen that the average gasoline 
tax is 4-06 cents per gallon. Florida has the highest tax (7 cents per 
gallon) and Connecticut, Missouri, New York, Rhode Island and the 
District of Columbia have the lowest (2 cents per gallon). 

376 



MOTOR FUEL SPECIFIC ATI OJNIS ajnjj rxxKjmxx.i.jL^ 


Different States have their own inspection laws, but these are even 
less uniform than the taxes. Several States automatically change 
their requirements to conform to any changes in specifications adopted 
by the Federal Specifications Board for Government purchases, but 
others have independent requirements. In 8 States all motor fuel must 
conform to U.S. Government specifications. 

Full details regarding the State Laws at present in force are given 
in the above mentioned U.S. Bureau of Mines Information Circular. 


Table 181.—Gasoline Taxes in American States 
(Cents eer Gallon) 


Alabama 

.. 5 

Nebraska 


.. 4 

Arizona 

.. 5 

Nevada 


.. 4 

Arkansas .. 

.. 6 

New Hampshire .. 


.. 4 

California .. 

.. 3 

New Jersey 


.. 3 

Colorado .. 

.. 4 

New Mexico 


.. 5 

Connecticut 

0 

New York 


.. 2 

Delaware 

.. 3 

North Carolina .. 


.. 6 

Florida 

.. 7 

North Dakota 


.. 3 

Georgia 

.. 6 

Ohio 


.. 4 

Idaho . 

.. 5 

Oklahoma 


.. 5 

Illinois 

.. 3 

Oregon 


. . 4 

Indiana 

.. 4 

Pennsylvania 


.. 3 

Iowa 

.. 3 

Rhode Island 


.. 4 

Kansas 

.. 3 

South Carolina .. 


.. 6 

Kentucky 

.. 5 

South Dakota 


.. 6 

Louisiana .. 

.. 5 

Tennessee 


.. 2 

Maine 

.. 4 

Texas 


.. 4 

Maryland 

.. 4 

Utah 


. . 4 

Massachusetts 

.. 3 

Vermont 


.. 4 

Michigan. 

.. 3 

Virginia .. 


.. 5 

Minnesota 

.. 3 

Washington 


.. 5 

Mississippi 

.. 5 

West Virginia 


.. 4 

Missouri. 

2 

Wisconsin 


.. 4 

Montana .. 

-• 5 

Wyoming ,. 


.. 4 

1 

District of Columbia 

.2 



Average tax . 


4'06 cents per gallon. 



Federal Taxes. —In addition to the individual State 

Taxes, 

the 


U.S. Federal Government also impose a tax on all gasoline sold in the 
United States. This amounts to 1 cent per gallon. 

As an example of how the retail price of spirit sold is made up, the 
following figures regarding California are of interest. 
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Cents per Gallon. Per Cent. 


California State Tax 

3 

16-7 

Federal Tax 

1 

5-6 

Cost of Gasoline 

6 

33-3 

Freight 

o 

111 

Distribution 

4 

22-2 

Retailers’ Profit 

2 

111 


18 

1000 


811a. Motor Fuels in Canada. —The properties of Canadian motor 
fuels marketed in 1933 have recently been described by Mr. I). Chantler 
of the Canadian Department of Mines.* The average of all samples 
examined was 65 Octane Number (C.F.R. Motor Method) and 6-9 lbs. 
Reid vapour pressure at 100°F. 60% of all samples wei*c artificially 

coloured. The knock-ratings of Canadian motor fuels during 1933 
were as follows :— 


11-1% 

75-79 Octane Number (C.F.R., M.M. 

11-1% 

70-74 

99 

91 

26-5% 

05-69 

99 

9 ? 

31-6% 

60-64 

99 

95 

12-0% 

55-59 

99 

9 ? 

6-0% 

50-5:1- 

99 

95 

1-7% 

45—49 

99 

95 


Tub United Kingdom 

812. Specifications.—The only specification governing the pro¬ 
perties of petrols sold in Great Britain for use in road vehicles is that 
issued by the British Engineering Standards Association in April, 1923, 
(No. 121). This is, however, sadly out of date and is disregarded. It 
bears no relation whatever to the quality of motor fuels now sold. 

The quality of motor fuels marketed in Britain is determined by the 
three major oil companies operating there, and, despite the lack of pub¬ 
lished specifications, they market motor fuel of extremely good quality. 
These three oil companies, namely, the Shell group, the Anglo Persian 
Oil Company and the Anglo American Oil Company, have agreements 
among themselves whereby the English market is divided between them 
on a quota basis and the properties of motor fuels sold by them are 
adjusted to an agreed standard. 

Three grades of motor fuel are marketed. First, petrol of superior 
all round properties intended for use in privately owned cars and 

* Universal Oil Products Library Bulletin of Abstracts, 1934, 9, (45). 
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Table 183.— Properties op No. 1 (trade Petrols Marketed in United Kingdom 
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Table 184. —Properties of Commercial (No. 3) Grade Petrols Marketed in the United Kingdom 
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Table 185. —Properties op Benzole Mixtures Marketed in the United Kingdom. 
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Specific Gravity at 60°F. 

Initial Boiling Point °C. 

1% distillate at .. 

2% „ .. 
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20% „ . 

30% „ .. 

40% „ .. 

60% „ „. 

60% ), • 

70% „ . . 
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95% „ . 

Final Boiling Point 

Recovery .. 

Residue 

Loss . 

Octane Number 

% Aromatics . 
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designated No. 1 grade ; secondly, a petrol of good grade suitable for 
such purposes as do not demand No. 1 grade, the so called " Com¬ 
mercial ” or No. 3 grade petrols ; and thirdly, benzole mixtures, made up 
by the blending of benzole of British manufacture with imported petrols. 


Table 182.— British Standard Specification for Motor Spirit. 

No. 121, April, 1023 

1. The liquid shall consist of hydrocarbons and be free from visible, impurities. 

2. The range of distillation shall be 

(a) Initial Boiling point not above 55°C. 

(i b ) 20 per cent, distillate at not above 105°C. 

(c) End point not above 225°C. 

3. The motor spirit shall be free from mineral acidity. 

813. Quality of Motor Fuels Marketed in Great Britain.-— 

Many changes have taken place in the British motor fuel market during 
the past few years, the most important of which, from the users’ point 
of view, being the marked improvement in quality. Immediately 
after the late war the petrol available to the English public had an 
octane number of about 35, but this figure has increased at a very rapid 
rate, as shown in the following figures. 7 


Year of Average Sample 

Octane Number. O.F.lt. Engine. 

(Research Method) 

No. 1 Grade Petrol 

No. 3 Grade Petrol 

1922 

51 

43 

1925 

55 

53 

1928 

58 

55 

1931 

68 

61 


Improvements have been made with regard to volatility. Front- 
end volatility lias been increased to give better starting properties, 
mean volatilities have been increased to give better acceleration per¬ 
formance, and vapour lock tendencies have been obviated by scientific 
blending and the use of seasonal changes in motor fuel volatility. The 
magnitude and importance of these desirable changes has been made 
evident by W. A. Whatmough 8 in a series of articles recently published 
in The Automobile Engineer, from which the data collected in Tables 
183, 184 and 185 have been taken. 
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These tables give the properties of those motor fuels most widely- 
distributed in Great Britain over the period 1931/32, and draws com¬ 
parisons with the properties of similar petrols sold in 1927. Referring 
to the No. 1 grade spirits, only two contain tetra-ethyl lead to improve 
anti-knock value, “ Pratts’ Ethyl ” petrol being coloured red and 
“ B.P. Plus ”* a light blue. Pratts Ethyl was the first leaded petrol to 
appear on the English market, and made its debut in January, 1928, 
at a retail price of Id. more than the normal No. 1 grades. B.P. Plus 
was not introduced until much later (April, 1931). In 1932, approxi¬ 
mately 77 million gallons of gasoline containing tetra-ethyl lead were 
sold in England. 



Fig. 226. —The Distillation Characteristics oe Motor Fuels Marketed in England 

and U.S.A. 


Most English spirits contain cracked spirits, both liquid-phase 
cracked and vapour-phase cracked products being used in the pro¬ 
duction of B.P. spirits. 

The seasonal adjustment of volatility characteristics to avoid vapour 
locking in summer and to ensure easy starting in winter is well illus¬ 
trated in the accompanying tables. 

The spirits marketed by combine companies have fully adequate 
volatility characteristics, but others are variable in this respect. 


* This petrol is now marketed as “ B.P. Ethyl ” and is dyed red 
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The knock ratings of the No. 1 grade spirits of combine companies 
are stabilized at about 70 octane number, and the No. 3 spirits at about 
66 octane number. These values are adequate for most of the cars and 
automobiles in present use. Ethyl Petrols have an octane number 
about 76. 

Various benzole mixtures are also marketed. The most important 
of these is National Benzole mixture, a mixture of Persian spirit supplied 
from the Anglo Persian Oil Company quota and benzole produced by the 
National Benzole Association. This benzole mixture normally con¬ 
tains about 30 per cent, of added benzole and has a knock rating equal 
to that of No. 1 spirits. It is sold at the same price as No. 1 petrol. 
Other benzole mixtures contain rather less benzole. On the whole, 
benzole mixtures, though widely used in Great Britain, are not nearly 
so popular as in some parts of the Continent. 


814. One of Whatmougli’s main conclusions is that the volatility 
characteristics of British and American motor spirits differ but little 
above 75 per cent, effective volatility, i.e., at 124°F. (51-1°C.) the 
effective volatility of U.S. motor gasoline is 90 per cent., as compared 
with 98 per cent, for a typical British petrol. On the other hand, the 
effective volatility of the British product with a 16 to 1 air-fuel mixture 
at 50°F. (10°C.) is double that of the American spirit. 

It must be pointed out, however, that the figures given by What- 
mough for a typical American gasoline do not agree with the latest 
figures published in the semi-annual surveys of the U.S. Bureau of Mines, 
and that the true difference existing is less than that indicated by 
Whatmough. Figure 226 gives curves comparing the distillation pro¬ 
perties of English No. 1 and No. 3 spirits sold in 1931—1932, with those 
of typical American grades of fuel sold in March, 1931, all of winter 
grade volatility. 


815. Two alcohol fuels are marketed in England, the properties 
of which are as follows 



(A) 

(B) 

Sp. Gr. at 60°F. 

0-75 

0-755 

Initial Boiling Point°C 

40 

46 

% distillate at 100°C. 

56 

51 

Final Boiling Point°C. 

195 

195 

Alcohol Content 

16 

15 

Octane Number 

76 

76 
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816. Racing Fuels in Great Britain.—For racing purposes and 
attacks upon speed records, etc., No. 1 grade petrols have not a suffici¬ 
ently high anti-knock value or mean volatility and other fuels are usually 
employed. For unsupercharged racing engines of fairly low com¬ 
pression ratios, i.e., up to about 7-0 or 7-5, 50/50 petrol benzole blends 
are commonly used. Higher compression ratios and the use of super¬ 
charging necessitate the use of petroleum spirits doped with tetra-ethyl 
lead, or alcohol fuels. Benzole is not a particularly suitable fuel for 
such purposes because of its tendency towards engine over-heating 
and because its volatility is not high enough. A noticeable develop¬ 
ment during the past two years is the growing use of methanol as a con¬ 
stituent of racing fuels. This is dealt with in greater detail in Chapter 
IX (Volume I). 

Two alcohol fuels are marketed by Solvent Products Limited, a 
subsidiary of The Distillers Company Limited. The properties of 
these fuels are as follows. 



(A) 

(B) 

Sp. Gr. at 15/15°C. 

0828 

0-822 

Hydrocarbons 

23% 

10% 

Acetone 

trace 

9% 

98% Ethyl alcohol 

77% 

79% 

Initial Boiling Point 

68-5°C. 

64°C. 

95% distillate at 

78°C. 

78°C. 


European Countries 

817. The motor fuel position in Europe is much complicated by the 
continuously changing laws making the addition of various amounts of 
home produced alcohol compulsory. Political unrest aggravates the 
position and threats are being made in various countries to convert the 
importation of petroleum and its products into Government monopolies. 

General Properties of the Petrols Sold in Europe as Indi¬ 
cated by the Properties of American Imported Fuels. —In general, 
three grades of motor fuel are marketed in Europe. (1) A premium 
fuel which may be either a benzole blend, an alcohol mixture or a high 
grade petroleum spirit with or without tetra-ethyl lead. (2) Standard 
grade spirit, comparable to English No. 1 spirit as far as volatility is 
concerned, and (3) a heavy grade or commercial spirit. These three 
grades naturally vary to some extent in different countries and are 
sometimes blended with benzole and/or with alcohol to meet local 
requirements, but the figures presented in Table 187, showing the pro- 
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perties of the various grades of spirit marketed by the associated com¬ 
panies of the Standard Oil Company of New Jersey, give a general idea 
of the quality of the spirits marketed in those countries where the 
addition of benzole or alcohol is not enforced.* 


Table 187.— Properties op Standard Oil Company Petrols Imported 
into European Countries 



Promium Grade 
“ Esso ” 

Standard Grade 

Heavy Grade 
(Commercial 
Spirit) 

Specific Gravity at G0°F. 

Initial Boiling Point °C. 

% at 100°C. 

Final Boiling Point °C. 

Octane Number 

0-745-0-770 
30-35 
40-45 
Below 200 

80 

This sometimes 
contains 
tetra-ethyl 
lead. 

0-725-0-735 

30-35 

40 

Below 200 

06 

0-740 

35 

28-30 

200 

64 


818. France.—The question of motor fuel quality in France is 
intimately connected with the legislation compelling the addition of 
alcohol to imported fuels, a subject dealt with in detail in Chapter IX. 
“ Essence Tourisme/’ which contains no alcohol, has volatility charac¬ 
teristics very much like those of an English No. 1 petrol, but its knock 
rating is no higher than an English No. 3 grade. 

“ Carburant poids lourds ” is the description exclusively reserved 
by a Government decree dated October 26th, 1931 for petrol-alcohol 
mixtures containing 25—35 per cent, alcohol. Such mixtures are not 
popular in France, because, containing so much alcohol, they give poor 
performance and a rather higher consumption than normal petrols. 


819. Germany. —Two grades of motor spirit are retailed in Ger¬ 
many. The higher quality grade is usually designated by branded 
names, and such advertised motor fuels are invariably blends of petrol¬ 
eum spirit, benzole and alcohol. The inclusion of alcohol and benzole 
in these motor fuels produces, as shown in Chapter IX, a peculiar type 
of distillation curve. The concavity of this type of curve is character¬ 
istic of azeotropic mixtures formed by such blends. Nearly 70 per cent, 
of a typical blended German motor fuel distils below 100°C., as compared 
with 40 per cent, in the case of first grade British petrol. Good grade 

* The authors are indebted to D. S. Pauj, Esq., of the Anglo-American' Oil Company, 
London, for permission to publish these figures. 
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Table 188.- —Properties op Motor Fuels Marketed in France, 1931-1932 



Typical 
“ Essence 
Tourisme ”* 

Esso 

Carburant 

Poids 

Lourda 

Esbol 

Specific Gravity at 




0-765 

60°F. .. 

0-735 

0-745 

0-77 

Initial Boiling Point 

38°0. 

30 

56 

46 

1% at .. 

42°C. 

— 

17-2% 

at 100°C. 

—~ 

2% 

45 

— 

— 

~~ 

5% 

52 

— 

— 

— 

10% 

61 

— 

— 

— 

20% 

75 

— 

— 

. — 

30% 

88 

— 

— 

— 

40% 

100 

100 

— 

— 

50% 

112 

— 

— 

— 

60% 

123 

— 

— 

62% at 100°C. 

70% 

136 

— 

— 

— 

80% 

150 

83% at 150 

65% at 150°C. 

— 

90% 

170 

89-2% at 160 

89% at 175 

93%atl50°C. 

95% 

185 

94-12% at 75 

95% at 183 

160 

Final Boiling Point 

196 

— 

— 

— 

Octane Number 

66 

83 

89 

contains 
25% aleobol 

72 

contains 
30% benzole 


Table 189. —Properties op Motor Fuels Marketed in Germany, 1931-1932 


> 

Typical 

German 

Blended 

Fuel.* 

Typical 

German 

Commercial 

Fuel* 

Benzole 
Verbandt 
“ Aral ’* 

Specific Gravity at 60°F. .. 

0-790 

0-745 

0-782 

Initial Boiling Point 

48°C. 

43°C. 

55° C. 

1% distillate at 

49 

46 

— 

2% 

JJ 33 ' * • • 

51 

48 

63 

5% 

J) J> 

53 

56 

65 

10% 

J» 39 • ' * • 

56 

67 

67 

20% 

99 39 * • • • 

61 

84 

69 

30% 

93 J> 

66 

98 

72 

40% 

99 39 * • 

72 

110 

76 

50% 

73 39 

82 

120 

92 

60% 

99 99 

95 

. 130 

99 

70% 

J> 39 • • 

110 . 

140 

108 

80% 

99 >9 - * 

130 

150 

124 

90% 

>> 99 • • • • 

158 

169 

146 

95% 

99 39 • • • • 

179 

182 

158 

Final Boiling Point 

192 

198 

184 

Octane Number 

Above 75 

71 

98 


Whatmough (8). 
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German motor fuels, contain 10 per cent, of alcohol and a notable pro¬ 
portion of benzole which accounts for their high specific gravity. In 
addition, they have very high anti-knock values. Benzole is freely 
obtainable in Germany and some 25 per cent, of the motor spirit con¬ 
sumed is home produced in this form. 

The inclusion of alcohol in German motor fuels appears to be advan¬ 
tageous. The small amount of alcohol used does not interfere with 
carburetting characteristics and the presence of benzole obviates any 
tendency for separation into two layers. 

820. Italy.—According to Whatmough, three grades of motor fuel 
are marketed in Italy, a light spirit, a heavy spirit and benzole mixtures. 
The properties of these fuels are detailed in the following Table. 


Table 190. —Properties or Motor Fuels Marketed in Italy, 1931-1932 



Light 

Motor 

Spirit 

Heavy 

Motor 

Spirit 

Benzole 

Blend 

Milano 

Specific Gravity at 
60°F . 

0-724 

0-736 

0-769 

0-769 

Initial Boiling Point 

40 

40 

48 

— 

1% distillate at 

44 

44 

50 

— 

‘90/ 

+* fo ” 

47 

47 

52 

— 

5% » „ 

54 

56 

58 

■ — 

10% „ „ 

63 

68 

60 

— 

'20% „ 

78 

84 

79 

— 

30% „ 

90 

97 

88 

— 

40% „ 

103 

108 

94 

— 

50% „ 

114 

119 

100 

56% at 100°C. 

60% „ 

123 

128 

107 

70% 

134 

139 

118 

— 

80% 

147 

154 

132 

88-5% at 150°C. 

90% 

166 

174 

166 

— 

95% „ .. 

Pinal Boiling Point .. 

179 

187 

172 

166-5 

190 

199 

185 

—. 

Octane Number 

56 

67 

— 

S2 





Contains 

33 per cent. 
Benzole. 


821. Denmark.—Two grades of motor spirit are marketed in Den¬ 
mark, approximating to English No. 1 and No. 3 grades in all essentials 
except octane number. These fuels for the most part consist entirely 
of petroleum spirit and are unblended. An exception, however, is 
Esso, containing 30 per cent, benzole. 
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Table 191. —Properties op Motor Fuels Marketed in Denmark. 



First Grade 
Spirit 

Second Grade 
Spirit 

Esso 

Specific Gravity at 60°F. 

0-732 

0-732 

0-764 

Initial Boiling Point 

42 

46 

46 

1% distillate at 

45 

50 

— 

2% „ „ •■ ■■ 

48 

53 

— 

5% „ „ .... 

54 

61 

— 

10% „ „ .... 

63 

72 

— 

20% „ „ 

78 

89 

— 

30% „ „ 

91 

99 

— 

40% „ .... 

100 

110 

— 

50% „ „ 

109 

119 

54% at 100°C. 

60% „ „ 

117 

128 

— 

70% „ „ 

127 

137 

— 

80% „ „ 

138 

150 

— 

90% „ „ 

155 

166 

87-6% at 150°C. 

95% „ „ 

172 

180 

168 

Final Boiling Point 

184 

193 

— 

Octane Number 

61 

60 

74 


822. Belgium.—Specifications for fuels used by the Belgian Army 
have recently appeared, covering both aviation spirits and fuels intended 
for use in automobiles. The latter is as follows :— 

(1) Distillation . 

(. a ) Not more than 20 per cent, at 70°C. 

( b ) At least 60 per cent, between 70°C. and 140°C. 

(c) Not more than 25 per cent, above 140°C. 

(i d ) Recovery at 200°C. at least 95 per cent. (In the case of 
cracked spirits, 40 per cent, to distil between 70°C. and 140°C., 
not more than 40 per cent, above 140°C., and recovery at 
200°C. to be at least 90 per cent. 

(2) Sulphur. 

Not more than 0-1 per cent. 
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Chapter XVIII 


AVIATION FUELS 

824. Introduction.—The criteria for satisfactory quality are neces¬ 
sarily much more stringent in the ease of fuels intended for use in aero 
engines than in the case of ordinary automobile fuels. The first essential 
in all phases of aircraft operation is reliability and this makes fuel 
quality a matter of great importance. Furthermore it is much more 
important in aero practice to ensure that the fuels and engines “ fit,” 
as aircraft engines are in general very susceptible to fuel quality. 

The Special Requirements or Aircraft Fuels. 

825. Specific Gravity.—In aviation fuels, specific gravity has an 
importance out of proportion to its slight significance in the case of 
automobile fuels, because of considerations concerning both cruising 
radius and pay-load. In military and commercial aviation particu¬ 
larly, it is an advantage, other things being equal, to have as large a 
cruising radius as possible (i.e. miles per normal fuel complement). It 
is also of advantage to reduce the amount of fuel carried to the minimum 
so as to allow the transport of the maximum amount of paying load or 
other materials, e.g. bombs, etc., in the case of military aircraft. 

The fuel factors determining cruising radius and amount of fuel 
carried are specific gravity and heat of combustion (calorific value). 
Ordinarily motor fuels are sold on a gallonage basis, but in the case of 
aircraft, gallonage takes second place in importance to fuel weight, and 
calorific value per pound is of greater importance than calorific value 
per gallon. Among normal petroleum spirits, a relationship exists 
between specific gravity and heat of combustion which is given approxi¬ 
mately by the equation 

Q v = 12,400 - 2100d 2 .(1) 

where Q,, = total heat of combustion at constant volume of motor 
fuel free from water, ash and sulphur.—Final products 
gaseous C0 2 and liquid H z O.—Calories per gram. 
d ~ Specific gravity at 60°/60°F. 

The nett heat of combustion at constant pressure is similarly given by 

Qp = Q, - %H [(9 X 585) - 220] 0 01 .... (2) 
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in which the figure 9 represents the number of grams of water formed 
from I gram of hydrogen, 585 represents the latent heat of vaporization 
of water at 20°C. (68°F.) and the figure 220 is a small correction to take 
into account the change in volume from initial to final products. 
Average values for the percentages of hydrogen in oils of various specific 
gravities may be obtained from the relation 

%H =26-15 d .(3) 

These equations are necessarily approximate but are correct to within 
about 1 per cent, in the case of normal straight-run spirits. In the case 
of cracked spirits and spirits containing appreciable quantities of aro¬ 
matics less accurate results are obtained. 1 

It will be evident from such considerations that the heats of combus¬ 
tion, or calorific values per unit weight of petroleum spirits rise slightly 
with decrease in specific gravity, e.g., 


’A.P.I. 

Sp.gr. 60°/ 60° F. 

Q v (Cals./gram,.) 

BTU/gal 

50 

0-7796 

11,120 

130,100 

60 

0-7389 

11,250 

124,800 

70 

0-7022 

11,360 

119,800 

80 

0-6690 

11,460 

115,100 

90 

0-6388 

11,540 

110,700 


but that heats of combustion per gallon fall with decrease in specific 
gravity. Therefore, other things being equal, a fuel of low specific 
gravity is preferable as an aviation fuel to a fuel of high specific gravity, 
because it has a higher heat of combustion per unit weight. 

However, other considerations to some extent prevent the adoption 
of fuels of very low specific gravity. First there is the question of 
volatility and boiling range. This imposes a very definite lower limit 
to the specific gravity because of vapour lock considerations. Secondly 
there is the very important question of anti-knock value and probably 
the only way to obtain a fuel that has a high knock rating and a low 
specific gravity while conforming to the usual volatility standards is to 
dope a paraffinic straight run fuel with tetra-ethyl-lead. This neces¬ 
sitates the use of large quantities of the latter. Fuels which have high 
inherent anti-knock values have usually high specific gravities, e.g. 
spirits containing aromatics or naphthenes. Therefore, a compromise 
must be made between the beneficial effects of a low specific gravity on 
the one hand and the absolute necessity of a high anti-knock value on 
the other. It is interesting to note that the British Air Ministry 
Specifications D.T.D. 224 and 230 for aviation spirit impose a maximum 
specific gravity of 0-79 at 15°C. As a class the aromatic hydrocarbons 
have higher specific gravities than either paraffins and naphthenes, but 
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lower calorific values per pound, although they have higher calorific 
values per gallon. 


Tablk 192 



Sp. gr. 
at 

]fi°C. 

Gross Calorific Value 

Nett Calorific Value 

Cals, /gram 

B.T.U./gallon 

Cals, /grain 

B.T.U. /gallon 

Benzene 

0-885 

10.090 

100,500 

9,720 

154.500 

Toluene 

0-871 

10,100 

159,500 

9,7-10 

153,000 

m-Xylene .. 

0-809 

10,250 

100.500 

9,825 

153,500 

w-Hexane .. 

0-005 

11,500 

.137,500 

10,715 

128,000 

w-IIcptane ., 

0-089 

11,490 

14-2,500 

10,715 

130,000 

n-Octane .. 

0-707 

11.430 

145,500 

10,005 

135,000 

Cyclohexane 

0-785 

11.100 

158,000 

10,470 

144,500 


Because of these considerations, if hexane had the same anti-knock 
characteristics as benzene it would be more suitable as a constituent of 
aviation fuels than the latter. 

American aviation spirit specifications include no specific gravity 
limitations, because when high anti-knock values arc required these are 
obtained by the addition of tctra-cthyl-lcad rather than the addition of 
benzole or other aromatics. 

826. Volatility Requirements of Aviation Fuels.—The vola¬ 
tility requirements of aviation fuels are second in importance only to 
anti-knock value. A consideration of the conditions under which avia¬ 
tion fuels arc required to operate is sufficient to give a full appreciation 
of the special qualities required. 

The effect of fuel volatility upon engine performance, with regard to 
ease of starting, warming up, acceleration and vapour lock has already 
been dealt with in considerable detail in Chapter XV, and the relation¬ 
ships described therein with particular respect to automobile fuels 
apply equally well to aviation fuels. 

In the United Kingdom there arc two distinct classes of aviation 
activities. The Air Ministry and His Majesty’s Services require a very 
high grade fuel for use in military and naval aircraft, while the Air- 
Line Companies and private aircraft users only require a spirit of less 
superior characteristics because they do not use their aircraft under such 
exacting conditions. Thus the latter often use blends of English No. 1 
spirit and benzole, ordinary market Benzole mixtures or even ordinary 
No. 1 spirits with satisfaction, while the Air Ministry buys all its aviation 
fuel to Specifications D.T.D. 224 and 230 (see later). However, the major 
difference between these various grades of fuels is one of anti-knoek value 
rather than of volatility and need not enter into the present eonsidera- 
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tions. It has already been shewn in Chapter XV that different parts of 
the Engler distillation curve may be related to various phases of engine 
performance. Thus the initial part of the curve is related to starting 
ability and also to vapour locking tendencies ; the lower middle part 
determines the ease of warming up after starting and the higher middle 
part determines acceleration characteristics. It has also been shewn 
that satisfactory all round engine operation is obtained by choosing a 
fuel having the lowest permissible front end volatility and the highest 
possible volatility at about the 65 per cent, distillate point. The same 
generalization holds for aviation spirits, but with greater stringency. 
Referring first of all to vapour lock properties, these are much more 
likely to manifest themselves in aircraft operation at elevated altitudes 
than at ground level. Increase in altitude brings about a reduction in 
atmospheric pressure and also a reduction in temperature. The 
atmospheric temperature normally decreases about 3-6°F. (2-0°C.) for 
every 1000 ft. increase in altitude, whereas the atmospheric pressure at 
any altitude may be calculated from the relationship 2 

76 

H — 62,000 log 10 (4) 

where H = altitude in feet, 

and P — barometric height in centimetres of mercury. 

This relationship and also that between temperature and altitude is 
graphed in Figure 227. 



827. It has already been shewn that the vapour locking temperature 
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of a motor fuel is determined by its Reid vapour pressure at a tempera¬ 
ture of I00°F. (37-78°C.) and that 

t = 250 — 140 log p r .( 5 ) 

in which p r = Reid vapour pressure in pounds per square inch, 
and t = vapour locking temperature in °F. 

This equation has been used by Bridgeman, Ross and White 3 to shew 
that the vapour locking temperature at any altitude is given by 

i = 259 — 140 log ... ( 6 ) 

or by 

u m , + 460 log 

1 " —./ x ( 7 ) 

4 - 1°S 

where p — atmospheric pressure in pounds per square inch at the 
given altitude, 

and Co % = A.S.T.M. 10 per cent, distillation temperature in °F. 

These relationships are means for predicting with reasonable accuracy 
the conditions of temperature and altitude under which a fuel of given 
properties will give trouble from vapour lock, as shewn in Figures 228 
and 229. Thus a spirit having a vapour pressure of 10 pounds per square 
inch will cause vapour lock at 119°F. (48-3°C.) at ground level, but at an 
altitude of 30,000 ft. will cause vapour lock at a temperature as low as 
51°F. ( 10 - 0 °C.) 



REIO VRP0UR PRESSURE. UBS./SQ. ilN, RT 100 “F 

Fig. 228. —Graphs Shewing Relation between Vapour-Looking Temperature and Reid 
Vapour Pressure at Various Altitudes. (Bridgman, Ross and White.) 

There is therefore much more opportunity for aviation fuels to give 
vapour lock troubles than ordinary automobile fuels, and, in general, it 
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may be said that three different sets of conditions may be responsible 
for this trouble, 3 



Fig. 229. —Graphs Shewing Relation between A.S.T.M. 10 Pee. Cent. Point and Vapour- 
Locking Temperature at Various Altitudes. (Bridgman, Ross and White.) 

(1) In hot weather, when a ’plane is standing on ground level, the fuel 
line leading from the fuel tank to the carburettor may reach a 
sufficiently high temperature partially to interrupt the flow of fuel. 
The flow may be enough to permit the engine to run smoothly when 
throttled but may be reduced sufficiently to cause a crash when the 
’plane attempts to take off from the ground. 

(2) If the fuel approaches, while the ’plane is on the ground, a tempera¬ 
ture close to the vapour locking temperature, the combined effects 
of reduction in atmospheric pressure and heating of the fuel in the 
line leading to the carburettor during a rapid climb may lead to 
vapour lock at a moderate height. Engine stoppage under these 
conditions might leave some time for manoeuvring to a landing 
field, but it is hazardous. This type of vapour lock is probably 
limited to gravity feed fuel systems. 

(3) Vapour lock may also occur as a ’plane climbs steadily and the 
atmospheric pressure decreases. If the fuel in the fuel tank does not 
cool quickly (and it has been found not to cool so quickly as the 
surrounding air) an altitude will be reached at which the fuel will 
commence to boil. This will probably manifest itself by a loss in 
power and irregular running of the engine, and can ordinarily be 
cured by descending a few thousand feet. This type of vapour lock 
essentially limits the ceiling of a ’plane and may occur with either 
gravity or pressure feed fuel systems. 
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A considerable amount of work has been done in America to deter¬ 
mine how vapour lock arising from these various causes may be 
prevented. As far as is known little work on this subject has been done 
elsewhere. The American investigations on aviation fuel vapour lock 
have been largely carried out by the U.S. Bureau of Standards, whose 
results form the basis of the present remarks. 

828. Conditions Existing in an Aeroplane Fuel System During 
Flight.—Bridgeman and his co-workers 3 have described the results of 
test flights carried out with different types of American Army and Navy 
aeroplanes to determine fuel and fuel system temperatures during flight 
at different altitudes. They have shewn, as a result of these tests, that, 
as a ’plane leaves the ground, the temperature of the fuel in the tank is 
naturally the same as that of the surrounding atmosphere, while the 
temperature in the carburettor is about 1.0°F. (5-G°C.) higher due to gain 
of heat from the engine. As the ’plane rises the fuel temperatures in the 
tank and in the carburettor drop steadily, but not as rapidly as the 
atmospheric temperature. In one case examined at 15,500 feet, reached 
in about 30 minutes of climbing, the fuel temperature was about 50°F. 
(27'8°C.) above that of the surrounding air. As the ’plane descends, 
the fuel temperature rises and returns approximately to its original 
value as the ’plane lands again. These temperature changes are shewn 
in Figure 230, which, refers to an observation type of U.S. Aircraft. 


120 
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Fig. 230. —Curves Shewing Temperatures Existing in an Aeroplane Fuel System During 

Flight. 


829. Remedies for Vapour Lock Troubles. —Vapour locking ten¬ 
dencies may be obviated by rigid control of fuel distillation 
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characteristics and/or by modifications to the engine fuel feed systems. 
With respect to the fuel, limits are generally imposed on the front end 
volatility characteristics, as in U.S. Government and British Air 
Ministry Aviation spirit specifications. Thus the latter specifies :— 

(a) Distillation loss not greater than 2%. 

(b) Reid Vapour Pressure at 100°F., 7 lbs. maximum. 

whereas the latest U.S. Army Specification for fighting grade spirit 
requires :— 

(a) At least 10 per cent, evaporated at 75°C. 

( b ) Vapour Pressure 7-0 lbs. maximum at 100°F. (37-8°C.). 

Conditions may also be considerably improved by careful design of the 
fuel feed system. In pressure feed systems employing a pump, the 
suction lift should be reduced to the minimum possible. Thus a re¬ 
duction in pump suction lift from 6 feet to 2 feet, for example, is equiva¬ 
lent to raising the ceiling of a ’plane many thousands of feet and 
materially increases the safety of operation. 4 Fuel lines should be so 
arranged that their temperatures are kept as low as possible. 

830. Volatility Requirements of Aviation Fuels Affecting Ease 
of Acceleration and Manoeuvrability. —In Chapter XV, the term 
“ effective volatility ” has been dealt with in detail and its significance 
explained. It is the term given to the quotient obtained by dividing the 
weight of fuel in the mixture delivered to the cylinders by the weight of 
fuel in the mixture supplied by the carburettor, and is of importance in 
determining the lag with which the engine responds to the throttle. 
The effective volatility required for satisfactory operation of motor fuels 
in ordinary automobiles has already been dealt with and need not be 
considered here, but it must be pointed out that military aircraft 
particularly must be capable of rapid climbing, turning, banking, etc., 
and must possess all-round manoeuvrability of a very high order. It 
is therefore necessary for fuels intended for such aircraft to have a very 
high effective volatility and the aim is to secure, under all flying con¬ 
ditions, the same fuel-air composition fed to the cylinders as is supplied 
by the carburettor. This high effective volatility is also of importance 
in enabling an aeroplane to take off easily from the ground, as a slight 
increase in the number of engine revolutions caused by short time lag 
after opening the throttle enables the pilot to take off in less distance 
and to climb at a steeper angle. Both of these advantages are im¬ 
portant when taking off from a field of limited dimensions, as is often 
necessary after a forced landing. In general the peculiar conditions of 
airplane operation call for a more volatile fuel for maximum power than 
is required for maximum power with automobiles. In aviation fuels 
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high partial volatility at low temperatures in the A.S.T.M. distillation 
test is of more importance than complete volatility as indicated by low 
end-point fuels. Therefore the temperatures at which up to about 90% 
is evaporated should be kept as low as possible, and it is a general rule 
for aviation fuels to be more volatile in the middle and upper parts of 
their distillation curves than automobile fuels. To meet all exigencies 
at least 50 per cent, should be evaporated in the A.S.T.M. distillation 
test at 100°C. The 90 per cent, point should also be kept low to ensure 
as complete vapourization as possible, although end points up to 180— 
190°C. do not appear to be disadvantageous. Higher encl points than 
190°C. are to be avoided because of dangers of crank case dilution, as 
already shewn, in Chapter NV. High volatility in the middle portion of 
the boiling range is also a valuable aid in obtaining high volumetric 
efficiencies. To obtain perfect distribution, complete vaporization of 
the fuel within the manifold is essential. 

831. Physical Stability at Low Temperatures.—A further 
important requirement that aviation spirits must meet is that they 
must be physically stable at low temperatures. They must not freeze or 
separate into two layers. They must fully retain their homogenous 
liquid character at temperatures as low as —50° to —70°C. This 
requirement prevents the adoption of alcohol blended fuels for aviation 
purposes ami places a very definite upper limit upon the amount of 
benzole which may be added to the fuel to increase its anti-knock rating. 

Petroleum spirits have, in general, very low freezing points. Thus 
Coste 5 gave, in 1927, the solidifying point of Pratts petrol as —128°C., 
and according to Cabot, 0 a petrol with a specific gravity of 0-698 at 
22-8°C. was found to be slightly pasty at —122°C. and to resemble a 
viscous oil at—125°C. Another petrol with a specific gravity of 0-713 
at 22-8°C. became pasty at — 120°C. and at -~147°C. was a hom-like 
solid. Of the various hydrocarbon constituents of petrols most have 
freezing points below —60°C., but the following are notable exceptions : 

Benzene -{- 5-5°C. 

p-Xylene -|- 13-2°C. 

Prehnitene — 4°C. 

Cyclohexane -b 6-5°C. 

However, these hydrocarbons are present in normal petrols to such a 
small extent that rarely if ever is a freezing point above — 50°C. en¬ 
countered. Trouble due to high freezing points are only likely to be met 
in practice in the case of petrol-benzole blends such as are used to obtain 
high anti-knock values. Thus Air Ministry Specifications D.T.D. 224 and 
230 impose maximum freezing points of—50°C. and —60°C. respectively 
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but in order to obtain the required anti-knock value it is only 
permissible to add aromatics. The most convenient source of aromatics 
is “ motor benzole ” which consists chiefly of benzene and which has a 
freezing point of —11°C. When this is blended with petroleum spirits 
it is generally found that 20—30 per cent, of benzole is sufficient to 
raise the freezing point of the blend to — 50°C. As cracked spirits are 
not acceptable by the clauses of the Specification this addition of 
benzole is often not sufficient to obtain the desired anti-knock value. 
One method that is adopted to overcome this difficulty is to employ 
refined coal-tar solvent naphtha, B.P. 125°—170°C., and which consists 
mainly of the xylenes and higher boiling aromatics instead of benzole. 
These higher aromatics have a higher anti-knock value than benzole 
itself. On the other hand base spirits with which they are blended 
must be rather more volatile than those used in blending with benzole, 
so that the blends may meet volatility requirements. 

As an anti-knock blending agent for aviation spirits toluene would 
appear to offer various advantages over benzene, both with respect to 
its slightly higher knock rating and its freedom from freezing. How¬ 
ever, it is less volatile than benzene and is more expensive because of the 
demand that exists for it in the chemical and explosives industries. 

Most of the fuel freezing troubles that occur in aircraft occur in the 
carburettor, where a large drop in temperature is brought about by the 
evaporation of the fuel. Often water present in the air passing through 
the carburettor is frozen out and accumulates in the carburettor throat. 

832. General Cleanliness and Freedom from Foreign 
Material.—Clauses requiring freedom from undissolved water and 
foreign material are almost invariably included in fuel specifications but 
their importance is often overlooked or given less attention than it 
deserves. 

In automobile operation, the accumulation of water and dirt on fuel 
line filters and the subsequent stoppage of fuel flow is a nuisance that all 
try to avoid, but in aircraft operation such an occurrence is dangerous 
and must be avoided at all costs. Therefore clauses demandiiig the 
absence of all foreign matters must be rigidly enforced. 

Further trouble may be caused by the separation of dissolved water 
from aviation fuels at low temperatures. 

833. Knock Rating Requirements of Aviation Spirits.— 

The desirability of high compression engines of high power output and 
low specific fuel consumption is nowhere so important as in aviation, 
and it is in this field that all the advantages of high compression engines 
are experienced to the greatest extent. 

There is no need to consider the effect of compression ratio upon 
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power output and fuel consumption in any detail here, as this has already 
been dealt with in Chapter XIV, but it is of interest to quote various 
figures in this connection. In the case of a Pegasus 9 ’cylinder radial 
aero-engine, manufactured by the Bristol Aeroplane Company, England, 
the increase in power output obtained by the use of fuels of different 
octane numbers at higher compression ratios is indicated in the follow¬ 
ing table. 7 


Table 193 . —Bristol “ Pegasus ” Amro-Engine. Eerect of Increased 

Full Knock Ratings 



Power Output 
JB.H.P. 

| 

1 

Fuel Consumption 

Fuel Octane 
Number 

Weight* 

Iba./B.H.P. 

Pints/B.H.P./H. 
at Normal 
Power 

Gallons /hr. 
cruising at 

400 H.P. 

73 

600 

1-7 

0-58 

28 

84 

650 

1-58 

0-52 

25 

87 

670 

1-54 

0-49 

23 

100 

760 

1-38 

041 

20 


In the case of supercharged engines, fuels of low knock rating impose 
a very definite limit to the degree of supercharge that may be employed. 
The following figures, given by Taylor 8 refer to American aero-engines 
and shew the brake mean effective pressures realized in supercharged 
engines when using fuels of various knock ratings. 


Number. 

B.M.E.P 

65 

130 

70 

142 

75 

153 

80 

165 

85 

177 

90 

188 

95 

200 


Besides the greater power output advantage of high knock rating 
fuels when higher compression ratios are used, there are other great 
advantages. Such fuels prevent cylinder overheating and so reduce the 
likelihood of cylinder distortion and piston seizure and they prevent the 
development of excessive explosion pressures. High knock rating fuels 
thus make a noteworthy contribution to engine reliability. When high 
compression ratio engines are used with suitable fuels further advantages 
are lower engine and exhaust temperatures. 

Aviation fuel specifications given later in this Chapter shew that the 


The weights of these engines are suitably adjusted for increased stresses. 
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aviation fuels now in general use in America and England have octane 
numbers of at least 73, while special fuels purchased by the American 
Army are rated as high as 92 octane number. 

834. Permissible Gum Contents. —The presence of gum in aviation 
fuels, even in very small amounts, constitutes a potential hazard. Con¬ 
sequently specifications are framed so as to impose very necessary 
restrictions in this direction. The troubles which may be caused by 
excessive gum contents may be divided into two main classes, those 
which lead to an obstruction in fuel flow, and those which result in 
choked inlet manifolds and sticking inlet valves. Both kinds of troubles 
are serious. When stoppage of fuel flow is caused by vapour locking 
this can often be cured by a lowering of altitude of a few thousand feet 
but when fuel flow becomes prevented by gum deposition in the fuel 
lines, fuel filters or gauges or in the carburettor jet, the blockage is 
permanent until it is cleaned out. Such a blockage may easily reduce 
the fuel flow to such an extent that a forced landing is imperative or it 
may prevent fuel reaching the engine at all. Sticking inlet valves are 
also dangerous in aircraft operation because they immediately reduce 
the power output of the engine and may cause further damage. For 
these reasons gum cannot be tolerated in aviation fuels in anything but 
the smallest quantities. Some specifications merely impose a limit 
upon the amount of existent gum in the fuel at the time of purchase, 
but others demand compliance with an accelerated ageing test as well. 
In some specifications aviation fuels are required to be free of cracked 
spirit and olefines because of the ease with which some of these sub¬ 
stances form gum (cf. British and American Aviation Fuel Specifica¬ 
tions). 

835. Sulphur Contents and Acidities. —Limits are imposed 
upon the sulphur contents and acidities of aviation fuels because these 
are considered responsible for corrosion troubles and because they are 
capable of reducing engine reliability. In general, however, the require¬ 
ments are no more stringent than those associated with normal auto¬ 
mobile fuels. 

836. British Aviation Fuel Specifications. —In April, 1923, the 
British Engineering Standards Association published specifications 9 
for motor spirit and aviation spirit, two grades of the latter being pro¬ 
vided for. These specifications have not been amended since their date 
of issue and are consequently out-of-date. Their requirements bear no 
relation to the quality of aviation fuels now sold in The United Kingdom. 

The two grades of aviation spirit specified are known as 720 grade and 
760 grade respectively, the first having a specific gravity at 15°C. of 
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0-720 to 0-740 and the second a sped tic gravity of 0-700 to 0-790. 
Tlie complete specifications are given in Table 194 and shew that, apart 
from specific gravity and the slightly different requirements with respect 
to volatility at 100°C., the major difference between the two grades is 
one of aromatic hydrocarbon content. The 720 grade is required to 
have an aromatic content of 12—25 per cent, by volume, and a toluene 
value of the aromatics of at least 10 per cent., whereas the 700 grade 
spirit must contain not less than 35 per cent, by volume of aromatics 
with a toluene equivalent of not less than 28 per cent. Therefore, the 
difference between the two grades is essentially one of anti-knock value. 
Toluene equivalents were specified as a means of ensuring anti-knock 


Table 194- -Biutisk LNcrmnuuNU Standards Association Aviation 
Fuel Siwoumcations. No. 321—1023 


Aviation Spirit 
Grade 720 


Aviation Spirit 
Grade 700 


1. General 


2. Specific Gravity 


8. Distillation 


4. Residua on Evaporation 

5. Sulphur Content 

6. Freezing Point .. 

7. Acidity . 

8. Aromatic Hydrocarbons 

9. Critical Solution 

Temperature in 
Aniline. 


10. Toluene Value of 
Aromatics A 


The aviation spirit shall bo clear, water white, 
and free from all visible impurities. It shall not 
contain more than traces of cracked spirit. 

At lf>°C. not less than At .15°0. not less than 
0-720 and not more than 0-700 and not more than 
0-740. 0-79. 

Below 75°0. Below 75°0. 

not less than 10% not less than 10% 

„ 10Q°C. „ 00% „ 100°C. „ 50% 

„ 140°C. „ 95%. „ 150°0. „ 90% 

Not more than 0-1% by weight and must bo of 
an oily nature. 

Not more than 0-05% Not more than 0-05% 
Below --00"G. 

Shall he free ol mineral acid. 

Between 12-20% vol. Not less than 36% 

After removal of aroma¬ 
tics, the residue shall have 
an aniline point not ex¬ 
ceeding 55°C. If it does 
exceed 55°0. the % of 
aromatics must be in¬ 
creased by 1% for each 
1°(J. in excess of 55°0. 

Not less than 10%. Not less than 28%. 


* Toluene value — -A- + y + y^ where 

x — % benzene in sample, y — % toluene in sample, 
z =s % xylene in sampfo. 
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quality, in the absence of standardized engine testing methods, and it is 
of interest to note that, in the work of The Empire Motor Fuels Com¬ 
mittee 10 on a Ricardo E.35 engine, a toluene value of 10 per cent, corres¬ 
ponded to an H.U.C.R. of about 5-2 and a toluene value of 35 per cent, 
to an H.U.C.R. of about 5-8, a difference of approximately 0-6 in com¬ 
pression ratio, equivalent to an increase in brake mean effective pressure 
from 132 pounds to 138 pounds per square inch. 

In the case of 760 grade aviation spirit, the minimum aromatic 
content is adjusted according to the quality of the non-aromatic portion 
as determined by aniline point, the higher the aniline point of this 
portion (i.e., the lower its knock rating) the greater the minimum 
allowable aromatic content. Thus in the case of the non-aromatic 
fraction having an aniline point of 55°C. or below, the minimum allow¬ 
able aromatic content is 35 per cent., but this figure is increased by 1 
per cent., for each 1°C. by which the aniline point of the non-aromatic 
portion exceeds 55°C. That is, if the aniline point is 65°C., the aromatic 
content must be at least 35 + 1 (65—55) = 45 per cent, by volume. 

It will be observed that these specifications only permit the presence 
of traces of cracked spirit, and allow total sulphur contents of only 
0 05 per cent. The 760 grade spirit must have a freezing point below 
—60°C., and contain not more than 0-01 per cent, of non-volatile material 
when heated on a boiling water bath for one hour. 

837. In June, 1930, the Air Ministry issued its now well-known 
specification for Standard Fuel for Aircraft Engines, Number D.T.D. 
134, 11 which included an engine test for anti-knock value instead of 
clauses requiring minimum contents of aromatics, etc. This specifica¬ 
tion is given in Table 195, and the chief points of interest concerning it 
.are as follows :— 

(1) The provision of a maximum front-end volatility limit and a 
minimum distillation recovery, to avoid troubles due to vapour 
lock, etc. 

(2) A maximum specific gravity of 0-79 at 15°C., to obtain 
a satisfactory aircraft performance in terms of cruising radius 
per unit weight of fuel. 

(3) The allowance of up to 0-15 per cent, of total sulphur (excluding 
free sulphur which must be completely absent). 

(4) The specification of a minimum anti-knock value. The 50/50 
Benzene-Hexane blend has an octane number of 74 when tested 
in an Armstrong Whitworth variable compression engine 
operating at 750 r.p.m., jacket temperature 50°C. and spark 
advance 12°. 
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Table 195.—Air Ministry General Specification Number D.T.D. 134 
Standard .'Fuel for Aircraft Engines 

June , 1930. 


1. General 


2. Specific Gravity 

3. Distillation 


4:. Residue, on Evaporation 


5, Sulphur Content 

6, Freezing Point 

7, Anii-hiocJt Value 


To consist of high grade petrol refined entirely from 
crude petroleum. Not to contain more tlian traces 
of cracked spirit. 

Must be clear, free from undissolved water, mineral 
acid and any other impurities. 

To obtain the required anti-lcnock value aromatics 
only may be added. 

Not more than 079 at 15°C. 

Below 5Q°U. not more than 5%. 

„ 75°C. „ less „ 5%. 

„ 100°C. „ „ „ 50%. 

„ 1RO°0. „ „ „ 90%. 

End Point—not above 190°C. 

Total distillate—at least 96 per cent. 

Not more 1 , than 0-01 per cent, by weight after 1 hour 
on a boiling water bath. Residue must be of an oily 
nature. 

Complete absence of free sulphur. 

Total sulphur not more than 0-15 per cent. 

Below—f>0°0. 

At least equal to a 50/50 mixture of Benzene and 
standard Hexane in a standard single cylinder engine 
running at 900 r.p.m. 

Standard Hexane. 

Boiling Range. At least 97% to distil between 
67-6° and 69-5°C. 

Density at 15°G. Between 0-G85 and 0-695. 

Aniline Point. (I.P.T. Method.) 

Before Sulphonation. Not less than 56-5°0. 

After Sulphonation. Not loss than 04°0. 


In October, 1933, Air Ministry Specification No. D.T.D. 134 was re¬ 
placed by two new specifications D.T.D. 224 and 230, the former re¬ 
ferring to 77 octane number fuel and the latter to 87 octane number. 
The main features of these specifications are shewn in Table 196. 

838. Properties of Aviation Fuels Marketed in Great Britain. 
—All aviation fuels used by His Majesty’s Services must comply to Air 
Ministry Specifications but the requirements for private aeroplanes and 
for some of the ’planes operated by Air-Line companies are not quite so 
stringent. In the latter cases ordinary marked grades of No. 1 spirits 
are often employed, while market benzole blends or blends of No. 1 
Spirits with varying amounts of benzole are very popular. The major 
oil companies operating in the United Kingdom market aviation spirits 
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Table 196.— Air Ministry Aviation Fuel Specifications, October, 1933 


1 


2 

3 

4 


5 


6 

7 


8 


D.T.D. 224 


D.T.D. 230 


Distillation Range 

Below 75°C. 

At 100°C. 

At 160°C. 

End Point 
Distillation Loss 
Total distillate 

Vapour Pressure (Reid) at 37-8 a C. 
(100°F.). 

Specific gravity at 15°C. 

Sulphur Content 


Gum. 

(a) Existent gum 


(b) Potential gum 


Anti-Knock Value. 

C.F.R Motor Method, but with 
a mixture temperatur Q of 260°F. 
Tetra-Ethyl lead content 


Freezing Point 


Not less than 10% 

Not less than 50% 

Not less than 90% 

Not to exceed 180°C. 

Not to exceed 2% 

Not less than 96% 

7 lbs. per sq. inch maximum 
0-79 maximum 

Complete absence of free sulphur 
when determined by the copper 
strip method and the total 
sulphur content shall not exceed 
0-15% by weight. 

Not to exceed 10 mgm. per 100 ml. 
as determined by the evaporative 
glass dish method. 

After 50 ml. of the fuel have been 
incubated at 35°C. for 20 hours, 
the increase of gum yield over 
and above the existent gum as 
determined by the evaporative 
glass dish method shall not 
exceed 10 mgm. per 100 ml. 


Not less than 77 
octane number 
nil 


Not above -50°C. 


Not less than 87 
octane number 
Not more than 4 
mis. of IT Ethyl 
fluid per Im¬ 
perial gallon. 
Not above-60°C. 


under their respective trade names and these may be purchased in cans 
or sometimes from pumps at road side garages. They are not, however, 
distributed widely and the sales of these grades must still be very low. 
The properties of such aviation fuels in the Summer of 1931 were as 
shewn in Table 197. 

839. American Aviation Fuel Specifications.—The first United 
States Government Specifications for aviation fuels were adopted 
October 2nd, 1918 and published in Bulletin No. 1 of the Committee on 
Standardization of Petroleum Specifications. These were modified at 
frequent intervals and the specifications in force at present are those 
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adopted October 21st, 1927. Revision of these specifications is now 
nnder consideration. 


Table 197.—Properties of Enultsii Market Aviation- Spirits. (Summer,1931) 




l 

2 

3 ! 

f 

1 

Sp. Gr. at 15°C. 

0-723 

0-737 

0-715; 

2 

Freezing Point °C. 

Below —C)0"C. 

Below - 60 n C. 

Below —60°C. 

3 

Elemental Sulphur 

nil 

nil 

< i- nil , 

4 

Total Sulphur .. 

0-01% 

0-015% 

0-013% 

5 

Corrosion Test; .. 

negative 

negative. 

negative 

f> 

Copper dish. 

Gum contents. 

mgs. /100 mg. 

Pyre.v dish 

0-0 

0-4 

0-4 


Copj) or dish 

1-4 

1-3 

0-9 

7 

J..P.T. Distillation. 

I.B.P. °0. 

49°C. 

45°C. 

37°C ! . 


% distillate at 50°C. 

nil 

0-5 

3-0 ; 


75°0. 

15-0 

130 

23-5 


100°0. 

(10-0 

59-0 

01-5 ■ 


I50°0. 

990 

93-0 

98-5 i 


F.B.P. °C. 

150°C, 

183°C. 

150-5°Cj 


Total Distillate .. 

99% 

99% 

98-5%: 

8 

Knock Eatings. 

A. W. Engine 50°C. 
Octane Number 

69-0 

69-4 

68-0 ■ 

9 

% Carbon 

86-40 

86-2 

80-1 


% Hydrogen .. 

13-58 

13-7 

i3-9 ; 


.11 /C Ratio 

1-89 

14)1 

1-94 


Details of the various changes made are evident from Table 198. 
In 1924 clauses limiting the unsaturated hydrocarbon content were 
dropped and a sulphur limitation of 0-1 per cent, (the same as for motoi 
fuels) imposed. Volatility requirements are still very mueh the same as 
they were in 1924. 

The United States Navy Department issued its first specification 
for aviation fuel on September 1st, 1917, mentioning only one grade, 
called “ Aeroplane gasoline.” On July 1st, 1919, this was replaced by 
specifications for two grades, namely—Domestic Aviation and Export 
Aviation, and on February 1st, 1921, the latter was replaced by a speci¬ 
fication for Fighting Aviation grade. The changes made' in the U.S. 
Navy department Aviation fuel specification from 1917 to 1928 are 
detailed in Table 199. 

Between September 23rd, 1932 and May 5th, 1933 this Department 
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has also been purchasing aviation gasoline (domestic grade) to the follow¬ 
ing specification :— 

General. Freedom from water and suspended matter. Aromatics 
may be added to an extent within the other clauses of the specifica¬ 
tion, but tetra-ethyl-lead is not allowed. 

Anti-Knock Value. 73 octane number. S.30 engine 900 r.p.m. Jacket 
temperature 190°C. (375°F.). 

Colour . At least 25 Saybolt. 

Corrosion. No grey or black corrosion in the copper dish test. 

Gum Test. After accelerated ageing at 100°C. for four hours under 100 
pounds per sq. inch oxygen pressure the gum content shall not be 
greater than 10 mgs./100 mis. 

Distillation. At least 10 % evaporated at 75°C. (167°F.). 

„ „ 50% „ „ 100°C. (212°F.). 

„ „ 90% „ „ 135°C. (275°F.). 

Residue 2% maximum. 

Vapour Pressure (Reid). 7 pounds per square inch at 37-8°C. (100°F.). 
No tolerance is allowed. 

Freezing Point. As indicated by the initial formation of solid shall not 
be higher than -G0°C. (-—7G°F.). 

Sulphur Content. 0-1% maximum. 

Further quantities of this gasoline blended to 83 octane number by 
the addition of not more than 3-5 mis. of tetra-ethyl lead per U.S. 
gallon, and further quantities blended to 87 octane number by the 
addition of not more than 5-0 mis. of tetra-ethyl lead per U.S. gallon, 
have been purchased. 

840. The United States Army also issue their own specifications 
covering various grades of aviation spirit. Of these those for the so- 
called Fighting-Anti-Knock grade arc of the greatest interest because 
they represent the latest development in aviation fuel specifications and 
demand exceptionally high grade material. In Table 200 the main 
requirements of the most recent specifications are detailed, that dated 
October 18th, 1932 (No. Y-3557-F) requiring a knock rating of 87 
octane number when tested in the S. 30 engine at 900 r.p.m. and 180— 
200°C. jacket temperature, and that dated April 10th, 1933 (No. 
Y-3557-G) demanding an octane number of 92, when examined in a 
C.F.R. engine.* The addition of tetra-ethyl lead, in amounts not 
greater than 6 mis. per U.S. gallon is permitted in order to obtain these 
very high knock-ratings. It will be noticed that both these specifica- 

* This is not a standard 0.3?.It. engine. See Chapter XVI, Paragraph 761. 
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If the gasoline is to be stored for more than 90 days from the date of delivery. ^ssmg p. 4®S 
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Table 200.— U.S. Army Specifications for Anti-Knock Fighting-Grade 
Aviation Spirits 


1 General 


2 


Anti-Knock Value 


3 

4 


Content of Tetra-ethyl 
lead 

Corrosion 


5 


Gum Content 


<5 

7 


Sulphur 
Distillation .. 

At 75°C. (167°F.) 
At 100°C. (212°F.) 
At 135°C. (275°F.) 


Residue 

8 Reid Vapour Pressure 

9 Freezing Point 


10 


Water Tolerance 


No. Y-3557-F. 
October 18th, 1932. 

87 Octane Number. , 

No. Y-3557-G. 

April 10th, 1933. 

92 Octane Number. 




Only gasoline consisting of a refined fraction of 
crude petroleum, natural gas or a mixture there¬ 
of will be considered. Tetra-ethyl lead and /or 
aromatic hydrocarbons may be added as speci¬ 
fied herein. 

The gasoline shall be free from water and sus¬ 
pended matter. 


Shall be not less than 
that of Reference Fuel 
C6* to which has been 
added I-l ml. T.E.L. 
per U.S. gallon. (S.30 
engine*) 900 r.p.m. 
180-200°C. jacket 
temp. 


Shall be not less than 
that of Reference Fuel 
C6* to which has been 
added 2'0 ml. T.E.L. 
per U.S. gallon. (C.F.R. 
Engine.)* 


6 mis. per U.S. gallon maximum. 

100 mis. of the gasoline evaporated in a polished 
copper dish shall cause no grey or black 
corrosion. 

After an accelerated ageing test at 100°C. with 
oxygen at 100 lbs. pressure for four hours, the 
gum content shall not exceed 10 mgs. per 
100 mis. 


0-1 per cent, maximum. 

Not less than 10 per cent, evaporated. 

KA 

» » ?3 UXJ » }} ;? 

90 

33 33 3 3 J5 )J J3 

The sum of the individual temperatures in °C. of 
the 10, 50 and 90 per cent, evaporated tempera¬ 
tures shall not be less than 260°C. 

2 per cent, maximum. 

At 100°F. (37-8°C.) [ At 100°F. (37-8°C.) 

6-5 lbs. max. | 7 lbs. max. 

As indicated by initial formation of solid not 
higher than —60°C. 

80 mis. of the finished fuel to he shaken with 
20 mis. distilled water at room temperature. 
After settling the volume of the aqueous layer 
must not increase nor decrease by more than 
2 mis. 


* See Chapter XVI. 
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tions contain a clause eliminating fuels containing water-soluble com¬ 
ponents, e.g. alcohols. This is necessitated by the fact that water dis¬ 
placement storage systems are used extensively in the Air Corps 
activities. 

The aviation fuels covered by these specifications are intended for 
use in hot running and high compression or supercharged engines. 

841. Quality of Aviation Spirit Sold in America.—It is believed 

that a comparatively small percentage of the total purchases of avijation 
fuel in America are made according to U.S. Federal Government Speci¬ 
fications, as the greater part of the spirit is consumed by the Military 
and Naval Services and commei*cial air lines which have their? own 
specifications. [ 

Regarding the use of tetra-ethyl lead in American aviation fuels, 
this material was used by the U.S. Navy Department as early as ,1924. 
At present commercial aviation spirits contain on the average, 2-2-5 
mis. per U.S. gallon, the range being 0-75 to 8 mis. For military 
gasolines the average is 3 to 4 mis., the range being 2 to 6 mis. ) Out¬ 
side the military services, aviation fuel of 87 and 92 octane number is 
in very limited use. ; 

About eighteen months ago the general manufacture of aero engines 
for operation on fuel of 80 octane number, or better, was started. 
Most of the U.S. Air Lines are at present specifying either 80 lor 83 
octane number, or intend to specify this requirement for any new 
purchases. The minimum knock rating of American aviation gasolines 
is about 73 octane number. 

842. Other Countries.—In Europe, benzole mixtures are used 
extensively as Aviation fuels by the Air line companies, particularly 
in Germany, Belgium and France. In France alcohol fuels containing 
up to 15 per cent, by volume of alcohol are used to a slight extent. 
No very stringent freezing point requirements are enforced and often 
fuels containing 50 or GO per cent, of benzoic are used, having freezing 
points of — 10°C. or higher. In winter months, however, the benzole 
content of these fuels is often materially decreased. 

848. Aviation Natural Gasolines.—Aviation natural gasoline is 
the term that is ordinarily used to denote an aviation fuel made ex¬ 
clusively from natural gasoline—the light hydrocarbon distillate re¬ 
covered from natural gas by the methods described in Chapter IV 
(Volume I). This type of aviation fuel is comparatively a new product 
and originated only about seven or eight years ago, but it has met with 
not inconsiderable success, and during 1929 accounted for about 20 
per cent, of the total aviation fuel sold in U.S. A. This is rather remarlc- 
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able as this type of product did not meet the U.S. Government aviation 
fuel specifications in force at this time with respect to front end vola¬ 
tility and, in the case of later specifications, with respect to vapour 
pressure. Aviation natural gasolines have been largely advocated by 
the Phillips Petroleum Company and by The Natural Gasoline Associa¬ 
tion of America. 


Properties of Aviation Natural Gasolines. 

(1) A.S.T.M. DISTILLATION CHARACTERISTICS. 

A comparison of the A.S.T.M. distillation curves of aviation 
fuels meeting the various U.S. Government and U.S. Army specifica¬ 
tions and those of typical aviation natural gasolines show that the 
latter have appreciably higher front end volatilities—that is, the 
5 per cent, and 10 per cent, temperatures are lower. This is shewn 
in Figure 231, in which curve No. 1 is a typical U.S. aviation spirit 
and curve No. 2 is a Phillips Petroleum Company Aviation Natural 
gasoline as described by Oberf'ell, Legatski and Parker. 12 


S60r 




SO SO AO '50 SO 70 60 90 100 

PER CENT VAP0URI5ESX 

Fro. 231. 
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A detailed comparison of these fuels is as follows :—- 


Table 201 


Aviation 

Aviation Fuel. Natural Gasoline 


Gravity°A.P.I. .. 


67-9 

75-0 

Recovery % 


98-8 

98-0 

Residue % 


0-6 

0-8 

Loss % 


0-6 

1-2 

I.B.P. °F. 


102 

102 

5% distillate °F. 


128 

114 

10% 


138 

117 

20% 


151 

122 

30% 


161 

129 

40% 


172 

137 

50% 


183 

147 

60% 


.195 

160 

70% 


209 

175 

80% 


228 

1.95 

90% 


260 

229 

95% 


288 

266 

End Point 


352 

329 

Weight lbs. per U.S. gallon 

5-91 

5-70 


Table 202.— Comparison op the Distillation Characteristics op Aviation 
Natural Gasolines with the Distillation Requirements op U.S. Government 
Aviation Fuel Speoipioations 



Domestic 

Aviation 

Grade 

Fighting 

Aviation 

Grade 

Fighting 

Aviation 

Anti-lmook 

grade 

Aviation 

Natural 

Gasoline 

Max. 

Min. 

Max. 

Min. 



5 per cent, condensed .. °F. 

167 

122 

149 

122 

_ 

__ 

115 

°C. 

75 

50 

65 

50 

— 

— 

411 

10'per cent. . . .. °F. 


— 

— 

— 

167 

— 

117 

°c. 

— 

— 

_ 

— 

75 ! 

— 

47-2 

50 per cent. . . .. °F. 

221 

.— 

203 

— 

212 

— 

147 

°C. 

105 

— 

95 

— 

100 

— 

63-9 

90 per cent. . . .. °F. 

311 

— 

257 

— 

275 

— 

234 

°G. 

155 

— 

125 

— 

135 

— 

112-2 

96 per cent. .. .. °F. 

347 

— 

302 

— 

302 

— 

278 

°G. 

175 

— 

1.50 

— 

150 

— 

136-6 

Distillation loss per cent. 

2-0 

— 

2-0 

— 

2-0 

- : 

1-2 

Recovery per cent. 

_ _ 

96% 

— 

96% 

— 

96% 

98% 

End Point .. .. °F. 

374 

— 

329 

— 

— 

— 

324 

°o. 

190 

— 

165 

— 

— 

— 

162-2 


A further comparison has been made by Alden and Parker 18 who 
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have compared the distillation characteristics of aviation natural with 
U.S. Government aviation fuel specifications, as shewn in Table 202. 
It will be noted that, except for the initial portions of the distillation 
curve, aviation naturals meet the specification requirements with a wide 
margin to spare. The superior volatility characteristics of these fuels 
is perhaps better shewn by a consideration of equilibrium air distilla¬ 
tion curves, which may be derived from A.S.T.M. distillation curves 
by the methods already described in Chapter XV. 

Figure 231 shews such curves plotted for the two aviation fuels 
whose A.S.T.M. distillation curves are also plotted in the upper portion 
of the graph. From such curves the following figures may be taken, 
and shew the marked difference in the volatilities at low temperatures. 



Normal 

Aviation 


Aviation Fuel. 

Natural. 

% vaporized at —60°F. 

nil 

22 

—40°F. 

19 

50 

—20°F. 

44 

73 

0°F. 

69 

91 

+20°F. 

88 

100 


Hydrocarbon Composition.—The marked difference between these 
two types of fuels is caused by their hydrocarbon compositions, which 
are approximately as follows :— 


Composition. 


Typical Aviation Typical Aviation 
Fuel. Natural. 


“ Butanes and lighter ” 

3-6% 

Pentanes 

15-8% 

Hexanes 

29-7% 

“ Heptanes and Heavier 55 

50-9% 


Less than 1-0% 

30 0% 
36-1% 
32-9 % + 


The high content of pentanes in Aviation Natural Gasoline is largely 
responsible for its abnormally high volatility. 


Vapour Pressure. —Aviation Naturals generally have higher vapour 
pressures than normal aviation fuels. Thus the Reid vapour pressures 
of the two fuels considered above are 9-7 pounds and 7-8 pounds per 
square inch at 100°F. respectively. Because of their high vapour pres¬ 
sures and high front end volatility aviation natural gasolines do not 
meet the requirements of the latest U.S. specifications but, doubtless, 
suitable fractionation will enable them to do so if part of the high pentane 
content is eliminated. 
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The Effect of Pentanes Content upon the Properties of 
Aviation Natural Gasolines.—The effect of a given amount of pen¬ 
tanes upon the vapour pressure measured at 100°F. is much less than 
the effect of the same amount of butanes. Thus 1 per cent, of pentane 
raises the vapour pressure approximately OT pounds and 1 per cent, of 
butane 0-5 pounds. Tliese and other effects of varying the hydrocarbon 
composition are shewn in Figures 232 and 233, reproduced from the 
published work of Oberfell, Legatslci and Parker. 12 



I'm. .‘232.- -The Ectect c>» Pentanes on ran Distii.t.ation Characteristics or Aviation 

Naturae Gahoi.tne. 


Numerous tests have been made under actual flight conditions to 
demonstrate the advantages of the peculiar properties of Aviation 
Natural Gasolines, and the Boeing Air Transport, Inc., adopted such a 
fuel for use on its line from Chicago to Salt Lake City in 1927, and from 
that date to the beginning of 1930 consumed upwards of three million 
gallons with apparent complete satisfaction. 

844. Future Developments in Aircraft Fuels.—Developments in 
.aircraft fuels likely to receive attention in the near future are many 
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and varied, but the following may be considered as among the most 
important— 

(a) The use of cracked spirits. 

(b) The use of high flash-point fuels in the normal type of internal 
combustion (petrol) engine. 

(c) The development of the aero Diesel engine. 



Fig, 233.— The Effect or Pentanes on the Vapour Pressures of Aviation Naturae 

Gasolenes. 

The Use of Cracked Spirit.—Up to the present cracked spirits 
have been rigidly excluded from aviation fuels because of their chemical 
instability and gum forming properties, the view" being held that their 
use constitutes a hazard, which it is the duty of aircraft users to avoid. 
Nevertheless, agitation for the use of cracked spirit in aviation fuels has 
occurred, statements having been made that the anti-knock requirements 
of aviation fuels are already such that they can only be met by a com¬ 
paratively small number of straight run spirits without the employ¬ 
ment of special anti-knock materials, such as benzole, coal-tar solvent- 
naphtha and tetra-ethyl-lead. The point remains, however, that the 
demand for high anti-knock aviation fuels, free from cracked spirit, is 
being met, and will continue to be met for some time, now that the addi¬ 
tion of appreciable amounts of tetra-ethyl-lead is permitted. More¬ 
over, the hydrogenation process will, in the near future, be in a position 
to satisfy any demand for perfectly stable aviation fuels of very high 
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knock-rating. On the other hand, the use of inhibitors to prevent gum 
formation may enable cracked spirits to be used to an appreciable extent 
but it would appear that this expedient is an unwelcome complication 
in this field. 

845. The Use of High Flash-Point Fuels.—Perhaps the greatest 
argument in favour of high flash-point fuels for use in aircraft is the 
elimination of the fire risk that is ever present when normal aviation 
fuels arc employed. The elimination of this fire risk would do much to 
popularize aircraft and to make the public at large more “ air-minded.” 
Two important attempts have been made to use such high flash-point 
fuels. One has made use of a white-spirit fraction to which tetra¬ 
ethyl-lead was added to give the requisite anti-knock properties. The 
other, which appears to be rather more important, is one of the out¬ 
comes of the adoption of the hydrogenation process. In this case 
fuels have been produced, as shewn hr Chapter VIII, which have flash¬ 
points as high as 107°F. (41*C°C.) and octane numbers above 90 at 
300°E. and which have a boiling range of 150° to 210°C. The satis¬ 
factory use of such fuels demands special carburetting arrangements 
because of their non-volatile character, but developments recently 
made in the use of solid injection indicate that this method is better able 
to use the valuable properties of such fuels. Conventional carburettors 
have many limitations and disadvantages. They demand a sufficiently 
high fuel volatility so that the latter may be vaporized into, and carried 
by, the air stream into the cylinders, and as a metering device for both 
air and fuel leave much to be desired. Moreover, they limit the 
volumetric efficiencies of engines on which they are used because of 
pressure drop through tlicir restrictions and actual mechanical load of 
carrying the fuel. 

846. For some time the idea of using the mechanical system of 
injection, as used in the Diesel engine, has been receiving attention, 
particularly in America, and much experimental and development work 
has been carried out. Mechanical fuel pumps are used to inject the 
fuel into the engine cylinders and the moment of injection is timed to 
take place at any convenient moment between the beginning of the suc¬ 
tion stroke and the end of the compression stroke. Generally better fuel 
economy and greater power is obtained by injecting after the closing of 
the inlet valve. In this way the fuel is metered mechanically and is 
distributed in exact quantities directly to the cylinder for which it is 
intended, thus overcoming all the distribution problems of the con¬ 
ventional carburettor. In some cases the fuel is injected into the air 
stream entering the cylinders. 

The advantages of this type of operation, are numerous. In the first 
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place the peak power output is increased from 10 to 20 per cent, due to 
increased volumetric efficiency and improved distribution. The engine 
becomes more responsive to variations in fuel supply because the fuel is 
handled mechanically and positively and the time lag of the carburettor 
is completely eliminated. Starting is also claimed to be improved, be¬ 
cause of the atomization obtained on injection. A further advantage, 
with particular regard to aviation conditions, is that freezing of the car¬ 
burettor at high altitudes is completely eliminated. 

Such a development is likely to play an important part in aircraft 
operation in the near future. The hydrogenation process is able to 
supply high flash-point fuel of very high knock-rating (up to 100 octane 
number) without the addition of tetra-ethyl-lead, and the use of 
mechanical fuel injection should materially increase the flexibility of 
aero engine operation. Manoeuvrability should also be considerably 
improved if a suitable automatic altitude compensating device can be 
devised. This is necessary to maintain the fuel-air ratio constant 
irrespective of altitude. 

However, one difficulty would appear to be the development of a 
suitable pump for the continued handling of non-viscous fuels. Such 
pumps must not wear appreciably during prolonged service, other¬ 
wise accurate metering of the fuel would not be possible and one of 
the main advantages of the system would be lost. There is, however, 
no reason to suggest that this problem will not be solved satisfactorily. 

847. Experimental work on the direct injection of fuel into spark 
ignition engines has been carried out by Taylor and Williams. 14 The 
engine used was a standard in. by 4| in. Co-operative Fuel Research 
engine coupled to a dynamometer and a Bosch cam-operated plunger 
type fuel pump driven through a planetary-gear drive, which permitted 
easy adjustment of the injection timing, was employed. The injection 
valve was of special design as shewn in Figure 234. The position of the 
spray valve with respect to the combustion chamber was arranged as 
shewn, the axis of the spray cone making an angle of 45° with the cylin¬ 
der axis. A shrouded inlet valve was employed to give various types 
and degrees of turbulence. 

Tests were carried out on aviation spirit, boiling range approxi¬ 
mately 40°C.—165°C., hydrogenation " safety ” fuel, 190°—310°C. and 
a straight petroleum distillate I.B.P. 240°C., 80% distillate at 316°C., all 
of which were examined at a compression ratio of 5 to 1, at full throttle 
and at 1,000 r.p.m. With the aviation spirit it was found that the best 
performance was obtained when injection began simultaneously with 
the closing of the inlet valve and under these conditions the power 
output increased 5—7 per cent, and the specific fuel consumption de¬ 
creased 6—11 per cent, as compared with a carburettor. The heavier 
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fuels, surprisingly enough, had a wider range of injection timings than 
the aviation spirit and could be injected at the low compression ratio of 
4 :1, as late as 110 degrees after bottom centre, whereas aviation spirit 
could not be injected later than 90 degrees without misfiring. However, 



234.— Details ok Injection Valve and its Position in tiie Cylinder Used by 
Taylor and Williams. 

( Courtesy, Editor, Journal of the Society of Automotive Engineers.) 


with injection later than bottom centre, a fair degree of directed tur¬ 
bulence was found essential to give proper distribution of the fuel 
through the combustion space and to assure homogeneity of the charge 
to obtain good combustion. The results obtained with the three differ¬ 
ent fuels are shewn in Figure 235. 

Announcements have been made 1S to the effect that the Pratt and 
Whitney Aircraft Company of East Hartford, Connecticut, have been 
successful in perfecting the fuel injection mechanisms so as to be able to 
benefit by these advantages and that a Series A-2 Hornet engine has 
been fitted with the requisite gear and has passed its rigid fifty hour block 
test. This engine has proved itself efficient in flight tests. 

848. The Development of the Aero Diesel Engine—Great efforts 
are at the present time being made to develop Diesel engines suitable for 
use in aircraft because of the following arguments in favour of the Diesel 
engine in this sphere. 16 

(1) Elimination, or at least reduction, of the fire risk in the event of a 
crash. 
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(2) Elimination of the magneto—which causes interference in radio 
communication. 

(3) Increased range, due to the lower fuel consumption under all con¬ 
ditions and more particularly at cruising speeds. 

(4) Greater reliability due to the freedom from electric ignition 
apparatus and the employment of a cooler engine generally. 

(5) Reduced cost of fuel. (As Diesel fuel becomes used to a greater 
extent, its cost will of course rise.) 



BEGINNING OF INJECTION 
CRANKSHAFT DEGREES AFTER BOTTOM CENTRE 

Fig. 235.—The Effect of Injection Timing on the Pebfoemance of Various Fuels 
with Direct Injection at 1,000 r,p.m. and Compeession Ratio 5—1. Spaek Adjusted foe 
Maximum Powee. (Tayloe and Williams.) 

For long distance bombing planes and planes used for troop carrying, 
the Diesel engine has much to commend it, but the fact that it is about 
50 per cent, heavier than a petrol engine of the same power will probably 
prevent its adoption on fighting planes which must have high manoeuvr¬ 
ability. For commercial aircraft pay load is a vital consideration and 
Ricardo 18 has stated that at present the pay load of an aeroplane and the 
weight of its engine are in the ratio of about 2 to 1. If therefore, 50 
per cent, is added to the weight of the engine, the earning capacity of the 
machine is reduced by 25 per cent. Against this the reduced weight of 
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fuel carried does not count for much, for, except in oversea flights, there 
is no reason why the commercial plane should not land and replenish 
its fuel tanks at frequent intervals. We are thus left with the outstand¬ 
ing argument of the fire risk—which cannot be assessed in any quantita¬ 
tive terms. The privately owned light aeroplane, built entirely for 
pleasure, is in a different category as in this case pay load is of little or 
no importance. 

During 1929 an aeroplane fitted with a Packard nine cylinder static 
radial air cooled Diesel engine made successful cross country flights in 
America. The engine subsequently passed the U.S. Army 50 hour en¬ 
durance acceptance test. It was rated at 225 II.P. at 1,900 r.p.m. 
and weighed 510 lbs., i.c., 2-26 lbs. per II.P. The maximum cylinder 
pressure was stated to be about 1,200 lbs. per sq. inch. Since 1930, 
however, very little has been heard about this engine. Several freight 
planes in Germany are equipped with Junkers Diesel engines. These 
engines are water cooled, with two opposed pistons working in each 
cylinder and two crankshafts geared together. There are six cylinders 
of 120 mm. bore arranged vertically in line and the engine, which is of the 
2 stroke variety with direct injection, is rated at 720 13.II.P. at 1,700 
r.p.m. The weight of the engine is 800 Kg., that is, 2-34 lbs. per B.H.P. 
and the fuel consumption 0-371 lbs. per B.H.P. hour. 

Important trials have recently been made by the Air Ministry with 
Messrs. Napier & Sons 5 modified designs of the German “ Junkers 
Jumo ” compression ignition aero engine. These have been successful. 
These new engines, the “ Culverin ” of 720 h.p., and the “ Cutlass ” of 
550 h.p., are stated to weigh about 2-25 lbs. per h.p., with a fuel 
consumption at the most favourable mixture strength of about 0-35 lb. 
per B.H.P.H. 

Towards the end of 1932, the Air Ministry issued some particulars 
regarding the first British Diesel aero engine. This is a Rolls-Royce 
Condor engine, strengthened where necessary to take the increased 
stresses due to raising the compression ratio from 6-5 to 12-5. The 
maximum explosion pressure is 900 pounds per square inch and the out¬ 
put 500 B.II.P. at 1,900 r.p.m. The weight of the engine is 3 lbs. per 
B.H.P. representing an increase in weight over that of the petrol engine 
from which it was developed of less than 10 per cent. Flight tests were 
reported to be in progress in a Hawker “ Horsley 55 aeroplane, during 
which it was hoped to investigate the extent to which the radiator and 
the weight of cooling water could be reduced as compared with petrol 
engines. 

The Bristol Aeroplane Company (England) have recently announced 
their “ Pheonix,” 9 cylinder air-cooled radial diesel engine. This 
engine has been fully tried out on the bench and in actual flights. 
Starting is easy and the general performance of the engine has given 

420 




Era. 230.-- Sinn View of Bristol Pikknix Bamal Diesel Aero Engine. 
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satisfaction. It is designed on the same general lines as the “ Bristol ” 
Pegasus engine and has the same capacity, viz. 28-7 litres. It works on 
the usual 4-stroke cycle. The maximum power output is 400 B.H.P. 
and the cruising power available at normal R.P.M. of 1,900 is 350 ILP. 
while the nett dry weight is 990 lbs., and the overall diameter 53 inches, 
or 2 inches less than the “ Bristol ” Pegasus. Compared with this 
engine, the Phoenix Diesel Engine has the same weight, but gives a 
one-third less power output and has a 25 per cent, lower fuel consump¬ 
tion. A view of the engine is given in Figure 236. 

Diesel engines have also been used in airships, where the question of 
weight is not quite so important. In this country the Beardmore water- 
cooled 4-cycle direct injection engine has been used for this purpose. 
This engine has 8 cylinders 8J ins. by 12 ins., is rated at 650 B.II.P. 
at 1,000 r.p.m. and weighs about 8 lbs. per B.H.P. 
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CHAPTER XIX 


AUTOMOTIVE DIESEL ENGINES AND DIESEL OILS 

850. Introduction.—The term “ Diesel engine ” is now universally 
accepted when reference is made to the modern type of high speed 
compression ignition engine which has been developed from the older 
Diesel engines operating at much lower speeds for use in propelling 
motor vehicles. 

Various opinions have been stated regarding the possible future use of 
compression-ignition engines for this purpose, some authorities assert that 
in a few years’ time most motor coaches and heavy lorries will be so 
equipped and others go so far as to predict that such engines will entirely 
displace the petrol engine in all types of motor vehicles. Both in the 
United Kingdom and on the Continent, much development work on the 
Diesel engine has been carried out during the past few years and a large 
number of high speed engines for use in the heavier types of motor 
vehicles have been produced. These have been in service for some time, 
and, on the whole, have given complete satisfaction. 

The interest shown in the automotive high speed Diesel engine has 
been mainly brought about by the high import duties on motor spirits 
and the consequent high cost of such fuels to the consumer. In 
the case of large transport concerns, such as London Transport, 
the high cost of motor fuels has appreciably reduced their profits 
and naturally they have given considerable encouragement to the 
development of engines using cheaper fuels. 

In the absence of petrol import duties, that is, if petrol were sold in 
this country at (H—10 pence per gallon, there would be far less interest 
shown in the Diesel engine, although the greater efficiency of the 
latter and the greater calorific value of Diesel oil per gallon as compared 
with petrol would result in definite savings in fuel costs. On the other 
hand, the future development of high speed Diesel engines in the United 
Kingdom will be appreciably hindered by the recent imposition of Id. 
per gallon tax on Diesel oils, etc., and by the greatly increased taxes 
on Diesel driven vehicles which became effective on January 1st, 1934. 

A further point is that, as the demand for a satisfactory 
high speed Diesel fuel becomes appreciable, the price of the latter 
is bound to increase. The increase in price that will result will be 
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dependent upon the demand and will also be governed by the nature of 
the oils required as being most suitable. 

With regard to the quality necessary in high speed Diesel engine 
fuels, at the moment only oils of predominantly paraffin-base type are 
really satisfactory, others causing combustion shock and high maximum 
pressures. Unless engine improvements are made whereby the use of 
naphthenic and aromatic oils is made possible, it is likely that a shortage 
of suitable fuel will result. On the other hand, it seems probable that 
engine design will proceed in such a way that engines will become less 
sensitive to fuel quality than they are at the moment. Noticeable 
improvement has already been made in this direction, but it would 
appear that some time must pass by before such highly aromatic oils 
as coal-tar fractions, creosote, etc., can be considered as possible Diesel 
engine fuels. 


The Diesel Engine Cycle 

851, Before the advent of the Diesel engine, all internal combustion 
engines had relied upon volatile fuels, for liquid fuels could be utilized 
only after they had first been vaporized to a gaseous state. The heavier 
petroleum oils, in virtue of their high boiling point and chemical in¬ 
stability cannot be vaporized completely without thermal decomposition 
taking place and, hence, have to be introduced into the cylinder in the 
liquid state. 

The essential principle of the Diesel engine is the compression of the 
air within the cylinder to a temperature and pressure such that, when 
the liquid fuel is injected, it is either burnt or else already in the process 
of being burnt, before it has time to reach, and deposit upon, the re¬ 
latively cold walls of the cylinder or piston. In the petrol engine, the 
fuel is present, mixed with the air, during the compression stroke and 
imposes a limit upon the compression ratio which may be employed, this 
limit being determined by the chemical stability and ignition tempera¬ 
ture (i.e., knocking tendency) of the fuel. In the Diesel engine, however, 
air alone is compressed, to a pressure of about 450 pounds per square 
inch and to a temperature of the order of 600°C. Into this highly com¬ 
pressed and heated air the fuel is injected in the form of a fine spray at 
just such a rate that it shall, by its binning, maintain the pressure more 
or less constant during the first portion of the outward stroke, after 
which the supply of fuel is discontinued and expansion proceeds in the 
usual manner. The satisfactory operation of the engine depends en¬ 
tirely upon the introduction and distribution of the fuel in the engine 
cylinder. 

It will be apparent that in order to obtain complete combustion of 
the fuel, the latter must be evenly distributed throughout the air in the 
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combustion chamber, so that the fuel particles may, in the short time 
available, find enough oxygen for their combustion. When air injection 
is employed, i.e., when the liquid fuel is sprayed into the cylinder by 
means of highly compressed air, it is comparatively easy to pulverize 
the liquid fuel and to distribute it. There are, however, serious objec¬ 
tions to the use of such an arrangement on engines intended for auto¬ 
mobile propulsion, foremost of which is the cost and complication of the 
air compressor necessary, which consumes about 10 per cent, of the total 
power output of the engine with which it is used. 1 When fuel injection 
is accomplished without the use of compressed air, it is referred to as 
“ air-less ” or “ solid ” injection. In this case, the fuel is injected by a 
suitably timed valve pump under a pressure so great that it can be both 
pulverized and distributed by its passage, at high velocity, through the 
injection nozzle without the help of air. This method, although much 
simpler and far less cumbersome than the air injection system, is, how¬ 
ever, not free from troubles. The fuel has to be injected into the 
cylinder during the latter part of the compression stroke when the 
pressure existing therein is in the neighbourhood of 30 atmospheres. 
High fuel-line pressures arc therefore necessary. Moreover, in order to 
obtain good fuel distribution within the cylinder, the fuel must be 
broken up into very fine particles, but, unfortunately, the finer the 
particles, the sooner they lose their impetus gained on passing from the 
fuel nozzle and are borne down by the resistance of the compressed 
atmosphere within the cylinder. Solid injection therefore involves 
many compromises. In nearly all the small high speed Diesel engines, 
distribution and in some cases, pulverization also, is assisted by setting 
the air within the cylinder in violent motion, on the principle that it is 
easier for the air to find the fuel than for the fuel to find the air. In all 
cases, of course, the air inside the cylinder is already in a state of 
turbulence, due to the velocity it has acquired in entering the cylinder, 
but in the case of solid-injection engines, it is usual cither to supplement 
this turbulence by forcing it through a restricted passage during com¬ 
pression, or to exchange the irregular turbulence for an orderly rotational 
swirl. The former method appears to be favoured when poppet valves 
are used and the latter when the air is admitted to the cylinder through 
ports, as in the case of sleeve-valve or two cycle engines. Whichever 
is used, it is necessary to keep the relative motion between the burning 
fuel particles and the air as rapid as pos sible to give the fuel a sufficiency 
of oxygen. 

852. Ignition in the Diesel engine is procured by compressing the 
air charge in the cold cylinder to a temperature well above the self- 
ignition temperature of the fuel. To ensure starting from cold, com¬ 
pression pressures of the order of 450 lbs. per square inch were at one 
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time required, with the risk of higher pressures in the event of accidental 
early injection or other mishap. This necessitated a somewhat heavy 
and costly engine, and attempts were made to reduce these starting 
pressures. An engine, in which a part of the combustion space was left 
uneooled and allowed to reach a high temperature was therefore 
developed. A much lower compression pressure, of the order of 150 
lbs. per square inch, was possible and the necessary high temperature 
needed for ignition was obtained by the help of heated surfaces, or hot 
bulbs, in the combustion chamber. 

A few years ago the surface ignition type of engine was in extensive 
use, but various considerations such as lack of flexibility with regard to 
load and speed, rough running due to uncertain time of ignition and the 
liability of uncooled combustion chambers to crack, led engine builders 
gradually to abandon this design. Slowly the compression ratio has been 
raised and the area or temperature of the uncooled surface reduced. 

Combustion in the Diesel Engine 

853. The process of combustion, or oxidation, which occurs in the 
Diesel engine, is very complex and is more complicated than, petrol 
engine combustion because liquid fuel is injected into the cylinder. 
On injection, oxidation of the fuel first takes place very slowly, but 
because of its exothermic nature, the reaction accelerates and soon 
reaches a point when the rate of heat generation by the oxidation is 
greater than the rate of heat dissipation, and a flame is established. Of 
much importance in this connection is the so-called Spontaneous 
Ignition Temperature (S.I.T.) of the fuel, because if this is very much 
above the temperature of the compressed air into which it is injected, it 
will not ignite at all or else will only ignite after the lapse of an appreci¬ 
able interval of time, the so called “ Delay Period.” The shorter this 
interval, the better the engine performance obtained, but it is not 
possible to eliminate it altogether. There must always be a short delay 
period. 

One obvious method of reducing the delay period between fuel in¬ 
jection and ignition is to increase the compression ratio, because this 
raises the compression temperature and, moreover, increases the ease of 
starting. There is, however, a limit to which the compression ratio may 
be raised because of the resulting higher maximum pressures and the 
extra engine weight made necessary to cope with this. These points are 
dealt with later in discussions on Diesel engine fuels. 

The variation in air temperature and the variation of the S.I.T. of 
the fuel during the compression stroke of a Diesel engine is shown in 
Figure 237. The figures are only approximate and are based on the 
well known work of Professor Neumann. 2 Once the delay period is 

425 



§854 MOTOR FUEL PREPARATION AND APPLICATION 

over and ignition is established, the rate of burning depends principally 
upon the rate at which each nucleus of flame can find fresh oxygen 
to keep it burning, in other words it depends upon the intimacy of 
contact between the air and the fuel. The fuel injected in the first part 
of the injection comes in contact with air which is at a temperature only 
a little above its S.I.T., and the delay period is more or less pronounced. 
However, that part of the fuel injected later meets air which has become 
heated to a much higher temperature by the ignition of the fuel injected 
during the earlier part of the injection, so that this portion of the fuel 
burns straight away, almost as soon as it leaves the injection nozzle, 
even though a part of the air charge in the cylinder has already been 
used up. 



DEGREES OF CRFINKaHRPT 

Pro. 237. —Curves Shewing the Variation in Air-Temperature and Spontaneous Ignition 
Temperature air a Fu el During tiim Compression Stroke op a Diesel Engine. (Bicardo.) 

854. If the rate of burning could be made closely to follow, at a very 
short interval, the rate of admission of the fuel into the cylinder, the 
latter could be controlled so as to maintain a nearly constant pressure 
during the period of fuel injection. This may be nearly possible with 
air injection engines, but is not possible with solid injection, and, in this 
case, the combustion may be considered as taking place in three distinct 
stages. First of all there is the delay period, or as it is sometimes called, 
the “ignition lag,” during which fuel is admitted but does not ignite. 
This is succeeded by ignition accompanied by a period of very rapid 
pressure rise. At tlie end of this second stage the temperature and 
pressure are so high that any fuel remaining to be injected during this 
period burns as it enters the cylinder and any further pressure rise can be 
controlled. These three separate stages are numbered 1, 2 and 8 in 
Figure 238, which shows an artificial indicator diagram in which the 
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pressure time curve has been given an angular form in order to show up 
the distinct phases. By comparison with Figure 230, the three stages 
can be quite well distinguished upon the experimental diagram. 



CRANK ANGLE 


Fig. 238.—Diagram Shewing the Three 
Phases oe Combustion in Com- 
tression Ignition Engines. 



Fig. 230.—Actual Indicator Diagram 

TAKEN ON A COMPRESSION 

Ignition Engine. 


It will be obvious that, for any given injection timing, the pressure 
reached during the second stage will depend upon the duration of the 
delay period, since with longer the delay, the more rapid and the higher 
the pressure rise, since more fuel will be present in the cylinder before 
the rate of burning comes under direct control. Such control may be 
exerted by admitting the fuel slowly at first. In all cases, the aim is to 
keep the delay period as short as possible, both for the sake of smooth 
running and in order to maintain control over the pressure changes, 

“ Roughness ” of running is a factor of great importance in Diesel 
engine operation, and in extreme cases is characterized by what has come 
to be described as “ Diesel knock,” or “ combustion shock,” a hammer- 
like blow very similar to that produced by knocking in a petrol engine. 
This causes rapid wear of any gears through which the load is trans¬ 
mitted and damage to connecting rods and main bearings. It has been 
shown by experiment that “ roughness ” is not dependent upon the 
maximum pressure in the cylinder, but that it is closely associated with 
the rapidity of the pressure rise during the second stage of the combus¬ 
tion process. On the other hand, engines must be designed to withstand 
maximum pressures without risk of breakdown. 


Fuel Injection Systems 

855. Fuel injection systems may be divided into two classes, (1) 
Storage systems and (2) Timed-Pump or Jerk-Pump systems. 

In the first class the fuel is compressed to the desired injection pres¬ 
sure and delivered to a fuel line in which are the injection nozzles of the 
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cylinders. The nozzles are closed by a mechanically controlled valve 
and the opening of this valve times the fuel charge to the cylinder. 

With the full pressure maintained constant the charge is metered 
either by controlling the time during which the fuel valve is open or by 
varying the valve lift. Another design meters the charge by varying the 
pump pressure while maintaining the valve lift constant. With the 
storage system only one pump is used and any variation in the pump 
discharge does not affect smoothness of running. There may, however, 
be variations in injection timing and metering from irregularities in the 
fuel valve mechanism. The valve lift is very small and wear must be 
negligible while temperature effects may have serious results with an 
engine which is sensitive to small changes in injection. The fuel valve 
must seat itself accurately if waste of fuel is to be prevented. 

Separate pumps for each cylinder are required for the Jerk-Pump 
system or a fast running pump and a distributor. Even metering can be 
obtained by the latter design, but there is a risk of leakage. Pressure 
waves and air pockets resulting in a secondary discharge cause dribble, 
and valve lift is sluggish. When air finds its way into the fuel, misfiring 
may result and timing may vary, due to air locking. These are the ob¬ 
jections which must be overcome in order that the Jerk-Pump system, 
may function efficiently. 

The type of spray produced by the injection nozzle has been studied, 
the velocity and discharge coefficients determined and the size of the oil 
drops has been measured with some degree of accuracy. 

Tlic shape of the spray, its power of penetration and its degree of 
atomization arc effected by the nozzle and these factors must be con¬ 
sidered together when designing a nozzle orifice. The penetration, 
which depends upon the length of the orifice, the diameter of the outlet 

and the pressure of the fuel, increases with an increase in the 

diameter 

ratio, whilst atomization increases with increased pressures and with a 
decrease in this same ratio. 

It has been pointed out previously that the more fully atomized 
a fuel is, the sooner will the particles lose their impetus. Thus, atomiza¬ 
tion and penetration are opposed and in order to obtain efficient working 
a compromise is necessary. The best possible atomization for a given 
penetration should be the objective. 

856. The majority of direct injection systems require the maximum 
distribution of oil spray from the injection nozzle. The plain parallel 
sided hole gives a spray angle varying from 12° to 15°, the pressure 
required is very high, and the spray is considerably affected by varia¬ 
tions in workmanship. An increase in distribution can be obtained by 
the use of multiple hole nozzles, but due to the fact that these holes must 
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of necessity be small there is a loss in penetration with the consequent 
risk of choking. These holes are difficult to drill and the cost of 
the nozzle is high. Assuming that the degree of penetration remains 
sufficient a wide distribution depends mainly on the angle of the spray 
cone. 

This angle may be increased in various ways by the use of (1) an 
annular orifice, (2) a lip orifice or (3) by employing a centrifugal spray. 

When an annular orifice is used, the effect is increased and a finely 
atomized hollow spray results. Erosion and coking may be the cause 
of trouble, but if the pin, which should be accurately centred, is part of 
the injection valve, the movement of this pin tends to free itself from 
carbon, and gives an even discharge of fuel into the cylinder. 

The lip valve gives a finely atomized and broad spray, which is, how¬ 
ever, thin, and the penetration is not great. 

A centrifugal spray is induced by spiral flutes placed in the oil 
passages of the centrifugal nozzle. A rotational speed of 7,000,000 
r.p.m. is theoretically attained with a 45° spiral and a 0-02 in. orifice at 
S,000 lbs. injection pressure. The friction loss is heavy and if this is to 
be reduced the passage should be short. 

A decrease in the angle of the centrifugal jet spray is noticed with an 
increase of combustion chamber pressure and an increase in the angle 
with increase of injection pressure. This is, of course, contrary to the 
spray from a simple orifice which shows an increase of angle with an 
increase of combustion chamber pressure and a decrease of angle with 
an increase of injection pressure. Under test conditions, a centrifugal 
jet showed a decrease of penetration of 23 per cent, as compared with a 
simple spray from an orifice of the same diameter. 3 

Investigations made on the mechanism of the formation of a spray 
show that the spray does not leave the nozzle fully formed but 
that an appreciable distance is covered by the fuel before the spray 
formation becomes visible. Highly turbulent flow through the nozzle is 
assumed, so that eddy motion prevails throughout the fluid stream, and 
it is considered that on leaving the orifice these eddies separate and an 
atomized spray is produced. 

An alternative theory is that small particles of the liquid are lost to 
the air in the form of fine ligaments joined at one end to the main mass. 
These ligaments are rapidly severed and by the action of surface tension 
form a spherical drop. In effect, atomization would appear to resemble 
the explosion of the liquid into fine droplets and these ligaments must, 
therefore, be very short lived. 4 

An application of Lord Rayleigh’s 5 work on the collapse of liquid 
columns assists in the explanation of this phenomena. 

857. The development of a large number of pumps of different 
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designs resulted from the necessity for timing and metering the charge. 
The following classification will give an idea of their diversity :— 


Pump. 


Part of Plunger 
Stroke used. 


Start fixed Start and end 

end of stroke of stroke 
bypassed. bypassed. 


Valve Port 

Type Type 

(Gardner). (Bosch). 

It may be stated generally that for high speed work more satis¬ 
factory results will be obtained if the middle of the stroke only is 
used, bypassing the delivery at the beginning and the end of the stroke 
through ports which may be controlled by valves or by the plunger 
itself. 

Farmer and Alcock 0 have studied the flow of the fuel charge from the 
pump into the combustion chamber, and in addition to taking indicator 
diagrams have propounded a mathematical analysis of the process. 

858. The Bosch Fuel Injection System.—The Bosch fuel pump 
and fuel injection nozzles arc among the best known and most widely 
used for high speed C.I. engines and have been adopted for several 
British Commercial vehicles. 

The Bosch fuel pump belongs to the “ single plunger per cylinder ” 
constant stroke type, and gives accurate metering and timing of the 
fuel at all speeds and loads ; the quantity of fuel injected per stroke on 
multicylinder engines is identical for each cylinder. Each pump em¬ 
bodies a special anti-dribble device and the pumps are of simple and 
robust construction. The Bosch pump is made for 2, 4 or 6 cylinder 
engines, and in different models the plunger diameter varies from 
0 mms. to 10 nims., the stroke being kept constant at 10 mms. and 
the outputs vary from 100 to 280 cubic millimetres per stroke. 

Each pump element consists of a steel plunger which is a piston fit in 
the barrel and which is provided with a suitable guide and tappet roller 
which bears on a cam, as shown in Figure 240. 

There is also a discharge valve fitted at the upper end of the barrel. 
Fuel is supplied from a tank and flows through a suitable filter to the 
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Whole of Plunger 
Stroke used. 


Variable rate Variable Plunger 
of Plunger clearance 

lift (Dormer). (McLaren). 


Valve Port Type 
Type (Beardmore). 
(Ricardo). 


Spring Injection 
(Blackstone). 
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fuel inlet connection and keeps the common suction chamber in the 
pump casing always flooded with clean fuel, whence it can readily be 
drawn into the pump barrels of the various elements through the two 
small ports provided. To enable the pump to vary the quantity of fuel 
delivered per stroke, the plunger is provided with a vertical channel as 
shown in Figure 241, extending from its top edge to an annular groove, 
a little way down the plunger length. External means are provided 
whereby the plunger can be rotated slightly in its barrel while working. 



Fig. 240.—Section through the Bosch Diesel Engine Fuel Pump, 
{Courtesy, C. A. V. Bosch, Ltd.) 


12 3 4 5 



Fig. 241.—Section- through the Bosch Fuel Pusie Plunger and Barrel. 

{Courtesy, C. A. V. Bosch, Ltd.) 


The operation of a two cylinder pump is illustrated in Figure 240. 
When the pump element is at the bottom of its suction stroke the 
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two small ports are open through which the fuel can be drawn, thus 
filling the pump barrel. On the next delivery stroke the plunger 
displaces fuel back through the two small ports until its top edge covers 
them, so that the remaining fuel is passed out through the delivery 
valve, via the connecting piping, to the nozzle in the engine cylinder. 
Because the plunger is of constant stroke, its top edge always covers 
the ports in the pump barrel at the same position of the cam rotation, 
so that the commencement of fuel injection at the nozzle is always 
the same relative to the position of the engine crank. As long as the 
ports arc kept covered by the plunger, the pump continues to inject 
fuel at the nozzle, but before the plunger reaches the top of its stroke, 
the helical edge of its annular groove uncovers the right hand 
port, which enables the enclosed fuel to take the path of least resistance 
(via the vertical channel and annular groove in the plunger) back 
through the port in the barrel to the common suction chamber. The 
position of the plunger at which the helical edge will uncover the 
port is adjusted by rotating the plunger through a certain angle axially 
by means of a toothed quadrant. This is clamped to a sleeve having 
slots engaging the lugs of the plunger at its lower end. The quadrant 
meshes with a rack provided on the control rod, which embraces the 
whole of the pump elements in the unit. It is coupled externally to 
the governor or hand control by suitable links. 

Anti-Dribble Device.—When the helical edge of the pump plunger 
uncovers the port in the pump barrel near the end of the delivery 
stroke, tlic pressure of die fuel is immediately reduced so that the delivery 
valve at on.ee drops on its seating, thus cutting off communication 
between the pump and the nozzle. Tlic delivery valve also performs 
another function, namely that of releasing tlic pressure in the pipe. The 
effect of this is to cause the nozzle valve in the fuel nozzle to “ snap ” 
on its scat, tlms suddenly terminating the spray of fuel and eliminating 
dribble. 

The Bosch fuel pump also embodies an injection advance device 
for varying the fuel injection timing. 

859. Bosch Fuel Nozzles.—These are suitable for injection pres¬ 
sures of 900 pounds per square inch and upwards and are normally sup¬ 
plied in two distinct t ypes, i.c., Pin and Hole nozzles. 

The complete nozzle consists of two parts, the nozzle valve and the 
nozzle body. The nozzle valve is formed as a circumferentially grooved 
barrel which at its lower end is reduced to form a valve face and 
ends in the “ Pin ” which projects through the mouth of the nozzle 
body. Fuel is fed to the nozzle mouth by means of small tunnels bored 
in the nozzle body, which terminates in a small reservoir just behind the 
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face of the nozzle valve seat. As the nozzle valve is a highly ground 
plunger fit for the nozzle body, these two parts are not interchangeable. 

The pin nozzles will give spray angles of 4°, 6°, 8°, 15° and 80°. 
Hole nozzles are supplied with from 1 to 7 holes with hole diameters 
from 0-2 nun. upwards. 

The nozzle valve is kept on its seat by means of a valve spring and a 
spindle, as shown in Figure 242. The pressure at which the nozzle 
valve will lift depends upon the amount of compression placed on the 
spring, which is adjustable by means of a compression screw. A feeling 
pin passes through the centre of the compression screw, which enables 
the functioning of the nozzle valve to be felt with the finger while the 
engine is running, slight shocks indicating that the nozzle is in opera¬ 
tion. Any slight leakage of fuel which may accumulate above the valve 
can be led aw r ay to a drain tank by means of a pipe connection to the 
leak off nipple stud. 



[Courtesy, C. A. V. Bosch, Lid.) 


Types oe Combustion Chambers Used in Modern High Speed 

Diesel Engines 

860. Such high speed Diesel engines as have been developed may be 
divided into three main classes :— 

(1) Those which depend upon high velocity and carefully aimed fuel 
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injection, in an open combustion chamber ; that is, those in which 
the fuel has to line! the air. This system is also called the direct- 
injection method. 

(2) Pre-combustion chamber engines. 

(3) Those which depend upon an orderly rotational air swirl across which 
the fuel is projected ; that is to say, those in which the air has to 
find the fuel. 

There is also the Aero-Bosch system, which does not in a strict sense fall 
into either of these three separate categories. 

Direct Injection Systems.—These are in no way novel, but were 
developed for submarine engines more than twenty years ago. Accord¬ 
ing to this method (one example of which is shown in Figure 243), the 
fuel is injected directly into the combustion chamber through a special 
design of fuel nozzle carrying a number of very fine jets (often aimed in 
various directions), under sufficient pressure to carry the fuel particles 
well into the mass of the compressed air. The injector in this case is 
fitted into the cylinder head, there being no ante-clvambcr. The plain 
cylinder head is usually, but not always, of symmetrical shape and in 
some cases the piston is given a special dome, or dish shape, to assist the 
spraying action. 



Kiu. 243 .—Diagram oir Tina Gardner. Direct Injection Plat Cylinder Tyre Combustion 

Chamber. 

With regard to turbulence, a certain amount, of course, exists be¬ 
cause of the entering velocity of the air, but usually no attempt is made 
to stimulate this or to give it any organized directional flow, contact 
between the fuel and the air being achieved by the direction of the fuel 
spray and the general indiscriminate turbulence. The great advantages 
of this system, arc that, owing to the lack of intensive turbulence and to 
the compact form of the combustion chamber, the loss of heat during 
compression is at a minimum, hence the delay period is short, running 
is fairly smooth, the engine starts easily from cold and is not par¬ 
ticularly fuel sensitive. These advantages are substantial but, neverthe¬ 
less, the direct injection system has its limitations. These are as 
follows :— 
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(1) Engine speed is limited by the speed at which the liquid fuel can 
travel through the compressed air in the combustion space. 

(2) High fuel pressures are necessary in order to give the proper 
penetration and atomization. This complicates, to some extent, the 
design of the fuel pump and injection system and tends to increase 
leakage losses. 

(3) It is necessary to employ a number of very small fuel jets and to 
maintain at all times precisely the same direction of flow from each of 
these jets. Not only is it very difficult to produce, and subsequently to 
maintain, the correct angle between all the various minute jets, but this 
angle is liable to be deflected by partial choking of the jet orifices. 

(4) For small engines, the fuel injection system becomes more intri¬ 
cate, greater accuracy in metering being essential. 

For these reasons, the principle of directed spray, where there is no 
induced turbulence to assist combustion, has lost favour except in the 
case of large, slow running engines where the size of fuel jets is large and 
where low fuel line pressures suffice. 

861. Pre-Combustion Chamber Engines.—The combustion cham¬ 
ber of the Pre-combustion chamber type engines is in two parts. A small 
auxiliary chamber communicates with the main combustion chamber 
through one, or a series of, small holes, and the fuel is sprayed into this 
auxiliary chamber. Here it proceeds to burn, and as the pressure rises, 
the partially brunt fuel is forced through the small communicating 
holes at high velocity into the main combustion chamber where addi¬ 
tional oxygen is picked up to complete the combustion. The delay 
period and pressure rise therefore take place in the auxiliary chamber and 
also the stage corresponding to the burning of the fuel as it leaves the 
nozzle in the main combustion chamber. The rapid rise of pressure in 
the auxiliary chamber is utilized both to pulverize and to distribute the 
fuel and the effect is similar to that obtained with ordinary air injection. 
Certain advantages are shown when using this method. The size of the 
fuel orifice is not of great importance, the fuel does not need to be in¬ 
jected in any precise direction and a relatively low fuel injection pressure 
can be used. The work placed upon the fuel pump is thus made com¬ 
paratively simple and, due to the low pressure used, leakage troubles 
are reduced, and timing and metering are not seriously affected by the 
elasticity of the piping nor by the elasticity of the liquid fuel itself. 

Against these advantages, there is the disadvantage that a large 
proportion of the air during compression and nearly the whole of the 
burning fuel during combustion must be forced through a number of 
small holes at a high velocity resulting in a heavy heat loss. Thus, if a 
sufficiently high temperature for combustion is to be reached, a high 
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compression ratio must be employed, and this increases the pressure 
range and necessitates the use of heavy working parts. The power out¬ 
put and efficiency are greatly reduced due to the high heat loss and 
because of this heat loss during compression the engine is difficult to 
start from cold. 

862. Engines Embodying Directed Turbulence. The third 
category consists of engines which employ the principle of causing the 
air in the combustion chamber to rotate at a high velocity past the fuel 
jet. The air is admitted to the cylinder tangentially during the suction 
stroke to induce an orderly rotary motion instead of the usual general 
turbulence. The combustion chamber may be simple in design, an 
ordinary cylindrical chamber almost half the diameter of the cylinder 
being sufficient. In this chamber, the whole of the air is compressed 
and rotates at an extremely high speed, and into the rapidly rotating 
mass of air a stream of fuel is projected at right angles to the air flow. 
This stream of fuel is admitted at a point towards one side of the com¬ 
bustion chamber so that, as the air rotates, it sweeps past the fuel jet. 
By this means, the fuel is burnt in a rapidly moving air current allowing 
fresh oxygen to be continuously supplied to replace that which has 
been consumed. 

Thus the pulverization and distribution of the fuel is accomplished 
by the combustion air and, as in the previous case, a low fuel injection 
pressure and relatively large single orifice can be used. 

Since the air finds the fuel, the velocity and direction in which the 
jet is projected are not of vital importance. The speed of rotation of the 
air will vary with the speed of the engine, and since the speed is un¬ 
limited by any conditions of injection, fixed injection can be used 
throughout the whole speed range of the engine. Provided some form 
of check valve is installed to prevent air being forced back into the fuel 
system, a plain jet is all that is required and no fuel valve is needed. 

This principle works to best advantage in either a sleeve valve engine, 
or a two-stroke engine. In order to obtain the requisite amount of 
air swirl in a poppet valve engine the ports have to be shrouded to an 
extent such as to impair their volumetric efficiency. 

As the swirl increases, the heat loss by scrubbing the cold cylinder 
walls increases, the delay period also increases and the running becomes 
rough. This can be obviated to a great extent by fitting a loose liner 
inside the cylindrical combustion, head. Starting from cold is a little 
more difficult, but this can be overcome by fitting movable guide vanes 
outside the air intake ports, so that they can be set normal for starting 
and tangential for running. 

863. The Acro-Bosch System utilizes a combustion chamber 
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divided into two compartments of nearly equal capacity, separated by a 
narrow neck. The first compartment is open directly to the cylinder 
and the air in this portion is relatively unagitated, but that in the second 
compartment is forced through a narrow neck and acquires a high degree 
of turbulence. The fuel jet is injected across the first compartment and 
is aimed at the opening into the second. The exact position where 
ignition takes place is speculative, but probably takes place at or about 
the mouth of the second compartment (or air cell as it is generally 
termed). Combustion may then oscillate rapidly on either side of the 
restricted neck and is completed during the expansion stroke by the 
discharge of the remaining air from the air cell. The system is extremely 
sensitive, and over penetration of the jet, or too long a delay period may 
allow fuel to penetrate into the air cell where it will rapidly burn, due to 
the excessive turbulence and cause excessive maximum pressures and 
knocking. 


Typical Types of Automotive Diesel Engines and Diesel Driven 

Vehicles 

864. It has already been stated that the advances made in the high 
speed compression ignition engine have, in the main, resulted from the 
interest taken in the type suitable for road transport use. 

As the characteristics of the Diesel engine differ considerably from 
those of the petrol engine, particularly in regard to the high power out¬ 
put at low engine speeds, modifications to the transmission mechanism 
are necessary. Clutches of greater area are needed, and gear ratios 
generally should be higher so that a satisfactory road speed may be 
attained in spite of the lower maximum engine speed. On the other 
hand, as the maximum power is the same as that of a corresponding 
petrol engine, it is also necessary, for severe hill climbing, that the 
lowest ratio shall be as low r as that used on a petrol chassis. A slightly 
higher back axle ratio has been found satisfactory on passenger vehicles, 
but on very heavy transport vehicles, where more arduous conditions 
of working are encountered, it is usual to combine a supplementary gear 
with the existing four-speed gear box. Occasionally this gear is used 
to step up the ratios so that a high road speed may be available at low 
engine revolutions when the vehicle is running empty. On the majority 
of vehicles, however, this gear is a reducing gear and is only brought 
into play under heavy conditions, giving the effect of a lower back 
axle ratio. 

The power developed at low speeds tends to promote roughness when 
the engine is running slowly and to prevent any shock from this cause 
being transmitted to the vehicle a flexible mounting for the engines 
is desirable. 
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The braking of the compression ignition vehicle is a factor requiring 
some study. On the petrol chassis the Vacuum system operated by the 
depression in the induction pipe is common, but this method is impossible 
in the heavy oil engine, since no vacuum is maintained in its “ open ” 
inlet manifold. Various means have been adopted to overcome this 
difficulty. Some of the Continental engines utilize one or more of the 
cylinders as vacuum pumps to operate the vacuum brake, the fuel being 
cut off. The majority of British engines are equipped with rotary 
exhausters for the vacuum brakes or reciprocating air pumps for pres¬ 
sure brakes, these auxiliaries being driven off the timing gear shafts. 
On one model, a magnetically operated braking system has been 
evolved. 

Just as the engine is unsuited for the direct working of vacuum 
brakes, so is it unable to raise fuel to the pumps by means of the usual 
vacuum tank used on petrol engines. When the rotary exhauster is 
installed the vacuum tank is used, or, if not, small electrically or 
mechanically driven pumps arc fitted for this purpose. 

The starting of a heavy oil engine presents some difficulty due to the 
high compression pressure. It has, however, one advantage over the 
petrol engine in that it will take its load almost at once and does not 
need warming up before developing full power as does the petrol engine. 

Two principles have been adopted to overcome the problem of cold 
starting. One is to provide some form of power to overcome the com¬ 
pression pressure and the other is to relieve the compression pressure 
whilst the engine is being turned by hand and to restore it when the 
momentum is sufficient to overcome the compression. 

As in the ease of the petrol engine, the electric motor has been widely 
adopted for starting even though means have been provided to permit 
starting by hand. The power required is, of course, greater than that 
for the petrol engine, and this usually takes the form of a 24 volt motor. 
In. some instances, two 12 volt batteries are provided and by means of 
an automatic switch these two batteries are connected in series to supply 
the 24 volts required. When the engine starts, the switch disconnects 
the motor from the batteries and connects them in parallel as required 
for the lamps and for charging by the 12 volt dynamo. 

Another method provided on some engines is to increase the fuel 
injection pressure to ensure adequate delivery through the injection 
nozzles under starting conditions. 

The method adopted for starting the engine by hand is similar to 
that provided for motor cycles. The engine is equipped with a decom¬ 
pression mechanism actuated by a small hand lever. This mechanism 
prevents one valve of each cylinder from closing, so that no pressure is 
created when the pistons rise on the compression stroke. This permits 
the crankshaft to be turned by hand. On throwing the decompression 
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mechanism out of action, when the engine is turning by its own momen¬ 
tum, regular firing begins. 

In some eases means are provided for increasing the compression 
on some or all the cylinders to compensate for the heat lost to the cooling 
system during the slow turning speed at starting. On pre-combustion 
and air-cell types, the general practice is to employ electric heater plugs. 
In the former type of engine, the plugs are placed so that the heating 
coils enter the pre-combustion chambers and thus heat the air inside to 
ensure a quick start. For the air-cell type of engine the heating coils 
are placed so that they heat the air between the injection nozzle and the 
mouth of the air cell. 

865. The A.E.C. Diesel Engines for Lorries and Buses. — The 
late London General Omnibus Company, in conjunction with the 
Associated Equipment Company of Southall, Middlesex, began actual 
service tests on Diesel driven vehicles in January, 1931, when three four- 
wheeler omnibuses, fitted with A.E.C.—Aero high speed engines, were 
operated. In March of the same year, the experiments were extended 
by the addition of nine six-wheeler omnibuses. 

The engines were operated on the Aero principle, the air-cell being 
located in the cylinder head, the success of the system depending on 
very delicate balance between the size and shape of the venturi, 
injection characteristics and compression ratio. The performance of 
the engine was then far in advance of most of its contemporaries, its 
most valuable feature probably being its wide speed range. The 
actual operation of the engine was satisfactory in service ; during 
idling, “ Diesel knock ” was apparent, but this was not noticeable at 
road speeds greater than about 10 miles per hour. 

As a result of these early experiments with the Aero system, the 
A.E.C. developed a new type of engine in conjunction with Mr. Ricardo, 
and in October, 1931, twelve Aero engines in L.G.O.C. omnibuses 
were converted to this type. This new design embodied Mr. Ricardo’s 
principle of “ Rotational Air Swirl 55 and enabled a larger amount of the 
available oxygen to be utilized than occurred in the Aero engines, and 
hence the specific output and consumption were improved. The com¬ 
bustion process was also more efficient and a smokeless exhaust was 
obtained under all operating conditions : the only time -when smoke 
was apparent was on acceleration, when a slight momentary puff was 
emitted. 

Details of the A.E.C.-Aero and A.E.C.-Ricardo Diesel engines are 
given in Table 203. 

The latter engine has a cast Elektron alloy crankcase, ribbed to give 
adequate support for the crankshaft. The main bearing caps are of 
drop forged steel with the white metal bearing surfaces run directly into 
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them. The mail) bearing bolts are carried right up through the crank¬ 
case and the upper ends serve as studs for securing the cylinder. The 
cylinder is in the form of a monobloc casting and two cylinder heads are 
fitted, each covering three cylinders. The heads carry the valves, 
valve rockers, etc., and combustion chamber. A single cylinder head 
cover is fitted over the two heads and incorporates the air intake mani¬ 
fold. The crankshaft is of very generous proportions and of sufficient 
rigidity to avoid any troubles from torsional vibration. Seven main 
bearings of 85 mms. diameter are provided. The pistons are of heat 
treated aluminium alloy and are provided with three pressure and two 
oil scraping rings. The fuel pump and injectors are standard C.A.V.- 
Boscli equipment and work at ail injection pressure of 1,500 pounds per 
square inch. 


Table 203.— Character rsnes or A.E.C. Hi an Speed Diesel Engines 



A.E.C.-Aero 

A.E.C.-Ricardo 

Number of cylinders 

0 

6 

Bore and stroke, mms, 

110 X 142 

115 x 142 

Swept volume, litres .. 

8-10 

S-86 

B.II.P. and speed (r.p.m.) 

95 at 2,000 

130 at 2,400 

Max B.M.E.P., lbs. /sq. in. 

83 

103 

B.H.P. per litre 

11-7 

14-7 

Total weight with electrical equipment (lbs.) 

1,350 

1,415 

Ditto per B.H.P. (lbs.) 

14-2 

10-9 


The A.E.C. also produce a 70 H.P. four-cylinder A.E.C.-Ricardo 
Diesel engine for use in vehicles normally equipped with four-cylinder 
petrol engines. 

Various views of the six-cylinder engine are shown in the accompany¬ 
ing illustrations. 

Comparison of A.E.C. Petrol and Diesel 6-Cylinder Engines.— 
It is of interest to compare the A.E.C. Mammoth-Major 120 h.p. 6- 
cylindcr petrol engine, already mentioned in Chapter XIV, with the 
6-cylinder A.E.C. Diesel engine, described above. The performance 
curves of these two engines are given in Figure 247, which shows that:— 

(1) The Diesel engine has a markedly lower fuel consumption. 
This, together with the lower cost of Diesel fuel as compared with 
petrol, results in an appreciable saving in running costs. 

(2) The brake-horse-power of the Diesel engine is appreciably greater 
than that of the petrol engine although the brake mean effective pres¬ 
sure is a little lower. 
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Fig. 244. —The A.E.C. 130 H.P. 6-Cylinder High Speed Diesel Engine. 

(Courtesy, Associated Equipment Co.) 



l'To. 245. —Section of the A.E.C. 130 H.P. High Speed (3-Cylinuek Diesel Engine. 

(Courtesy, Associated Equipment Co.) 


[Facing p. 440 






















































AUTOMOTIVE DIESEL ENGINES AND DIESEL OILS § 865a 



Fro. 247. —Curves Shewing Comparison of Performances Between A.E.C. 110 m.m. x 130 
m.m. 6 Cylinder Petrol Engine and A.E.C. Ricardo 115 m.m. x 142 m.m. 6 Cylinder Diesel 

Engine. 

[ Courtesy , Associated Equipment Co.) 



PERCENTAGE OF FULL LOAD 

Fig. 248. —Part Load Consumption Corves of A.E.C. 6 Cylinder Petrol and Diesel 

Engines. 

[ Courtesy , Associated Equipment Co .) 

865a. Gardner High Speed Diesel Engines—The well known firm 
of L. Gardner &Sons, Manchester, make a series of 4, 5 and 6 cylinder 
high speed Diesel engines for automotive purposes. These are of the 
direct injection type and have cylinders of 4J in. bore, 6 in. stroke and 
1-4 litres swept volume. Bosch fuel pumps and injection valves are 
fitted as standard. To ensure easy starting, arrangements are pro- 

441 





§ 865a MOTOR FUEL PREPARATION AND APPLICATION 

vided whereby the compression can be relieved and the inlet valve timing 
altered ; this allows starting by hand, electric starting only being re¬ 
quired on very rare occasions. No electric glow plugs are used. 

comprrbtive. cost 



Fro. 24 : 9 . — Finer, Costs or A.13.C. (> Cylinokh Phtuoi, and Finswr, Engines 
as Fitted in- LoxtiiY CiiAssrs under Aithai, Load Conditions. 
(Ctmrlisy, Associated Equipment Co.) 



A near side view of the 6 cylinder Gardner engine is shown in Figure 
250. This engine has a weight (including the flywheel) of 1,500 lbs. 
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and an R.A.C. rating of 43-5 horse power. It delivers 102-5 horsepower 
at 1,700 r.p.m., a governor limiting the engine speed to this figure. 
The compression ratio employed is about 13 to 1. Typical performance 
curves are reproduced in Figure 251. A point of importance is the 
very low fuel consumption. 



R.P.M. 

Fig. 251.—Typical Performance Curves fop. the Gardner Diesel Engine. 

[ Courtesy , Norris , Hcnty and Gardners , Ltd .) 

866. Armstrong Saurer Automotive Diesel Engines. — Arm¬ 
strong Saurer Commercial Vehicles, Ltd., manufacture a range of Diesel 
engine driven vehicles fitted with both four and six cylinder engines. 
These engines, which are shown in the accompanying illustrations are 
of the air-cell type. The cylinder blocks are of special cast iron, cast 
in one piece with the crankcase; the cylinder bores are fitted with 
cast iron liners and the cylinder heads housing the air cells are detach¬ 
able. Overhead valves are employed, operated by a camshaft through 
push-rods and rocker levers. The crankshaft is of unique design and 
consists of six sections built together, the ends of which are flange 
shaped and carry the main roller bearings. Bosch fuel injection equip¬ 
ment is used throughout and glow plugs are fitted to give easy starting. 

The four cylinder engine develops 72 B.H.P. at 1,800 r.p.m., with a 
fuel consumption of 0-535 lbs. per B.H.P.H., and the six cylinder engine 
103 B.H.P. at the same speed and with the same specific fuel con- 

443 


§ 867 MOTOR FUEL PREPARATION AND APPLICATION 

sumption. Performance curves referring to the latter engine are repro¬ 
duced in Figure 254. 



:FK1. 25-1. — TTl'I’IOATj PERTOKMAWOB 03T TIIIS AUMSTONtt-HATIUKlt (i UYLIfnasR PlKSUL ENGINE. 
( Courtesy,, Armslronn-Saurcr Commercial Vehicles, J.ld.) 

The above short descriptions of three typical types of automotive 
Diesel engines are sufficient to indicate the progress made in this field 
during the past few years. Many other makes of engines have, of course, 
also been developed. 


Fuels non. Diesel Engines 

867. The automotive Diesel engine and its fuel constitute a joint 
problem and development of the former cannot proceed without due 
consideration of the latter. Already much work is being carried out by 
the major Oil Companies to determine the fuel requirements of high 
speed Diesel engines and the fuels marketed embody the results of many 
important investigations carried out with this object in view. One can 
also see that the position existing about ten years ago, with regard to 
petrol engines and their fuels, now occurs with respect to the Diesel 
engine. The phenomenon of Diesel knock has already been appreciated 
and the knock-ratings of Diesel engine fuels are being actively studied. 
Important as other properties of Diesel oils are, such as ash and sulphur 
contents, flash points, etc., these are now no more important than knock 
ratings and are likely to assume relatively less importance in the future. 
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Offside View of Armstrong-SaI'Rer 6-Cylinder Diesel Engine. 

{ Courtesy , Armslrong-Saurer Commercial Vehicles , Ltd .) 


[Facing p. 444 















Kl(i. SlCCTlDN TIIKOUCII AliMSTUuN<;-iS.\UKIOK (S-CjYI-IN 1>HR 1 )l KHKL IflMOINi! 

(('uttrU'xv, .triiis/miiii-Siriirfi Ctimiiirrrial I 'cliiclss, Ltd.) 
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The General Properties of Diesel Oils.—Slow speed marine 
Diesel engines and similar engines operating in power stations, etc., are 
fairly tolerant to variations in fuel quality so long as properties such as 
ash content are kept within reasonable limits, but this state of affairs 
does not obtain with the automotive Diesel engine, whose fuel require¬ 
ments are stringent. These will now be briefly considered. 

868. Specific Gravity.—This is of importance in only one connec¬ 
tion. At the present time, when the demand for such fuels is still small, 
and negligible compared with that of petrol, Diesel oils are sold on a 
weight basis instead of on a gallonage basis. When, however, they are 
marketed at roadside service stations, retailing by the gallon will be the 
only feasible method. When this comes about, an oil of a high specific 
gravity, provided it is satisfactory in all other respects, will have the 
advantage of a high calorific value per gallon and will give a correspond¬ 
ingly better mileage. At the moment, sale by weight, which is more 
rational than sale by volume, though more troublesome, prevents any 
such differentiation. 

It is of interest to compare petrols and Diesel oils with respect to 
their specific gravities and calorific values. The latter, as at present 
marketed, have an average specific gravity of about 0-87 and a net 
calorific value of 18,250 B.T.U.’s per pound, equivalent to 158,775 
B.T.U.’s per gallon. The corresponding figures for an average English 
No. 3 grade petrol are 0-74, 18,750 B.T.U.’s and 138,750 B.T.U.’s, 
respectively. At the present market prices, therefore (4- 0 and 17-5 
pence per gallon, respectively), the costs of the fuel equivalents of 1 
therm (100,000 B.T.U.) are 2-5 pence in the case of Diesel fuel and 12-7 
pence in the case of petrol. 

Generally speaking, however, Diesel oils having high specific gravities 
are less satisfactory from the viewpoint of engine behaviour than those 
of lower specific gravity. This is because they are less paraffinic in 
character than the latter and, consequently, give longer delay periods, 
with which are associated running roughness, excessive pressures and 
knocking. However, this must only be accepted as a very rough guide 
as there is no hard and fast relationship existing between the two pro¬ 
perties, no more than the octane numbers and specific gravities of petrols 
are related. 

869. Flash Point.—The flash points of Diesel engine fuels are of 
importance in two directions which are practically the same in essentials. 
One applies to the fire risk in storage which affects storage in bulk 
insurance premiums and the other applies to the fire risk on vehicles 
using such fuels. A low flash-point naturally increases the cost of 
storage and increases insurance premiums. With regard to the fire 
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risk on automotive vehicles, it is obviously an advantage to use fuels 
which have high flash-points, other things being equal. Diesel oils 
marketed in the United Kingdom for this purpose have flash-points 

as measured in the Pensky-Martens apparatus, of from 180°F._240°F 

(82°C.—115 ■0°C.). 

870. Ash Content.—The ash content of a Diesel oil should be kept 
as low as possible because the whole of this is injected into the engine 
cylinder with the fuel and if excessive in amount leads to cylinder liner 
wear. This is not surprising because an ash content of 0-003 per cent, 
(a figure often met) is approximately equivalent to nearly 1 ounce of ash 
per 100 gallons of Diesel oil. These ashes arc often very abrasive and 
they cannot be removed by filtering or centrifuging. However, the 
amount of wear caused by the ash content of a normal high speed Diesel 
fuel is only responsible for the fraction of the total wear, the major part 
being caused, under normal driving conditions, by the abrasive dust 
present in the air taken into the engine cylinders. Ash contents of 
present high speed Diesel fuels vary from a trace (i.e., less than 0-001%) 
t o -00(5 per cent. Usually a limit is set at -005 per cent. 

871. Sulphur Content.—The sulphur content of Diesel oils is not 
important. Various limitations are imposed in specifications, but it 
would appear that no harm could result with sulphur contents as high as 
2 per cent. No relation appears to exist between the sulphur content 
of the fuel and the amount of cylinder wear which takes place. The 
sulphur contents of present high speed Diesel fuels vary widely but 
rarely exceed 1-5 per cent. They arc sometimes as low as 0-1—0-2 
per cent. 

872. Adventitious Matter.—The presence of foreign material such 
as dirt and water is to he avoided wherever possible because it is liable 
to cause choked fuel lines and filters and often gives trouble in the form 
of choked injection nozzles. 

873. Fuel Viscosity.—This is extremely important. Low viscosity 
.at low temperatures is necessary to ensure adequate flow through the 
fuel lines, which are often in exposed positions near the fuel tanks and 
also to ensure satisfactory working of the fuel pump. Fuels of high 
viscosity also tend to choke filters and gauzes. Fuel viscosity is also of 
importance in determining the type of fuel spray formed in the cylinder 
and the extent of fuel penetration, fuels of higher viscosity giving a spray 
of larger drop size and greater penetration. The viscosity must not be 
allowed to rise too high, however, if incomplete combustion and ex¬ 
haust smoke is to be avoided. Similarly, low viscosities can also be a 
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disadvantage as they cause wear in fuel pumps and “ seizing ” of fuel 
nozzles, due to lack of “ lubrication.” Poor fuel penetration in the 
engine cylinder also often results. 

It will be evident from these remarks that the viscosity of high speed 
diesel fuels is determined by numerous factors dependent to a large 
extent upon engine design. Figures for the viscosities of high speed 
diesel oils used in this country are given later. 

874. Boiling Range.—Boiling range is of no importance in itself, 
viscosity being the determining factor. It rarely appears in specifica¬ 
tions. Distillate oils used in high speed engines have initial boiling 
points about 200°C., and end points somewhere between 325°C. and 
425°C. 

875. Specifications for High Speed Diesel Fuels. — The only 
general specification in existence at the moment in this country for 
Diesel oils is specification “ A ” No. 1 of the British Engineering 
Standards Association. This is as follows :— 

Flash point (closed). Not less than 150°F. 

Hard asphalt content. 0-5 per cent, maximum. 

Ash content. 0 01 per cent, maximum. 

Viscosity (Redwood No. 1) at 100°F. 75 secs, (maximum). 

Water Content. 0-5 per cent, (maximum). 

Cold test. Oil to remain liquid at —20°F. (—29°C.). 

The Company possessing perhaps the greatest experience in this 
country in the field of Diesel driven road vehicles, is the London 
General Omnibus Company, now known as London Transport, who 
have recommended the following tentative specification. 7 

Description. 

The fuel to be a hydrocarbon oil of petroleum and/or shale origin. 

To be free from mineral acid, grit and other foreign materials of all 

descriptions. 

Closed Flash Point. 150°F. (min.). 

Viscosity (Red-wood No. 1 at 100°F.). 45 secs. (max.). 

Cold Test. Not above 20°F. (-7°C.). 

Water. Nil. 

Adventitious matter. 0-03 per cent, (max.) 

Ash content (inherent). 0-01 per cent. (max.). 

Sulphur content. 0-5 per cent. (max.). 

Spontaneous Ignition Temperature. As low as possible. 

Performance. The fuel must give satisfactorily smooth running 
when tested in the engine. 
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The properties of the oils generally used as high speed Diesel engine 
fuels have recently been given by numerous investigators in this field. 
Thus, Goddard 8 states that oils of the following characteristics are 
suitable :— 


Specific gravity at 60°F 
Flash point. 

Pour point. 

Water. 

Sediment. 

Ash. 

Sulphur. 

Calorific value. 
Viscosity, Redwood No 
<M)°F. 

60°F. 

75°F. 

100°F. 


0-875. 

X50°F. (min.). 

30°F. (max.). 

0-05 per cent. (max.). 
0-012 per cent. (max.). 
0-005 per cent. (max.). 
0-850 per cent. (max.). 

19,400—10, GOO B.T.U. /lb. 

11G secs. 

75 „ 

60 „ 

45 „ 


Generally speaking, the present automotive diesel engines require 
fuels that arc classed as “ light diesel oils ” or “ gas oils.” They must, 
in any ease, be distillate oils, for no fuels containing residues can be 
tolerated except in engines of the low speed variety used for stationary 
purposes. Table 204 shows the properties of various Diesel fuels now 
available and is reproduced from the published work of Le Mesurier and 
Stansficld. 9 

It will be observed that only one of the above specifications, namely 
that drawn up by the London General Omnibus Company, contains any 
reference to engine performance, similar to a knock rating test for 
petrols. Nevertheless, without such a condition, all specifications are 
practically valueless, because many oils of suitable viscosity, ash 
content, etc., cannot be used in high speed engines because of their 
rough running and knocking properties. It has now been established 
that the high speed Diesel engine fuel requires as much care in its 
selection as does a petrol engine fuel. 


876. The Knock-Ratings of Diesel Fuels.—It has already 
been shown that the process of combustion in a Diesel engine may be 
divided into three more or less distinct stages, (a) the delay period, ( b) 
a period of rapid combustion and (c) a period in which the rate of com¬ 
bustion may be controlled by the fuel pump and nozzle. The smooth¬ 
ness of running obtained on any fuel is determined by the extent of the 
delay which it gives in the first stage and, consequently, the maximum 
pressures which it develops in the second stage. Fuels vary widely in 
their suitability for Diesel engines. In general, it has been found that 
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paraffinic oils are the most satisfactory, in that they give low ignition 
delays and reasonable maximum pressures and that aromatic oils such 
as creosotes and coal tar oils are quite unsuitable. Naphthenic oils 
occupy an intermediate position. Often highly aromatic oils will not 
ignite at all. 

The actual differences obtained with various fuels are well shown in 
Figure 255, which refers to tests carried out in. a Junkers opposed piston 
engine (8 B.H.P., 1,000 r.p.m., 65 mms. bore and 210 rains, combined 
stroke) and shows tire maximum pressures obtained. 10 The numbers of 
the fuels in this diagram do not correspond to those given in Table 204. 



In these tests, Fuel No. 5 (Scotch shale gas oil) was the smoothest, 
as regards freedom from combustion shock, Nos. 10 and 12 gave pro¬ 
nounced shock (No. 10 Fuel is the same as No. 6 of Table 2). The 
actual delay angles (i.e., delay times in terms of crank angle degrees 
elapsing between fuel injection and the beginning of pressure develop¬ 
ment) obtained in this series of tests on the various fuels of Table 204 in 
this engine, were as follows :— 


Number . 

Delay Angle. 

No. 1 

10°. 

No. 2 

9|' 

No. 8 

11°. 

No. 4 

11°. 

No. 5 

10J 

No. 6 

16°. 
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Creosote could not be used owing to the excessive delay angles 
obtained. 

Chemical analysis of Diesel fuels does not give sufficient data for 
grading them, just as analysis does not give sufficient information 
regarding the knocking tendencies of motor spirits. 

Combustion shock has been measured by means of the Strobophono- 
meter (see Chapter XVI) in terms of both vibration and noise produced 
in a single cylinder Gardner engine by Le Mesurier and Stansfield. 10 
Figure 256 shows meter readings of noise and vibration intensities plot¬ 
ted against delay angles. These vary together, increasing with greater 
rates of rapid pressure rise and falling again as the descending piston 
reduces the rate below the maximum. No absolute values can be 
assigned to the vertical scale, and it may not be strictly linear with 
vibration amplitude. It does, however, give a true indication of changes 
in amplitude. 

Such results as these show that the “ knocking ” properties of Diesel 
oils are of considerable importance. 



Fig. 256.—Effect of Delay Angle on Vibration of Engine Cylinder head. (Le 
Mesurier and Stansfield). (Gardner Engine, 4£ v Bore, 6" Stroke, 1,000 R.P.M., 
Direct Injection (4 Jets) Constant B.M.E.P.) 

877. Measurement of the “ Knock Ratings ” of Diesel Fuels. 

—Various methods have been developed during the past two or three 
years, but, as yet, no procedure has been singled out as being suitable 
for standardization because of the wide variety of Diesel engines now in 
operation and because sufficient time has not yet elapsed for the neces¬ 
sary research to be carried out. This research is being carried out mainly 
by the Oil Companies who are, of course, able to use to advantage the 
experience they have gained in the development of petrol knock rating 
tests. Progress will be slow, but the next few years should see the es- 
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tablishment of routine Diesel oil knock rating tests on a standardized 
basis. 

878. Measurement of “Delay Angle.”—Perhaps the most direct 
testing method is the measurement of the actual delay period which takes 
place in an engine under normal operating conditions, as developed by 
the Anglo Persian Oil Company. This method of test has the advantage 
of comparative simplicity and quickness. It requires an engine that 
is sensitive to small changes in fuel quality, but when this condition 
is satisiied, it is capable of giving delay angle determinations accurate 
to 0-5 degrees crank angle. The Farnborough (R.A.E.) electrical 
indicator may conveniently be used to record the pressure-crank 
angle diagrams and also to record the precise moment of fuel entry 
into the cylinder, the latter being accomplished by fitting an indicator 
to the end of the needle valve in the fuel injection nozzle. Both records 
arc thus obtained on one diagram, from which the delay angle may 
be obtained by inspection (and also the maximum pressure developed). 

The actual figures for delay angles vary, of course, on different 
engines, but the difference in delay angles between various fuels are, 
with minor exceptions, in very good agreement between one engine and 
another and between different speeds. 

879. Test Methods of the Royal Dutch Shell Company.—Boerlage 
and Breeze 11 have recently described the test methods for Diesel oil 
knock ratings developed in the laboratories of the Royal Dutch Shell 
•group. In order to obtain a relative rating of fuels, an endeavour was 
made to find one or more important and quickly variable engine factors, 
which would make it possible, by changing them, to vary the behaviour 
of the fuel in the engine, i.e., to make smooth fuels run roughly and vice 
versa. It was found that varying the air pressure by throttling produced 
the desired effect, a slight supercharge reducing the knock and a reduced 
air pressure aggravating it. In this way, the liability to roughness of each 
fuel could be judged in a simple and reproducible way. At first 
this was done by car by determining the compression pressure at 
which the limit for smooth running was reached. The compression 
pressure, obtained from an indicator diagram, served as the “knock ” 
figure for the fuel concerned, after dividing it by the normal compres¬ 
sion pressure of the engine, corrected to 760 mms. For commercial 
fuels, these knock figures ranged from 0-60 (i.e., smooth running ceased 
at 0-6 X 35 — 21 atmospheres) to over 1-2 (10 atmospheres), at which 
compression pressure the combustion pressures reached levels which it 
was thought unwise to exceed. These first investigations were carried 
out on a 40 ILP. Thomasscn engine, built in order to obtain a wide range 
as well as accuracy of measurement. It was possible to determine the 
ratings of about twelve fuels in a day in this manner. 
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From this method, a more accurate test procedure was developed, 
using a 20 H.P. Thomassen engine, which was more easily operated than 
the one of larger size. This engine was fitted with a variable compres¬ 
sion plug, permitting variations in compression of from 600—375 pounds 
per square inch, but this was only used in exceptional cases. An 
improved optical indicator was used for measuring combustion pres¬ 
sures and delay angles. 

Fuel ratings obtained on this engine using the above procedure 
were found to agree very well with those obtained on a wide variety of 
other Diesel engines. 

880. Cetene Numbers.—Boerlage and Broeze also suggested that 
Diesel fuels be compared against pure standards in the same manner as 
petrols are rated in terms of equivalent octane-heptane blends and re¬ 
commended blends of a special high grade gas oil and a coal-tar oil for 
this purpose. Later, they proposed blends of cetene and a-methyl naph¬ 
thalene and suggested that fuels should be rated in terms of “ cetene 
numbers ” ; (cetene number = per cent, by volume of cetene in a 
mixture of cetene and a-methyl naphthalene which is equivalent in 
Diesel knock rating to the fuel under test). 12 Of these two substances, 
cetene is of low knocking properties and is therefore equivalent to a 
good Diesel fuel. The same investigators found, for straight distillate 
Diesel oils of petroleum origin, that when the specific gravity was 
plotted against the 50 per cent. A.S.T.M. point, (T), a sheaf of lines 
could be drawn through fuels of equal cetene number. These lines are 
of the type 

G — aT + 5T 2 = constant, 
where G = specific gravity. 

For gas oils the term bT 2 is of no importance and, for a large part of 
the straight lines, 

G — 0-0075T = constant 

may serve as well, whereby a high constant means a low cetene number. 
This led to the adoption of an “ ignition ” index, I, as given by the 
formula 

I = G — 00075T (50% A.S.T.M. point - 250°C.). 

For natural hydrocarbon fuels, there is a curve relating cetene 
number with “ ignition index ” but the application of the formula must 
be confined to narrow limits. Naphthenic fuels are rated too high and 
mixtures of straight paraffins and aromatics too low, while cracked 
products and pure hydrocarbons may not agree with the relationship at 
all. Thus, tetra-iso-butylene which has the same ignition index as 
cetene, is vastly different from it in knock rating, causing heavy knock- 
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ing. For distillate fuels, the average values obtained agree generally 
to within about 10 eetene numbers, but the use of the formula is not to 
be recommended.* 

Diesel fuels from American crudes vary from about 68 to 40 eetene 
number. The eetene numbers required in practice for European engines 
vary from 55 for the better class of engine with good combustion chamber 
characteristics, to about 64 for the poorer class of high speed direct 
injection engines. X,J 

The use of eetene and a-mctliyl naphthalene as the high and 
low standards is generally agreed as being at least a preliminary basis 
for grading, with Lsecondary standards calibrated against these for 
routine testing. The change of the eetene numbers of average fuels 
with change of engine conditions is very much less than the correspond¬ 
ing change in the octane numbers of motor fuels. 

881. Critical Compression Ratio Method for the Rating of 
Diesel Fuels.—In the early part of 1032, Pope and Murdock 14 
described work carried out in the determination of Diesel fuel knock 
ratings in a modified C.F.R. petrol knock testing engine (see Chapter 
XVI). As the basis of measurement the critical compression ratio for 
audible combustion was employed and the results expressed in terms of 
blends of standard fuels, in this case heptane and iso-octane. 



3fia. 257. —Ckitioai. Comfbeshion Batxos or KBBosF.NE-j3Eirzor.Ti Blends. (PorE and 

Mubdook.) 


Fig. 2 57 shows the critical compression ratios of a series of benzole- 

* Various relationships have recently been found to exist botv !!'■ V.V' .V * Diesel 

fuels and. certain othor properties, such as aniline point, specific :■ , ■ .v, ■ hydro¬ 

carbon content. Those relationships are only approximate and reference should be made to a 
paper on this subject by A. E. Becker and H. G. M. Fisher, J.S.A.E., 1034, 85, (4), 376. 
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kerosene blends as determined by two methods. The lower curve was 
obtained by operating the engine under standard conditions and then 
lowering the compression ratio until firing ceased. The upper curve was 
obtained by motoring the engine under standardized conditions and 
noting the compression ratio at which audible combustion started. 
For these tests, the standard C.F.R. engine was fitted with a special 
cupped-piston, to provide a combustion chamber conforming to the 
shape of the spray. A Bosch fuel pump with adjustable advance was 
driven from the end of the camshaft and used in conjunction with a 
Bosch fuel nozzle with a pintle-type orifice, injection timing being 
measured by the use of contact points above the needle-valve stem con¬ 
nected in the circuit of the normal neon tube spark timing indicator. 

Experiments were first carried out in an attempt to operate the 
engine as a normal Diesel engine and then lower the compression ratio 
until audible firing ceased, but this method gave trouble because of 
difficulty in standardizing operating temperature conditions and also 
because of carbonization and poor combustion as a result of wide varia¬ 
tions in compression ratio. Consequently this method was abandoned 
and the engine used without operating it under power. 

The following engine conditions were employed :— 


Speed, r.p.m. .. .. .. .. 600 

Jacket temperature, °F. .. .. .. 210 

Air inlet temperature, °F. ,. .. 100 

Oil temperature, °F. . . .. .. 130 

Injection pressure, lbs. per square inch .. 1,000 

Injection advance, degrees .. .. 12 

Quantity of fuel injected, mis. .. .. 0 023 


Intervals of 1 minute are allowed for stabilization of temperature con¬ 
ditions after moving the cylinder head before taking a reading. The 
injector bye-pass valve is then closed for three seconds. If an audible 
explosion is heard at the exhaust within this time, the ratio is lowered 
and observations are repeated until a 0 007 inch movement of the 
cylinder head up and down removes or brings in audible combustion. 
It is important that the interval of injection be carefully regulated, as 
the longer it is prolonged, the more likely combustion is to occur. 
Recognition of this fact was essential to the success of the method. 

The relative position of various engine fuels with respect to critical 
compression ratio is shown in Table 205. 

The above method of Pope and Murdock is still being developed and 
cannot be said yet to have reached finality. However, it has recently 
been shown that the relative ratings of fuels obtained in this way agree 
with those obtained in actual running conditions, except in the case of 
doped fuels, such as those containing ethyl-nitrate. It would appear 
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that the measurement of critical compression ratio is analogous to the 
determination of Spontaneous Ignition Temperature under elevated 
pressure conditions. 


Table 205.~Critical Compression Ratios for Various Fuels on the C.F.R. 
Engine. (Pope and Murdock) 



Critical Compression Ratio 

Benzole 

Above 20 

Iso~octane 

17-3 

Premium. Motor Fuel 

14-2 

60 Octane Number Motor Fuel .. 

11-0 

Rough Running Diesel Fuel 

10-6 

n-Heptano 

8-5 

Good Diesel Fuel. 

8-0 

Kerosene 

7-5 


882, The Use of Spontaneous Ignition Temperature Measure¬ 
ments in the Determination of Diesel Fuel Quality.—Many 
references have been made regarding the use of Spontaneous Ignition 
Temperature (S.I.T.) measurements for the estimation of the knock 
ratings of Diesel oils, and numerous pieces of apparatus have been 
designed for the determination of such measurements. The present 
discussion may well be limited to a consideration of those two pieces of 
apparatus developed by the Royal Aircraft Establishment, Farn- 
borough, 15 and by Moore, 10 respectively, as these are the most widely 
used. 

The Royal Aircraft Establishment (Farnborough), S.I.T. 
Apparatus.—This apparatus was developed by Squadron Leader W. 
Helmore and F. C. Code-IIolland, at the Royal Aircraft Establishment 
and is, accordingly, known as the R.A.E. apparatus. It embodies many 
novel features and was especially developed for use in the testing of 
Diesel oils, as distinct from the other methods of S.I.T. measurement. 
It is a noteworthy attempt to simulate actual engine conditions in a 
simple apparatus. 

General Description of the Apparatus.—The apparatus consists 
of (a) an electrically licatcd explosion vessel, {b) a fuel injection system, 
(c) a timing mechanism for recording the moment of injection and the 
moment of explosion and (d) a thermocouple for temperature measure¬ 
ments. A photograph of the apparatus is reproduced in Figure 258. 

The explosion vessel consists of a wrought iron cylinder, 6 inches 
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Fig. 258.— The Royal Aircraft Establishment Spontaneous Ignition Temperature 

Apparatus. (Foord.) 
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diameter and 18 inches long, the sides of which are electrically heated 
and lagged. The top end of the cylinder is formed of layers of steel and 
asbestos and carries the fuel injection valve, a thermocouple, a vent and 
an air tube and also a connection for the explosion time recorder. The 
fuel injection valve (Bosch pintle type) and explosion vessel are so 
arranged to give a free spray having a cone angle of 8°, i.e., an angle less, 
than the cone angle subtended by the perimeter of the bottom end of the 
vessel with the point of entry of the fuel into the vessel, so as to prevent 
the fuel spray from striking the heated sides of the vessel. The bottom 
end of the cylinder is of inverted conical shape, unlagged and separated 
from the body part by a joint ring of asbestos. This is necessary in 
order to ensure that any fuel from the jet which may impinge on the 
bottom does so on a relatively cool surface. 

The fuel injection system consists of a standard Bosch outfit and the 
pump is operated by a falling weight and lever fulcrumed on the pump 
base, which ensures that the rate of injection of the charge is constant 
for each test. 

The injection timing recorder takes the form of a pair of contacts in an 
electrical circuit which are closed when the fuel valve opens by means of 
a tappet pin, while the moment of explosion is recorded by means of a 
disc valve fitted into the top end of the explosion vessel and which lifts 
and opens a pair of contacts when the explosion occurs. A time record 
is obtained by means of a calibrated electrical tuning fork which traces a 
record on a moving tape on which are also recorded the instants of in¬ 
jection and explosion. 

Method of Operation.—The temperature of the vessel having been 
raised to the highest point -which it is desired to investigate, the current 
is switched off and sufficient time allowed for temperature conditions to 
become stable. A charge of air is then drawn into the apparatus and 
the apparatus allowed to stand for a few minutes until the air tempera¬ 
ture reaches a maximum and then begins to fall. The fuel is then in¬ 
jected by the retractable injector nozzle and the time lag between 
injected and ignition recorded. The products of combustion are then 
drawn out of the apparatus, a fresh charge of air introduced and the 
operation repeated at a lower temperature. In this way, a series of 
readings are taken every 20 or SO degrees over a gradually falling tem¬ 
perature until, finally, at the lowest temperature, no explosion occurs 
after an indefinite delay. The results so obtained can conveniently be 
expressed in the form of curves in which ignition delay is plotted against 
temperature. 

This method of S.I.T. measurement constitutes a very marked 
advance over the older methods and is free from many objections associa¬ 
ted with the latter. On the other hand, the method and the apparatus, 
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as described by Foord (loc. cit.), has its limitations. Work conducted 
by one of the authors (D. A. II.) in the laboratories of Imperial Chemical 
Industries (Fertilizers and Synthetic Products), Limited, (to whom the 
authors arc indebted for permission to publish these results), has shown 
that :— 

(1) The moment of explosion, as recorded by the movement of a 
piston indicator, is not the true moment of explosion and differs from the 
latter by amounts which vary for different fuels. Paraffinic fuels, such 
as Scotch shale oil, suffer cracking almost as soon as they enter the 
apparatus and often the pressure rise due to this cracking is rapid enough 
to lift the piston indicator from, its seat. Aromatic fuels, on the other 
hand, when injected into the apparatus decompose with the separation 
of a cloud of smoke and carbon particles before the explosion takes 
place. The explosion is much more violent than in the case of paraffinic 
fuels. If the piston indicator is held down by a spring sufficient to 
prevent it lifting on sudden pressure rise due to cracking, it is found that 
the inertia of the system becomes so great that the indicator only lifts 
some appreciable time after the explosion occurs. It would appear that 
the moment of explosion could be best ascertained by a continuous 
pressure recorder. This would also give greater information about the 
changes taking place prior to explosion. 

(2) The heat capacity of the apparatus is not very large and a tem¬ 
perature gradient exists down the centre line of the vessel, being coldest 
at the bottom and hottest a few inches from the top (because it is lagged 
at the top and unlagged at the bottom). It is found, on making S.I.T. 
determinations in this apparatus, that the temperature of the unlagged 
bottom conical plate gradually rises from I20°C. to 160°C., during the 
course of about three or four hours. This changes the temperature 
gradient in the apparatus from experiment to experiment. 

(8) Fuels of different viscosity penetrate to varying depths in the 
apparatus with a given fuel injection pressure. As a uniform tempera¬ 
ture docs not exist in the explosion chamber, it is not possible to decide 
upon the true ignition temperature with certainty. 

(4) Although precautions have been taken to prevent the fuel spray 
from striking the hot. walls, experiments conducted with a paraffinic gas 
oil distillate and using a 80° cone angle of spray, which definitely strikes 
the hot walls, showed that no measurable difference in ignition lag was 
obtained. From this, it may be inferred that with the present design 
of apparatus, even when using a very narrow angle fuel spray, fuel does 
ignite from the hot walls and that the hot surfaces play an important 
part. 

Despite these observations, however, Le Mesurier 17 has shown 
that results on the Famborough S.I.T. apparatus are of definite value 
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in indicating the ease of engine starting with various fuels. This being so 
it should be of value in determining the relative behaviour of fuels under 
running conditions. 

883. The Moore S.I.T. Apparatus.—The Moore apparatus, as 
commonly employed, consists of an iron pot which is heated in a bath 
and through which a stream of air is passed heated to the same tempera¬ 
ture. A drop of fuel is allowed to fall into the pot from a burette and 
the S.I.T. is taken as the lowest temperature at which explosion can be 
obtained after an indefinite delay. 

Oil Feed 



Fig. 259.—The Moobe Spontaneous Ignition Temperatuee Apparatus. 


This procedure may be modified so as to allow the measurement, 
by a stop watch or similar device, of the time interval elapsing between 
the moment of the falling of a fuel drop into the pot and the moment 
of ignition, as indicated by a flash. The apparatus used is shown in 
Figure 259, and Figures 260 and 261 show typical delay-temperature 
curves obtained. The reproducibility of results is much improved by 
this method of operation. Because of the inability to measure very 
short time intervals, measurements must be made at temperatures 
considerably lower than those commonly used in the Farnborough 
S.I.T. apparatus. 


459 



§ 884 MOTOR FUEL PREPARATION AND APPLICATION 



Fie. 230.—TBMMJiiATUBB-DBLA-y Cukviss OP Various Fuels Determined by xuic Moork 

S J.T. Aitaraxus . ‘ 


Anti-Knock Dopes for Diesel Engines 

884. Various attempts have been made to find a substance which 
is effective in reducing the knocking properties of diesel oils in the same 
way as tetra-cthyl lead and other substances act as anti-knock dopes in 
petrols. So far these attempts have not been particularly successful. 

It has already been shown that aromatic and napthenic oils, while 
possessing desirable properties from the petrol anti-knock standpoint, 
give rise to more or less severe knocking in Diesel engines and that the 
best Diesel oils are paraffinic in character. This is equivalent to stating 
that the Diesel engine fuel requirements, as far as chemical composition 
is concerned, arc exactly opposite to those of the petrol engine. It has 
also been found that those substances which act as anti-knock dopes 
in petrol engines, e.g., tetra-ethyl lead, phenols, aromatic amines, etc., 
are pro-knocks in Diesel oils and that pro-knocks in petrol engines, e.g., 
aldehydes, alkyl nitrates, etc., have anti-knock effect in Diesel engines. 

In 1928, a patent was issued in the name of C. J. Simms, 18 in which 
the use of so called “primers ” to reduce the delay characteristics of 
Diesel fuels was advocated. The following substances were mentioned 
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Fig. 261.—Temperature-I)elay Curves os' Blends os Ethyl Nitrate in Persian Gas Oii- 

Moorb S.I.T. Apparatus. 


as being suitable : trinitroresoreinol, nitrous and nitric esters, e.g., 
methyl nitrate or amyl nitrite ; azo compounds ; chlorates and organic 
perchlorates, e.g., hydrazine diperchlorates; acetylenic compounds, 
e.g., copper acetylide : superoxides, e.g., benzene ozonide ; nitro amines, 
e.g., pecramide ; mercury organic compounds, e.g., mercury fulminate ; 
also phenylnitramine and phenyl selenious acid. * The quantity of 
primer required was said to be small, e.g., 5 per cent, by volume. 

Of these various compounds only the alkyl nitrates and nitrites 
have been used to any great extent. In 1930, an English patent was 
granted to W. Helmore, 19 in which two or more primers were used, one 
of which is a so called “ igniting primer ” such as ethyl or methyl 
nitrate and the other an “ exploding primer ” such as benzoyl peroxide, 
amylene peroxide, picric acid, dinitro benzene, trinitrobenzene, and 
trinitrotoluene, etc. 

The use of ethyl nitrate as a Diesel fuel anti-knock dope has been 
covered in other patents, 20 and this material has, apparently, been 
singled out as the most satisfactory. 

Figure 262 is a reproduction of two indicator diagrams taken by the 
Associated Equipment Company on one of their Aero engines at a speed 
of 1,000 revolutions per minute and with a brake mean effective pressure 
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of 83-5 pounds per square inch. The continuous line was obtained 
on an Asiatic Fuel and the broken line diagram was obtained on the 
same fuel to which 5 per cent, of ethyl nitrate had been added. The 
improvement in the performance is noticeable, both as regards the maxi¬ 
mum pressure and the rate of pressure rise. 



CfiflNK RNSLE 

Fio. 2(>2 .—Indicator Diagrams Skewing the EiaoscT or Ethyl Nitrate Upon the Com¬ 
bustion Characteristics or a Diesel Oil. 


In a recent patent (E.P. 404,082), D. A. Howes and I.C.I., Ltd., 
have claimed that the effect of ethyl nitrate may be improved by 
the addition of small amounts of bromine compounds and /or copper 
compounds. For example, a middle oil produced by the destructive 
hydrogenation of coal had a spontaneous ignition temperature of 
400°C. and a delay period of 8 0 seconds at this temperature. When 
0-5 per cent, of ethyl nitrate and 0-5 per cent, of benzyl bromide was 
added to this oil, the spontaneous ignition temperature was reduced 
to 330°C. and the delay period at 400°C. was reduced to 0 -9 seconds. 
When I per cent, of ethyl nitrate alone was added to the oil the spon¬ 
taneous ignition temperature was 345°C., and when X per cent, of 
benzyl bromide alone was added the spontaneous ignition temperature 
was 330°C. and the delay period at 400°C. was 1-5 seconds. A fuel 
containing 0-9 per cent, ethyl nitrate and 0 1 per cent, butyl bromide 
gave results in a Diesel engine equal to that of the same fuel containing 
2 per cent, of ethyl nitrate. 

The following substances have also been proposed by D. A. Howes 
and I.C.I., Ltd., as Diesel oil dopes ; 

Aliphatic and aromatic diketones. E.P. 403,124. 

Non-explosive aliphatic nitroso compounds. E.P. 405,658. 
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885. Regarding the precise mode of action of Diesel oil dopes, com¬ 
paratively little is known. Ethyl nitrate may work in either (or both) 
of two ways. It may act by becoming spontaneously inflamed at an 
instant prior to that at which an appreciable flame nucleus is set up in 
the fuel-air mixture, and causing the fuel to burn earlier by the develop¬ 
ment of heat from the combustion of the ethyl nitrate. On the other 
hand the substance may not be effective in itself as such, but the nitro¬ 
gen oxides formed in its decomposition may act as oxidation catalysts. 
In this connection, it is of interest to record that Bibb and Lucas 21 and 
Smith and Milner 22 found that these substances had marked catalytic 
activity in the oxidation of natural gas and benzene by air. 

According to Broche, Ehrmann and Scheer, 23 the spontaneous igni¬ 
tion temperature of naphthalene is reduced from 575° to 210°C., in the 
presence of platinum, vanadium pentoxide and thoria and the suggestion 
has been made that these substances might be used in compact form in 
the engine cylinder head to make possible the satisfactory use of coal 
tar oils. This may be possible, but the chances of success seem to be 
remote. The main point of interest is that, of the substances proposed, 
two are well known oxidation catalysts. As in the petrol engine knock¬ 
ing is induced when organic peroxides are formed in the charge during 
compression, it would appear that if the yield of peroxides from Diesel 
oils under the conditions existing in the Diesel cylinder during the 
process of injection could be increased, Diesel knock might be reduced. 
Stable peroxides, such as benzoyl peroxide, have no effect upon knock 
when added to Diesel oils, but this is no argument against the possibility 
of the unstable peroxides acting in this way. However, it is unwise to 
attempt predictions because of the very small amount of work which 
has been done on the subject. 

Although ethyl nitrate is the most effective Diesel oil dope so far 
known, it is by no means the ideal substance for this use. It is required 
in fairly large concentrations (from 1-0 to 2 0 per cent, for medium class, 
oils), it is expensive compared with Diesel oils, it has a low boiling point 
(86°C.), it is not safe to handle in great bulk in an undiluted state and 
it lowers the flash-point of any oil w r ith which it is blended. 

If a dope could be discovered which was so effective that it need only 
be used in the same concentrations as tetra-ethyl lead in petrols (i.e., 

2—3 ccs. per gallon), then perhaps commerieal application on a large 
scale would follow. On the other hand, the present low price of Diesel 
oil would severely limit this development. 

It might be argued, however, that the employment of an anti-knock 
dope in Diesel oils will eventually be essential, because of the limited 
supply of fuel of suitable paraffinic character from petroleum and be¬ 
cause there are no alternative sources of good quality Diesel oil available. 
Against this argument is the possibility that Diesel engine design is pro- 
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ceeding in such a way as to widen the range of suitable fuels, a condition 
of affairs vastly different from that obtaining in the petrol engine, where 
improvements in design to obtain greater power outputs, etc., generally 
result in a diminished range of suitable fuels. 
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890. 

Gravities, Pounds, Gallons and Tons. 

(15-56°C., 60°P.) 


A.P.I. 

Gravity 

Specific 

Gravity 

Pounds Per 
U.S. Gallon 

PoundsPer 

Imperial 

Gallon 

1 U.S. 

Gallons 

Per Ton 

Imperial 

Gallons 

Per Ton 

10 

1-0000 

8-331 

10-0017 

268-875 

223-961 

'll 

•9930 

8-273 

9-9317 

270-771 

225-54 

12 

•986! 

8-215 

9-8627 

272-665 

227-118 

13 

•9792 

8-158 

9-7937 

274-587 

228-718 

14 

■9725 

8-102 

9-7267 

276-478 

230-294 

15 

•9659 

8-047 

9-6607 

278-368 

231-868 

16 

•9593 

7-992 

9-5947 

280-283 

233-453 

17 

•9529 

7-939 

9-5307 

282-165 

235-031 

18 

•9465 

7-885 

9-4666 

284-073 

236-621 

19 

•9402 

7-833 

9-4036 

285-977 

238-206 

20 

•9340 

7-781 

9-3416 

287-875 

239-787 

21 

•9279 

7-730 

9-2806 

289-768 

241-363 

22 

•9218 

7-680 

9-2196 

291-685 

242-961 

23 

•9159 

7-630 

9-1606 

293-564 

244-526 

24 

•9100 

7-581 

9-1016 

295-467 

246-111 

25 

•9042 

7-533 

9-0436 

297-363 

247-690 

26 

•8984 

7-485 

8-9856 

299-282 

249-289 

27 

•8927 

7-437 

8-9286 

301-193 

250-881 

28 

•8871 

7-390 

8-8725 

303-095 

252-464 

29 

•8816 

7-345 

8-8175 

304-986 

254-039 

30 

•8762 

7-300 

8-7635 

306-865 

255-605 

31 

8708 

7-255 

8-7095 

308-768 

257-190 

32 

•8654 

7-210 

8-6555 

310-696 

258-795 

33 

•8602 

7-166 

8-6035 

312-573 

260-359 

34 

•8550 

7-123 

8-5515 

314-474 

261-943 

35 

•8498 

7-080 

8-4995 

316-398 

263-546 

36 

•8448 

7-036 

8-4495 

318-271 

265-105 

37 

•8398 

6-996 

8-3995 

320-166 

266-884 

38 

•8348 

6-955 

8-3495 

322-083 

268-281 

39 

•8299 

6-914 

8-3004 

323-985 

269-865 

40 

•8251 

6-874 

8-2524 

325-870 

271-435 

41 

•8203 

6-834 

8-2044 

327-777 

273-023 

42 

•8156 

6-795 

8-1574 

329-966 

274-597 

43 

•8109 

6-756 

8-1104 

331-576 

276-188 

44 

•8063 

6-717 

8-0644 

333-468 

277-764 

45 

•8017 

6-679 

8-0184 

335-381 

279-358 

46 

•7972 

6-641 

7-9734 

337-275 

280-935 

47 

•7927 

6-604 

7-9284 

339-189 

282-529 

48 

•7883 

6-567 

7-8844 

341-082 

284-106 

49 

■7839 

6-531 

7-8464 

342-997 

285-701 

50 

•7796 

6-495 

7-7974 

344-889 

287-277 

51 

•7753 

6-459 

7-7543 

346-802 

288-870 

52 

•7711 

6-424 

7-7123 

348-691 

290-444 

53 

•7669 

6-389 

7-6703 

350 600 

292 034 

54 

■7628 

6-355 

7-6293 

352-485 

293-604 

55 

•7587 

6-321 

7-5883 

354-389 

295-190 

56 

•7547 

6-287 

7-5483 

356-268 

296-755 

57 

•7507 

6-254 

7-5083 

358-166 

298-336 

58 

•7467 

6-221 

7-4683 

360-085 

299-934 

59 

•7428 

6-188 

7-4293 

361-975 

301-509 

60 

-7389 

6-156 

7-3903 

363-886 

303-101 

61 

•7351 

6-124 

7-3523 

365-767 

304-667 

62 

•7313 

6-092 

7-3143 

367-668 

306-251 

63 

•7275 

6-061 

7-2763 

369-588 

307-850 

64 

•7238 

6-030 

7-2393 

371-477 

309-424 

65 

•7201 

5-999 

7-2023 

373-386 

311-014 

66 

•7165 

5-969 

7-1662 

375-262 

312-575 

67 

•7128 

5-938 

7-1292 

377-210 

314-199 

68 

•7093 

5-909 

7-0942 

379-071 

315-749 

69 

•7057 

5-879 

7-0582 

381-005 

317-360 

70 

*7022 

5'850 

7-0232 

382-904 

318-942 

71 

•6988 

5-822 

6-9892 

384-767 

320-494 

72 

•6953 

5-793 

6-9542 

386-704 

322-107 

73 

•6919 

5-764 

6-9202 

388-604 

323-690 

74 

•6886 

5-737 

6-8872 

390-467 

325-241 

75 

•6852 

5-708 

6-8532 

392-404 

326-855 

76 

•6819 

5-681 

6-8202 

394-303 

328-437 

77 

■6787 

5-654 

6-7882 

396-162 

329-985 

78 

•6754 

5-627 

6-7552 

398-098 

331-598 

79 

•6722 

5-600 

6-7232 

399*993 

333-176 

80 

•6690 

5-573 

6-6912 

410-906 

334-770 

81 

•6659 

5-548 

6-6602 

403-777 

336-328 

82 

•6628 

5-522 

6-6292 

405-666 

337-961 

83 

•6597 

5-496 

6-5981 

407-572 

339-489 

84 

•6566 

5-470 

6-5671 

409-496 

341-092 

85 

•6536 

5-445 

6-5371 

411-376 

342-658 
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APPENDIX 


Specific Gravities and Baumi; Gravities for Liquids Heavier than 

Water. 

145 

Degrees Baum6 — 145 gpeciflcGravity "° r ^ f l u ^ a heavier than water. 


Degrees 

liaumu 

Specific 

Gravity 

Degrees 

Bauino 

Specific 

Gravity 

Degrees 

15 au me 

Specific 

Gravity 

00 

1-0000 

23-5 

1-1934 

47-0 

H !!!■ 

05 

1-0035 

2-4-0 

1-1983 

47-5 

Infi 

10 

1-0069 

24-5 

1 -2033 

48-0 


1'5 

1 -0105 

25-0 

1-2083 

48-5 


20 

1-0140 

25-5 

1-2134 

49-0 

IfB ! * ! 

2-5 

1-0175 

26-0 

1-2185 

49-5 


30 

1-0211 

20-5 

1-2236 

50-0 


3-5 

1 -02-17 

27-0 

3 -2288 

50-5 

mSm 

4 0 

1-0284 

27-5 

1-2340 

51-0 


4-5 

1-0320 

28-0 

1-2393 

51-5 


5 0 

1-0357 

28-5 

1 -2446 

52-0 

1-5591 

5-5 

1-0394 

20-0 

1-2500 

52-5 

1-5676 

6 0 

1-0432 

29-5 

1-2554 

53-0 

1-5761 

6'5 

1-0469 

30-0 

1-2609 

53-5 

1-0847 

70 


30-5 

1 -2664 

54-0 

1-5934 

7-5 

■ If! i ■ 

31-0 

1-2719 

54-5 

1-6022 

80 


31-5 

1-2775 

55-0 

1-6111 

8-6 

1 -0623 

32-0 

1-2832 

55-5 

1-6201 

9 0 

1-0662 

32-5 

1-2889 

56-0 

1-6292 

9-5 


33-0 

1-2946 

66-5 

1-6384 

100 


33-5 

1-3004 

57-0 

1-6477 

105 

1 ■ - H 

34-0 

1-3063 

57-5 

1-6571 

110 

^B bu I^B 

34-5 

1-3122 

58-0 

11111®; 

11-5 


35-0 

1-3182 

58-5 

IptSt" tiltn 

120 

1-0902 

35-5 

1-32-12 

59-0 

■■Br 

12-5 

1-0943 

36-0 

1-3303 

59-5 

MmTs f 

13 0 

1-0985 

36-5 

1-3361- 

60-0 

1 h iTmiS 

13-5 

1-1027 

37-0 

1-3-126 

60-5 

- V fi - 1 ’I ■ 

14'0 

1-1069 

37-5 

1-3488 

61-0 

■77 

14'5 

1*1111 

38-0 

1-3551 

61-5 

8HH& n f [ 

15-0 

1-1154 

38-5 

1-3615 

02-0 


15-5 

1-1197 

39-0 

1 -3679 

62-5 

HiTTTrnHTJ 

10 0 

1-12-10 

39-5 

1-3744 

63-0 


10-5 

1-1284 

40-0 

1-3810 

63-5 


17 0 

1-1328 

40-5 

1-3876 

64-0 

1-7901 

17-5 

1-1373 

41-0 

1 -3942 

64-5 

*• 3 

18 4) 

1-1417 

41-5 

1-4010 

65-0 


18-5 

1-1462 

42-0 

1-4078 

65-5 

■T H 

11) *0 

1-1508 

42-5 

1-4146 

66-0 

UHL 

U)-r> 

1-1654 

43-0 

1-4211) 

06-5 

■1 sllKj H 

20-0 

1-1600 

43-5 

1-4286 

67-0 


20-5 

1-16-17 

4.4-0 

1-4356 

67-5 


210 

1-1694 

44-6 

1-4428 

68-0 

K: i am 

21-5 

1-1741 

45-0 

1-4500 

68-5 


22-0 


45-5 


69-0 


22'5 

1-1837 

40 0 


69-5 

M 

. 23 0 

1-1885 

40-5 


70-0 
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§ 892 


Thermal Expansions oe Gasoline-Benzole Mixtures. 

(0. S. Cragoe, U.S. Bureau of Standards, Miscellaneous Publication, .No. 97, 1929.) 

Ratio of Volume at 60°F. to Volume at t°F., YjiQ, for Mixtures containing 0, 25, 50 and 100 
per cent. Motor Benzole by Volume. 


Temp. 

45° A.P.I. at 60°F. 

Specific Gravity 
0-8017 at 60° /60°F. 

50° A.P.I. at 60°F. 

Specific Gravity 
0-7796 at 60°/60°F. 

55° A.P.I. 
Specific Gravity 
0-7587 at 60°/60°F. 

Motor 

Benzole 










100 

°F. 




Percentage Motor Benzole 



Per 
























0 

25 

50 

0 

25 

50 

0 

25 

50 


0 

1 0301 

1-0342 

1-0386 

1-0324 

1-0367 

1-0410 

1 '0347 

1 0391 

1-0440 

1 0387 

5 

1 0276 

1-0314 

1-0354 

1-0297 

1 0337 

1 -0376 

1-0318 

1 0359 

1 0404 

1 0355 

10 

1 0251 

1-0286 

1 -0322 

1-0270 

1-0307 

1 -0343 

1 -0290 

1 0326 

1 0368 

1-0323 

15 

1 0226 

1-0257 

1 -0290 

1-0243 

1 0276 

1-0309 

1 -0261 

1-0294 

1-0332 

1-0291 

20 

1-0201 

1-0229 

1-0258 

1-0216 

1-0246 

1 -0275 

1 0232 

1 0261 

1 0295 

1 0259 

22 

1-0191 

1-0217 

1-0245 

1-0205 

1-0233 

1-0261 

1 -0220 

1-0248 

1-0280 

1 0246 

24 

1-0181 

1 -0206 

1-0232 

1-0194 

1 0221 

1 -0248 

1 0209 

1 0235 

1 -0266 

1-0233 

26 

1 0171 

1-0194 

1-0219 

1-0184 

1-0209 

1 -0234 

1-0197 

1 -0222 

1-0251 

1-0220 

28 

10161 

1-0183 

1-0207 

1-0173 

1-0197 

1-0220 

1-0186 

1-0209 

1-0237 

1-0207 

30 

10151 

1-0171 

1-0194 

1-0162 

1-0184 

1-0206 

1-0174 

1-0196 

1 0222 

1-0191 

32 

10141 

1-0160 

1-0181 

1-0151 

1-0172 

1-0193 

1-0162 

1-0183 

1 -0207 

1-0181 

34 

1-0131 

1-0149 

1-0168 

1 0140 

1-0160 

1-0179 

10151 

1-0170 

10192 

1-0168 

36 

1-0121 

1-0138 

1-0155 

1-0130 

1-0148 

1-0165 

1-0139 

1-0157 

1-0)78 

1-0166 

38 

1-0110 

1-0126 

1-0142 

10119 

1-0135 

10151 

1-0I2S 

1-0144 

1-0163 

10143 

40 

1-0100 

1-0115 

1-0129 

1-0108 

1-0123 

1-0)38 

10116 

1-0131 

10148 

1-0130 

42 

1-0090 

10103 

1-0116 

1-0097 

1-0111 

1-0124 

1 0104 

1-0118 

1-0133 

1-0117 

44 

1-0080 

1 0092 

1-0103 

1-0086 

1-0099 

1-0110 

1 -0093 

1-0105 

1-0119 

1-0104 

46 

1 -0070 

1 -0080 

1 -0090 

1-0070 

1 -0086 

1 -0096 

1-0081 

1-0092 

1-0104 

1 -0091 

48 

1-0060 

1 0069 

1-0078 

1-0065 

1-0074 

1-0083 

1 -0070 

1-0079 

1-0089 

1-0078 

50 

1-0050 

1 0057 

1-0065 

1-0054 

1-0061 

1-0069 

1 0058 

1-0066 

1-0074 

1-0065 

52 

1-0040 

10046 

1-0052 

1-0043 

1 0049 

1-0055 

1 0046 

1 -0053 

1 0059 

1-0052 

54 

1 -0030 

1-0034 

1-0039 

1-0032 

1-0037 

1-0041 

) 0035 

1-0039 

1 0044 

1-0039 

56 

1-0020 

1 0023 

1-0026 

1-0022 

1 0025 

1-0028 

1-0023 

1-0026 

1-0030 

1-0026 

58 

1-0010 

1-0011 

1-0013 

1-0011 

1-0012 

1-0014 

1-0012 

10013 

1-0015 

1-0013 

60 

1-0000 

1-0000 

1-0000 

1-0000 

1-0000 

1-0000 

1-0000 

1-0000 

1-0000 

1 -0000 

62 

•9990 

-9988 

•9987 

-9989 

•9987 

■9986 

•9988 

•9987 

-9985 

■9987 

64 

•9980 

•9977 

•9974 

•997S 

•9975 

■9972 

•9977 

•9974 

•9970 

•9974 

66 

■9970 

•9965 

•9961 

•9968 

■9963 

•9958 

-9965 

•9960 

■9955 

•9961 

68 

-9960 

•9954 

•0948 

•9957 

■9951 

•9944 

•9954 

-9947 

■9940 

-9948 

70 

•9950 

■9942 

•9935 

•9946 

■9938 

•9930 

-9942 

•9934 

•9925 

-9935 

72 

•9940 

-9931 

•9922 

•9935 

•9926 

■9917 

-9930 

-9921 

-9911 

-9922 

74 

•9929 

•9919 

•9909 

•9924 

■9913 

•9903 

•9919 

■9908 

-9896 

-9909 

76 

•9919 

-9908 

•9896 

-9913 

•9901 

■9889 

•9907 

•9896 

•9881 

-9896 

78 

•9909 

•9S96 

•9883 

•9902 

•9888 

■9875 

•9896 

■9881 

•9S66 

•9883 

SO 

•9899 

•9885 

■9870 

•9891 

■9876. 

•9861 

-9884 

•9868 

•9851 

-9870 

82 

•9889 

-9873 

■9857 

•9880 

•9864 

•9847 

■9871 

•9855 

-9836 

•9857 

84 

•9879 

•9862 

•9844 

-9869 

•9852 

•9833 

-9860 

-9842 

•9821 

•9844 

86 

•9869 

-9850 

•9831 

•9859 

•9839 

■9819 

•9848 

•9828 

•9806 

•9830 

88 

•9859 

•9839 

■9818 

•9848 

•9827 

■9806 

-9837 

-9815 

•9791 

•9817 

90 

•9849 

•9827 

•9805 

•9837 

•9814 

■9792 

-9825 

•9802 

•9776 

•9804 

92 

•9839 

•9816 

•9792 

-9826 

•9802 

•9778 

-9813 

-9789 

•9761 

•9791 

94 

•9829 

•9804 

•9779 

-9815 

•9789 

-9764 

-9802 

•9776 

-9746 

•9778 

96 

■9819 

•9793 

•9766 

•9805 

•9777 

■9750 

■9790 

•9763 

■9731 

•9765 

98 

■9809 

■9781 

•9753 

•9794 

-9764 

■9736 

•9779 

•9749 

•9716 

•9762 

100 

•9799 

•9770 

•9740 

-9783 

•9752 

•9722 

•9767 

•9736 

•9701 

•9739 

105 

•9773 

■9741 

•9707 

•9756 

■9727 

•9687 

■9737 

•9703 

•9663 

•9706 

110 

•9748 

•9712 

•9675 

•9729 

•9690 

•9652 

-9708 

•9670 

•9626 

•9673 

115 

•9723 

•9684 

•9642 

■9702 

•9659 

•9617 

-9679 

•9637 

-9588 

■9640 

120 

•9698 

•9655 

•9609 

•9674 

•9628 

•9582 

•9650 

•9604 

•9550 

•9607 

125 

•9673 

•9626 

•9577 

■9647 

-9597 

•9547 

-9620 

•9571 

-9513 

•9574 
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§ 893 
893. 

Corrections to Readings of Hydeosieters in Gasoline-Benzole Blends 
to Reduce to °A.P.L at 60°P. 


Mixtures containing 0, 25 and 50 per cent. Motor Benzole by Volume. 
(Cragoe, U.S. Bureau of Standards, Miscellaneous Publication, No. 97, 1929.) 



45° A.P.I. 
Observed 

60° A.P.I. 
Observed 

55° A.P.I. 
Observed 

Observed 

Temperature 

Percentage Motor Benzole 

°jP. 

0 

25 1 

50 

0 

25 

50 ! 

0 

25 | 

60 




Add to Observed 

° A.P.I. 



0 

6-7 

6-5 

7-5 

G'3 


84 

6-9 

7-9 

9-3 

5 

61 

5-9 

6-8 

5-7 


7-0 

6-3 

7-2 

8-4 

10 

4-6 

5-3 

6-1 

5-2 


6-8 

5-7 

6-5 

7-5 

15 

41 

4-8 

54 

4-6 


6-1 

5-1 

5-8 

6-7 

20 


4-2 

4-8 

4-1 

4-6 

5-3 

4-5 

6-1 

5-9 

25 


3-7 

4-2 

3-5 

4-0 

4-6 

3-9 

44 

5-1 

30 


31 

3-5 

3-0 

3-4 

3-9 

3-3 

3-8 

4-4 

32 


2-9 

3-3 

2-8 

3-2 

3-7 

3-1 

3-5 

4-1 

34 

2-3 

2-7 

3-0 

2-6 

3-0 

34 

2-8 

3-2 

3-8 

36 

2-2 

2-5 

2-8 

24 

2-7 

3-1 

2-6 

30 

35 

38 

20 

2-3 

2-6 

2-2 

2-5 

2-9 

2-4 

2-7 

3-2 

40 

18 

2-0 

2-3 

2-0 

2-3 

2-6 

2-2 

2-5 

2-9 

42 

1-6 

1-8 

2-1 

18 

2-0 

2-3 

1-9 

2-2 

2-6 

44 

14 

■ciS 

1-8 

1-6 

1-8 

2-1 

1-7 

2-0 

2-3 

46 

1-2 

14 

1-6 

14 

1-6 

1-8 

1-5 

1-7 

2-0 

48 

M 

1-2 

14 

1-2 

1-3 

1-5 

1-3 

1-5 

1-7 

50 


■com 

11 


11 

1-3 

1-1 


14 

52 

0-7 

0-8 

0-9 


KfiM 

1-0 

0-9 

1-0 

11 

54 

0-5 

0-6 

0-7 

0-6 

0-7 

0-8 

0-6 

0-7 

0-8 

66 

0-4 

■ifftN 

0-5 


0-4 

0-5 

04 

0-5 


58 

0-2 

0-2 

0-2 


0-2 

0-3 

0-2 

0-2 



Subtract from Observed ° A.P.I. 

60 


0-0 

0-0 

wrm 



mm 

H 

El 

62 

■ - 1 

0-2 

0-2 

HMH 

I - 



I'rffi 

m m 

64 

■! IS 

04 

04 

■'§ <SI 

Hif 

HfilH 

■!» 

Hd.H 

k 1 

66 

0-5 

0-6 

0-7 

Hi iS 

0-7 

0-7 

0-6 

0-7 

m m 

68 

0-7 

0-8 

0-9 

mrm 

0-9 

1-0 

0-8 

0-9 

M 

70 

0-9 

10 

1-1 

1-0 

11. 

1-2 

1-0 


mm 

72 

1-0 

1-2 

1-3 

M 

BEH 

14 

msm 

f 

la 

74 

Msm 

14 

1-5 

■ m 

msm 

1-7 

Us 

1-6 

H 

70 


1-6 

1-7 

■ 

Us 1 

1-9 

1-6 

1-9 

2-1 

78 


1-7 

2-0 

m m 

1-9 

2-2 

1-8 

2-1 

24 

80 

msm 

1-9 

2-2 

■ m 

2-1 

2-4 

2-0 

msm 

2-6 

82 


2-1 

2-4 

2-0 

2-3 

2-7 

2-2 

2-5 

2-9 

84 

2-0 

2-3 

2-6 

2-2 

2-5 

2-9 

24 

2-8 

3-1 

86 

2-2 

2-5 

2-8 

24 

2-7 

31 

2-6 

3-0 

34 

88 

24 

2-7 

3-0 

2-6 

2-9 

3-3 

2-8 

3-2 

3-6 

90 

2-3 

2-9 

3-2 

2-8 

3d 

30 

3-0 

3 4 

3-9 

02 

2-7 

3-0 

34 

2-9 

ESS 

3'8 

3-2 

3-7 

4-1 

94 

2-8 

3-2 

3-6 

3-1 

3-5 

40 

34 

3-9 

44 

96 

3-0 

3-4 

3-8 

3-3 


4-2 

3-6 

41 

4-6 

98 

31 

3-6 

4-0 

34 


44 

3-8 

4-3 

4-9 

100 

33 

3-8 

4-2 

3-6 


4-7 

4-0 

4-5 

5-1 

105 

3-7 

4-2 

4-7 

4-0 


5-2 

4-5 

5-0 

6-7 

no 

4-1 

4-0 

5-2 

4-5 

5-1 

5-7 

4-9 

5-6 

6-3 

115 

4-5 

5-1 

5-7 

4-9 

5-6 

6-3 

5-4 

6-1 

69 

120 

4-8 

5-5 

6 2 

5-3 

6-0 

6-8 

5-8 

6-6 

74 
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APPENDIX 


CORRECTIONS TO READINGS OF HYDROMETERS IN GASOLINE-BENZOLE MIXTURES 
to Reduce to Specific Gravity at 60°/60°F. 

Mixtures containing 0, 25 and 50 per cent. Benzole, by Volume. 

(C. S. Cragoe, U.S. Bureau of Standards, Miscellaneous Publication, No. 97, 1929.} 


Observed Specific 
Gravity = 0-760 


Observed 

Temperature 

°F. 


Observed Specific 
Gravity = 0-780 


Percentage Motor Benzole 


Observed Specific 
Gravity — 0-800 
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APPENDIX 


895. 


Sodium Hydroxide Solutions. (Lunge.) 


Specific Gravity 

60° F. 

GO°F. 

Degrees 

Uauruo 

% NaOH 

Grams NaOI-1 
Per Litre 

Degrees 
T Waddell 

1007 

1-0 

0-61 

6 

14 

1-014 

2-0 

1-20 

12 

2-8 

1-022 

3-1 

2-00 

21 

44 

1-029 

4-1 

2-70 

28 

5-8 

1 036 

6-1 

3-35 

35 . 

7-2 

1-045 

6-2 

4-00 

42 

9-0 

1-052 

7-2 

4-64 

49 

104 

1-060 

8-2 

5-29 

56 

12-0 

1-067 

9 1 

6-87 

63 

134 

1-075 

10-1 

0-55 

70 

16-0 

1-083 

11-1 

7-31 

79 

16-6 

1-091 

12-1 

8-00 

87 

18-2 

1-100 

13-2 

8 (38 

95 

20-0 

1-108 

14-1 

942 

104 

21-6 

1-116 

15-1 

10-06 

112 

23-2 

1-125 

16-1 

10-97 

123 

25-0 

1-134 

17 1 

11-84 

134 

26-8 

1-14-2 

18-0 

12-64 

144 

284 

1-152 

19-1 

13-55 

15(3 

304 

1-162 

20-2 

14-37 

167 

324 

1-171 

21-2 

15-13 

177 

34-2 

1-180 

22-1 

15-91 

188 

30-0 

1-190 

23-1 

1(5-77 

200 

38-0 

1-200 

24-2 

17-67 

212 

40-0 

1-210 

25-2 

18-58 

225 

42-0 

1-220 

26-1 

19-58 

239 

44-0 

1-231 

27-2 

20-59 

253 

46-2 

1-241 

28-2 

2142 

266 

48-2 

1-252 

29-2 

22-64 

283 

604 

1-263 

30-2 

23-67 

299 

62-6 

1-274 

31-2 

24-81 

316 

54-8 

1-285 

32-2 

25-80 

332 

67-0 

1-297 

33-2 

26-83 

348 

594 

1-308 

34-1 

27-80 

3(34 

61-6 

1 320 

35-2 

28-83 

381 

64-0 

1-332 

30-1 

29-93 

399 

664 

1-345 

37-2 

31-22 

420 

69-0 

1 -357 

38-1 

32-47 

441 

714 

1-370 

39-2 

33-60 

402 

74-0 

1-383 

40-2 

34-9(5 

483 

76-6 

1 -397 

41-2 

3(3-25 

GOO 

794 

1-410 

42-2 

3747 

528 

82-0 

1424 

43-2 

38-80 

553 

84*8 

1 -438 

44-2 

39-99 

576 

87-6 

1453 

45-2 

41-41 

(302 

90-6 

1-468 

46-2 

42-83 

029 

93-6 

1483 

47-2 

44-38 

658 

90-6 

1-498 

48-2 

4(5-15 

691 

99-6 

1-514 

49-2 

47-60 

720 

102*8 

1-530 

50-2 

49-02 

760 

106-0 


472 



APPENDIX 


§896 


896. 

Sulphuric Acid Solutions. 


Degrees 

Baume 

Specific Gravity 
60°F. 

60°F. 

% H,SO, 

Degrees 

Baume 

Specific Gravity 
60°F. 

60°F. 

% H.SO 

0 

1-0000 

0-00 

37 

1-3426 

43-99 

1 

1-0069 

1-02 

38 

1-3551 

45-35 

2 

1-0140 

2-08 

39 

1-3679 

46-72 

3 

1-0211 

3-13 

40 

1-3810 

48-10 

4 

1-0284 

4-21 

41 

1-3942 

4947 

5 

1-0357 

5-28 

42 

1-4078 

50-87 

6 

1-0432 

6-37 

43 

1-4216 

52-26 

7 

1-0507 

7-45 

44 

1-4356 

53-66 

8 

1-0584 

8-55 

45 

14500 

55-07 

9 

1-0662 

9-66 

46 

1-4646 

5648 

10 

1-0741 

10-77 

47 

14796 

57-90 

11 

1-0821 

11-89 

48 

14948 

59-32 

12 

1-0902 

13-01 

49 

1-5104 

60-75 

13 

1-0985 

14-13 

50 

1-5263 

62-18 

14 

1-1069 

15-25 

51 

1-5422 

63-36 

15 

1-1154 

16-38 

52 

1-5591 

65-61 

16 

1-1240 

17-53 

53 

1-5761 

66-63 

17 

1-1328 

18-71 

54 

1-5934 

68-13 

18 

1-1417 

19-89 

55 

1-6111 

69-65 

19 

1-1508 

21-07 

56 

1-6292 

71-17 

20 

1-1600 

22-25 

57 

1-6477 

72-75 

21 

1-1694 

23-43 

58 

1-6667 

74-36 

22 

1-1789 

24-61 

59 

1-6860 

75-99 

23 

1-1885 

25-81 

60 

1-7059 

77-67 

24 

1-1983 

27-03 

61 

1-7262 

7943 

25 

1-2083 

28-28 

62 

1-7470 

81-30 

26 

1-2185 

29-53 

63 

1-7683 

83-34 

27 

1-2288 

30-79 

64 

1-7901 

85-86 

28 

1-2393 

32-05 

64-25 

1-7957 

86-33 

29 

1-2500 

33-33 

64-5 

1-8012 

87-04 

30 

1-2609 

34-63 

64-75 

1-8068 

87-81 

31 

1-2719 

35-93 

65 

1-8125 

88-65 

32 

1-2832 

37-26 

65-25 

1-8182 

89-55 

33 

1-2946 

38-58 

65-5 

1-8239 

90-60 

34 

1*3063 

39-92 

65-75 

1-8297 

91-80 

35 

1-3182 

41-27 

66 

1-8354 

93-19 

36 

1-3303 

42-63 


— 
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897. 

Specific Gravity of Fuming Sulphuric Acid 


Grams of Free SO. 
in 100 Grams of Acid 

Total Grains SO, 
in 100 Grams Acid 

I) 15 

15 

10 

83-46 

1-888 

20 

85-30 

1-920 

30 

87-14 

1-957 

40 

88-97 

1-979 

50 

90 81 

2-009 

60 

92-65 

2-020 

70 

9448 

2-018 

80 

96-32 

2-008 

90 

98-16 

1-990 

100 

100-00 

1-984 


898. 

Correction of Specific Gravity of Sulphuric Acid to 15°C. 
(Year Book, Coke Oven Managers’ Association, 1919, p. 327.) 


Specific Gravity 

Correction for 1°G. 

1-000—1 *170 

0-0006 

1-170—1450 

0-0007 

1450—1 -580 

0-0008 

1-580—1-750 

0-0009 

1-750—1-820 

0-0010 

1-820—1-840 

0-0008 


Molecular Weights 

899. For most refinery calculations, the molecular weights of dis¬ 
tillate oils may be approximated by determining the A.S.T.M. or I.P.T. 
distillation mid-points (i.e., the temperatures at which 50 per cent, by 
volume of the oil distils) and taking the normal paraffin hydrocarbon of 
boiling point nearest to this temperature as having the same molecular 
weight as the oil in question. This approximation gives results more 
accurate than might be expected by a consideration of the diverse nature 
of oils available, and is seldom in error to an extent greater than ± 8 
per cent. The reason for this is shown in Figure 203, in which the 
molecular weights of various types of hydrocarbons are plotted against 
their boiling points. Curve I relates to the normal paraffins, curve II 
relates to iso-paraffins and curve III is a plot of the aromatic hydrocar¬ 
bons. Points are also shown for naphthenes and for a-olefmes. All 
except a few of the points shown in this figure fall within ± 10 per cent, 
of the mean value indicated by Curve No. I. 
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BOILING POINT AT 760MM.,°‘C. 



APPENDIX 


§ 900 


Vapour Pressures 

900. The approximate Clapeyron equation, for the relationship 
between vapour pressure and temperature has the form 

log (\ _ JL 

^ 1\ 11 vi\ t 2 

where P lf P a arc absolute pressures, 

1\, T 2 arc the absolute temperatures corresponding to P x , P 2 , 

M — molecular weight of the vapour, 

L ss latent heat of evaporation, 

It = gas constant. 

If, therefore, the logarithm of the vapour pressure be plotted against the 
reciprocal of the absolute temperature, a straight line is obtained. 

Charts have been prepared in which vapour pressure data have 
been plotted in this way and these should be consulted. See Spiers, 
Technical Data on Euel, 3rd Edition, 1932, and also II. B. Coats and 
0. G. Brown, Circular Scries, No. 2, University of Michigan, Department 
of Engineering Research, December, 1928. 
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Vapour Pressures or Hydrocarboks (mm. Hg.) (International Critical Tables) 
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901. 


Vapour Pressures of English Motor Euels 
(Spiers, Technical Data on Fuel, 3rd Edition, 19321 

i * B 

log p = A — T 


p — vapour pressure, rams., Hg. 
T = absolute temperature, °C. 



Aviation Potrol 

No. 1 Grade 
Potrol 

No. 3 Grade 
Potrol 

A. 

6-76 

6-72 

6-65 

B. 

Vapour Pressure. 
Mms. Hg. 

1,325 

1,345 

1,360 

- 80°0. 

204 

15 

11 

- 20°C. 

34 

25 

19 

- 10°G. 

62 

40 

29 

0°C. 

80 

62 

47 

-f 10°0. 

115 

90 

70 

20°C. 

170 

133 

100 

30°C. 

240 

185 

145 

40°C. 

330 

265 

200 

60°0. 

450 

360 

280 

00°0. 

590 

480 

365 

70°0. 

780 

630 

490 


902. 


Vapour Pressures of Ethyl Alcohol-Benzene Mixtures 


% Weight 1 

Ethyl Alcohol 

| Vapour Pressure, mms. Mercury 

34-8°C. 

60°a 

00°G. 

66°C, 




. 



0 

2- 07 

3- 85 
947 

17-3 

25-6 

32-15 

60-15 

64-9 

79-9 

93-3 

100-0 


147 

174 

186 

195 

198 

198 

197 

190 

178 

165 

122 

103 


326 

347 

371 

379 
382 

380 
371 
351 
311 
257 
223 


471 

603 

545 

562 

570 

569 

557 

530 

479 

403 

354 


578 

620 

677 

702 

711 

711 

697 

671 

609 

520 

462 
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903. 

Critical Temperatures and Critical Pressures op Hydrocarbons 
(International Critical Tables) 



Critical Temperature 
°C. 

Critical Pressure 
Atmospheres 

Methane .. 

. -82*5 

45-8 

Ethane 

32-1 

48-8 

Propane .. 

95-6 

43 

N-Butane 

153 

36 

Iso-Butane 

134 

37 

N-Pentane 

197-2 

33 

Iso-Pentane 

187-8 

32-8 

N-IIexane 

234-8 

29-5 

N-Heptane 

266-8 

26-8 

N-Octane .. 

296 

24-6 

Cyclohexane 

281 

40-4 

Benzene .. 

288-5 

47-7 

Toluene 

320-6 

41-6 

m-Xylene 

348 

35-8 

Ethylene ,. 

9-7 

50-9 

Propylene . 

92-3 

45 

Naphthalene 

468 

39-2 


904. 


Viscosity 


Kinematic Viscosities op English Market Euels 
(C.G.S. units x 10 3 ) 

(Spiers, Technical Data on Fuel, 3rd edn., pages 222, 224.) 


Temperature, °C. 

.. . .... 

0 

10 

20 

30 

Motor Benzole .. 


8-3 

7-2 

6-6 

Aviation Petrol. 

7-4 

6-S 

6-2 

5-7 

No. 1 Grade Petrol 

8-0 

7-4 

6-8 

6-2 

No. 3 Grade Petrol 

9-5 

8-5 

7-6 

6-9 
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905. 

Absolute Viscosities oe Hydrocarbons 
(C.G.S. units X 10 3 ) 


(W. II. Ho (Tort and G. Claxton, Motor Benzole, 1931, p. 406) 


Temp. 

"C. 

I’cn- 

tano 

Hexane 

H ap¬ 
ian o ] 

Octane. 

Cyclo- 

Hexane 

Ben¬ 

zene 

Toluene 

Ortho- 

Xylene 

IVleta- 

Xylene 

Fara- 

Xylene 

mm 

B 

4-03 


7-05 

i 

9-00 

7-7 

11-0 

8-05 



mm 

3-56 

4-65 

6-2 

— 

7-57 

6-7 

9-25 

7-05 

74 

aw 

2-4 

3-20 

4-15 

5-45 

0-7 

647 

5-88 

8-1 

6-25 

6-5 

30 

2-2 

2-95 

3-75 

4-85 

8-2 

5-01 

5-25 

7-1 

5-55 

5-75 

40 

— 

2-7 

3-4 

4-35 

— 

4-92 

4-72 

6-25 

5-0 

5-15 

50 

— 

248 

3-08 

3-9 

— 

4-3G 

4-25 

5-52 

4-5 

4-63 

00 

_ 

2-25 

2-83 

3-52 

— 

3-89 

3-87 

5-0 

4-1 

4-22 

70 

— 

— 

2-6 

3-2 

— 


3-52 

4-55 

3-75 

3-82 

80 

— 

— 

24 

— 

— 


3-15 

4-2 

34 

345 


906 

Viscosity or Water, 0°0. to 30°€. (In Centijpoises) 
(International Critical Tables, Vol. V, p. 10) 


Tomporaturo, °0. 

Viscosity 

Tomporaturo, °C. 

Viscosity 

I 

1-7320 

16 

1-1156 

2 

1-6740 

17 

1-0875 

3 

1-6193 

18 

1-0603 

4 

1-5676 

19 

1-0340 

5 

1-5188 

20 

1-0087 

6 

14726 

21 

0-9843 

7 

14288 

22 

0-9608 

8 

1-3872 

23 

0-9380 

9 

1-3476 

24 

0-9161 

10 

1-3097 

25 

0-8949 

n 

1-2735 

26 

0-8746 

1.2 

1-2390 

27 

0-8551 

13 

1-2061 

28 

0-8363 

14 

1-1748 

29 

0-8181 

15 

1-1447 

30 

0-8004 


Latent Heats oe Vaporisation 

907, Latent Heats of Petroleum Products.—The latent heats of 
vaporization of petroleum oils may be calculated with an accuracy of 
approximately 10 per cent, by means of the equation 

L = * (110-9 - 0-092), 

in which L — latent heat of vaporization in B.T.U. per pound, 
d — specific gravity of the liquid at 60°/60°F., 
and t — temperature in degrees Fahrenheit. 
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Prom this equation, it follows that 

L (B.T.U./lb.) x density (lbs./gall.) = 8-33722 Ld. 

= 925 - 0-75 t (B.T.U./gallon), 

which indicates that the latent heat of vaporization per unit volume of 
liquid (60°F.) is dependent only upon the temperature of vaporization. 

This generalization only applies to normal petroleum oils and cannot 
be applied to hydrocarbons and fractions of widely different properties 
and chemical composition. It is not applicable to benzole mixtures. 

Figure 264 shows the latent heats of vaporization of the lower 
aliphatic alcohols. 


ICO 

ISO 


130 

120 


90 

ao 

70 

CO 

50 

40 

30 



K 


-10 

- 20 ' __ _ _. 

COO 100 MO 1000* -»O0~ 

JOULES PER GRAM 

I'ig. 264.—Curves Shewing the Latent Heats op Vaporisation op the Lower Aliphatic 

Alcohols. 


Latent Heats of Vaporisation of Hydrocarbons 


(Cal 15 per Gramme) 


Temperature 

°C. 

Benzene 

Normal 

Pentane 

Normal 

Hexane 

Normal 

Heptane 

Normal 

Octane 

0 

107-0 

93-5 

91-1 

90-0 

89-44 

20 

103-9 

88-9 

87-8 

87-8 

86-7 

40 

100-7 

S5-0 

84-4 

85-6 

83-3 

60 

97-5 

80-0 

80-6 

82-8 

80-6 

80 

94-2 

75-6 

77-8 

79-4 

77-2 

100 

90-6 

70-0 

73-3 

75-6 

74-4 

120 

86-7 

65-0 

69-4 

71-7 

71-7 

140 

82-6 

56-7 

63-9 

67-2 

68-3 

160 

78-5 

47-2 

57-8 

62-8 

65-0 

180 

74-1 

35-0 

51-1 

58-3 

61-1 

200 

68-5 

— 

— 

53-3 

56-1 
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APPENDIX 
Specific Heats 


908. Specific Heats of Petroleum Oils.—The specific heats of 
petroleum oils in the liquid state may be approximated with an accuracy 
of about 5 per cent., by means of the equation 

C «= (0-388 + 0-00045*), 

Vd 

in which C — specific heat in B.T.U.’s per pound per °F., or calories per 
gram per °C. 

d — specific gravity at 60°/60°r. s 
t = temperature in °F. 

The specific heats of petroleum oils in the vapour state at constant 
pressure may likewise be approximated with an accuracy of about 10 
per cent., from the equation 


dh 

di 


■— C„ 


in which L latent heat of vaporization, 
t =3 temperature, 

C s — specifi c heat of gaseous phase at constant pressure, 
C i ~ specific heat of liquid phase. 

This equation may be simplified to give 


where d = specific gravity at 00°/60°F. of the liquid corresponding 
to the condensed vapour. 

Typical specific heat values for normal petrols are as follows :— 
(Spiers, Technical Data on Fuel). 



Aviation 

Potrol 

No. 1 Grade 
Petrol 

No. 3 Grade 
Petrol 

. „ . 16-5 




Specific Gravity ^ ^ 0. 

0-720 

0-740 

0-745 

* °C. .. . 

113 

132 

141 

Moan Specific Hoat between 




0°C. and i°0., Cals, /gram /° C. 

0-523 

0-528 

0-531 . 
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Petrol. Specific Gravity, 0750 


Temperature 

fC. 

Mean Specific Heat 0°— t°G., 

Cals. /Gramme 

0 

0-463 

50 

0-487 

100 

0-511 

150 

0-536 


Specific Heats of Pure Hydrocarbons in the Liquid State 


(Cal 35 /Gramme /°C) 


Hydrocarbon 

Temperature, °C. 

Specific Heat 

Benzene 

0 

0 385 

J3 

20 

0-406 


40 

0-423 


60 

0-444 


80 

0-464 

Toluene 

0 

0-386 

3 , 

50 

0-421 


80 

0-447 

3J 

100 

0-470 

o-Xylene . 

30 

0-441 

>> 

80 

0-473 

tn-Xylene 

0 

0-384 

-3 

110 

0-498 

y>-Xylene 

o 

0-383 

»> 

110 

0-498 

N-Hexane .. 

0—50 

0-527 


20—100 

0-600 

N-Heptane .. 

30 

0-518 

li 

80 

0-632 

N-Octane 

0—50 

0-505 


20—123 

0-578 


909. 


The Solubility of Water in Hydrocarbons, Etc. 


Solubility. Grammes Per 100 Grammes Solution 



o°C. 

10°C. 

15°C. ; 

20°C. 

30°C. 

40°C. 

50°C. 

Benzene 

0 034 

0-04 

0-053 

0-062 

0-088 

0-122 j 

0-158 

Toluene 

0-03 

0-035 

0-04 

0-046 

0-06 

0-078 

0-097 

Petrol (Average Values) .. 

0-0025 

0-003 

0-004 

0-005 

0-01 

0-017 

0-026 

Kerosene (Average Values) 

0-002 

0-003 

0-004 

0-005 

0-01 

0-015 

0-023 
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910. 


Freezing Points 


Freezing Points of Mixtures of Benzene with Pure Anhydrous Ethyl 

Alcohol 


(Pickering, J. Chem. Soc., 1893, 63, 1019) 


% Ethyl Alcohol 
(Weight) 

Freezing Point 


5-44 

4-994 

3-22 

1415 

1-67 

27’24 

-0-13 

36-145 

-1-78 

45166 

-4-43 

55-569 

—8-98 

65-181 

—15-90 

78-094 

—3401 

87-285 

-54-26 

92-43 

-71-01 


911. 

Freezing Points of Aqueous Ethyl Alcohol Mixtures 
(Raoulb, Ann. Chem. Phys., 1880, 20, 221) 


Freezing Point 

Grammes Ethyl Alcohol 

Per 100 Grammes of Water 

-1-0 

2-65 

-2-0 

5-5 

—3-0 

7-95 

—4-0 

10-6 

—6-0 

13-0 

—6-0 

15-3 

—7-0 

17-8 

—8-0 

19-8 

—9-0 

21-9 

—10-0 

23-6 

—12-0 

27-6 

—14-0 

31-3 

—16-0 

35-1 

—18-0 

39-0 

—20-0 

42-8 

—22-0 

46-6 

—24-0 

50-6 

-26-0 

54-8 

—28-0 

59-2 

—30-0 

64-6 

—32-0 

70-0 
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Properties oe Dry Air 
(Spiers, Technical Data on. Fuel, 3rd Edition, 1932) 
Composition 



j Oxygen 

Carbon Dioxide 

Nitrogen 
and Rare Gases 

By Volume 

21-0% 

0-03%—0-3% 

7S-7%—78-97% 

By Weight 

23-2% 

0-046%—0-4% 

76-4%—76-754% 


Density.—1-2928 grammes per litre at 0°C. and 760 mms. Hg., at 
latitude 45° ~ 0-08071 pounds per cubic foot. 

Mean Speoieio Heat at Constant Pressures. 

0 — 100°C. = 0-3110 Kg. cals, per M 3 per °C. 

0 - 200°C. - 0-3117 „ 

0 - 300°C. = 0-3124 „ 

0 - 400°C. = 0-3133 „ 

0 - 500°C. = 0-3143 „ „ 


913. 


FORMULiE FOR HORSE POWER, TORQUE AND B.M.E.P. 


1 . 

P- Tr 

5252 

7. 

T 

pD z SN 

192 

2. 

P- 

63025 

8 

V 

792,000P 

ASrN 

3. 

__ pDVSN 
" 1010000 ' 

9. 

V 

192T 

~ d 2 sn 

4. 

_pD 2 KN 
~ 168000 

10. 

V 

16* 

D 2 SN 

5. 

pA-SrN 
— 792000 

11. 

V 

1010,000? 

D 2 SrN 

6. 

T _ 5252P 

12. 

V 

168,000P 

D 2 KN 


D = cylinder bore, inches. 

S = stroke, inches. 

A = piston area, square inches. 
V = r.p.m. 

N = number of cylinders. 
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K = piston, speed, feet per minute 

6 

p — B.M.E.P., pounds per square inch. 
,P = horse power. 

T = torque, lb. feet. 

I — torque, lb. inch. 

V — total swept volume = 0-785 D a SN 

914. Statistics. 


U.K. Imports or Petroleum Products by Country of Origin 
(0. T. Brunner, “Problem of Oil,” Ernest Benn, Ltd., 1930) 



1026 

% 

1027 

0/ 

/o 

1928 

% 

1929 

% 

America (Mid.) 

29-8 

30-3 

30-1 

26-3 

California 

10-1 

8-4 

9-1 

9-5 

Persia .. 

25-3 

26-1 

23-9 

234 

Venezuela 

9-3 

12-4 

15-8 

14-9 

Eusaia .. 

5-8 

4-5 

6-9 

9-8 

Mexico 

13-9 

12-2 

5-2 

6-1 

Koumania 

2-2 

24 

3-9 

35 

Trinidad 

0-7 

1-8 

2-6 

2-1 

Orient 

2-1 

1-5 

2-0 

3-7 

Continental 

0-8 

0-4 

04 

0-7 

Peru 

— 

— 

0-1 

— 


100-0 

100-0 

100-0 

100-0 


. 




United Kingdom Imports of Crude Oil 


Consignee 

1982 

1931 

Galloua 

% 

Gallons 

% 

Persia 

232,294,000 

634 

243,395,982 

70-7 

Peru 

46,146,000 

12-2 

nil 

nil 

Dutch West Indies 

34,459,000 

9-3 

23,470,796 

6-8 

Venezuela 

32,010,000 

8-6 

70,008,437 

20-4 

Mexico 

16,578,000 

44 

nil 

— 

Canary Islands .. 

4,524,000 

1-2 

nil 


U.S.A. 

2,273,000 

0-6 

nil 

— 

Trinidad .. 

1,168,000 

0-3 

7,103,732 

2-1 

Others 

nil 

— 

1,310 

— 


368,458,000 

100-0 

343,980,257 

100-0 
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915. Cost op "Dotted Kingdom Imported Oils 


Declared Value=cost of goods, including package, to the consignee, plus insurance 
and freight to place of importation, exclusive of any import duty. 



1932 

1931 

| 1930 

1929 

Value, Pence per Imperial Gallon 

Crude Oil from Persia 

2-31 

2-26 

2-24 

2-32 

Crude Oil from Other Countries 

1-99 

1-63 

2-19 

2-40 

All Sources 

2-19 

2-07 

2-23 

2-34 

Eejined Oils 





Motor Spirits 

397 


6-52 

6-75 

Other Spirit 

3-12 

2-76 

5-71 

5-87 

Kerosene .. 

3-34 


4-54 

4-87 

Lubricating Oil 


9-85 

11-14 

11-91 

Gas Oil 


2-33 

3-20 

3-20 

Fuel Oil 

1-85 

1-87 

2-28 

2-15 

Other Sorts 

13-93 


18-98 

12-33 

All Products 

3-53 

3-35 

5-21 

5-42 

Paraffin Wax, Shillings per Hundred- 





weight 

17-96 

17-12 

18-80 

23-20 


(Petroleum Times, 1933, 29, (732), 72). 


916. United Kingdom Imports op Motor Fuels 


Consignee 

1932 

; 1931 

Gallons 

% 

Gallons 

% 

U.S.A. 

284,842,000 

29-2 

383,680,612 

42-4 

Dutch West ladies 

174,993,000 

17-9 

62,640,954 

6-9 

Persia 

143,433,000 

14-7 

91,637,169 

10-1 

Roumania 

123,670,000 

12-7 

109,699,056 

12-1 

Russia . 

79,963,000 

8-2 

122,555,516 

13-5 

Mexico 

52,418,000 

5-4 

34,526,186 

3-8 

Dutch East Indies 

43,803,000 

4-5 

51,168,086 

5-7 

Peru . 

27,059,000 

2-8 

nil 

— 

Trinidad .. 

16,586,000 


5,623,356 

0-6 

Egypt . 

13,985,000 

1 

9,589,124 

1-1 

Sarawak and Straits 





Settlements 

13,820,000 

flpj 

28,434,471 

3-1 

Venezuela 

nil 


2,254,515 

0-2 

Others 

1,365,000 

0-1 

4,682,619 

0-5 


975,937,000 

100-0 

906,492,264 

100-0 






(Petroleum Times. 1933, 29, (738), 219). 
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917. 

United Kingdom Consumption op Motor Fuels 


Year 

Consumption. All Grades 

Increase over 
Previous Year 
% 

Imperial Gallons 

Tons 

1913 

100,800,000 

336,000 


1914 

117,300,000 

391,000 

11-6 

1919 

147,000,000 

490,000 

_ 

1920 

176,100,000 

587,000 

.1.9-8 

1921 

275,700,000 

919,000 

56-6 

1922 

324,000,000 

1,080,000 

17-5 

1923 

378,900,000 

1,263,000 

16-9 

1924 

447,000,000 

1,490,000 

18-0 

1925 

546,000,000 

1,820,000 

22-1 

1920 

057,000,000 

2,190,000 

20-3 

1927 

739,500,000 

2,465,000 

12-6 

1928 

832,800,000 

2,776,000 

12-6 

1929 

954,600,000 

3,182,000 

14-6 

1930 

1,026,000,000 

3,420,000 

7-6 

1931 

1,050,600,000 

3,522,000 

2-9 

1932 

1,093,000,000 

3,643,300 

3 4 


918. 

Estimate op U.K. Motor Spirit Trade, 1929. 


(Brunner, “ Tlio Problem of Oil," 

Private Cars taxed on Horse 
Power 

Motor Cycles 

Private V chicles 
Omnibuses and Charabancs 
Other Commercial Passenger 
Vehicles 

Commercial Goods Vehicles 
Miscellaneous Vehicles 

Commercial vehicles 
Grand Total . 


Ernest Benn, Limited, 1930). 
Tons. 

950,000 

150,000 __ 

1,100,000 

420,000 

180,000 

1,200,000 

100,000 

1,900,000 

3,000,000 
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919 , 

Sources op Motor Fuel Imports into France and Germany, 1930 and 1931 



1930 

1931 

France 



U.8.A. 

57% 

36% 

U.S.S.K. 

13% 

20% 

Roumania .. 

5% 

14% 

Persia 

10% 

25% 

Others 

15% 

5% 

Germany 



USA. 

50% 

45% 

U.S.S.K. 

9% 

20% 

Koumania .. 

13% 

11% 

Persia 

6% 

10% 

Others 

22% 

14% 


(World Petroleum, 1932, 3 , (1), 22) 


920 . 


World Crude Oil Production 


Millions of Tons 



1926 

1927 

1928 

1929 

1930 

1931 

U.S.A. 

109-7 

128-0 

125-2 

144-3 

126-7 

116-3 

Venezuela 

5-3 

9-2 

15-3 

19-3 

20-2 

17-3 

U.S.S.K. 

8-9 

10-3 

12-1 

13-6 

18-7 

22-3 

Mexico 

12-9 

9-1 

7-5 

6-0 

6-0 

5-0 

Persia 

5-1 

5-2 

5-5 

6-1 

5-8 

6*4 

Koumania 

3-2 

3-6 

4-4 

4-6 

5-7 

6-7 

Dutch East Indies .. 

3-0 

3-6 

4-1 

4-3 

5-3 

4-5 

Colombia 

0-9 

2-1 

2-7 


2-8 

2-5 

Peru .. 

1-5 

1-4 

1-6 

1-9 

1-7 

1-4 

Argentine . 

0-9 

1-2 


1-3 

1-3 

1-7 

Trinidad 

0-7 

0-7 

1-2 

1-2 

1-5 

1-5 

India .. . 

1-3 

1-2 

1-1 

1-2 

1-1 

11 

Poland . 

0-8 

0-8 

0-8 

0-7 

0-7 

0-6 

Sarawak . 

0-7 

0-7 

0-7 

8111:1 

0-7 

0-5 

Egypt . 

0-2 

0-2 



0-3 

0-3 

Japan 

0-3 

0-2 



0-3 

0-3 

Others . 

0-3 

0-4 


0-7 

1-0 

1-3 


154-7 

177-9 

184-7 

209-5 

199-8 

189 9 



SHH 
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921. 

Motor Vehicle Registrations in Great Britain 



19 W 

itil'J 

1021 

1923 

1925 

1927 

1929 

Private Cars . . 

132,015 

109,715 

242,500 

383,525 

579,901 


970.275 

Motor Cycles .. 

123,678 

114.722 

373.200 

430,138 

571,552 

681,410 

705.025 

Goods Vehicles 
Hackney 

82,000 

02,000 

128,200 

173,363 

224,287 

282,905 

318,253 

Vehicles 

Miscellaneous 

51,167 

44,081 

82,800 

85,965 

95,833 

90,676 

95,798 

Vehicles .. 

—- 

— 

17,170 

32,204 

34,536 

36,783 

41,277 

Total 

388,800 

380,518 

843,870 

1,105,195 

l ,500,109 

1,883,381 

2,130,628 



1930 

1931 

1932 

.Private Cars 

1,075,081 

1,110,000 

1,149,231 

Commercial Vehicles 

481,893 

485,000 

490,000 


In. order to effect a net increase of some 39,000 private cars between 
1931. and 1932,146,000 new cars were sold. 


922. 

Average Private Car Taxations, Including Fuel Tax 



£ Per Horses Power 

Austria 

236 

United Kingdom 

2-35 

Italy .. 

233 

Denmark 

2-10 

Germany 

1-79 

Switzerland .. 

1-65 

Netherlands 

1-48 

France 

1-43 

South Africa .. 

115 

Australia 

115 

Sweden 

DOS 

New Zealand 

0-95 

S. Rhodesia .. 

0-50 

Mississippi. 

0-49 

N. Rhodesia 

0-45 

Michigan 

0-34 

Pennsylvania 

0-33 

New York. 

0-33 

Illinois . 

0’30 

Chicago 

O'26 
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923 . 

United Kingdom Motor Vehicle Taxation 


Year 

Net Direct Taxation 

Net Fuel 

Tax Receipts 

Average Total 
Taxation 

Per Vehicle 

1929 

£25,535,000 

£12,982,000 1 

£19 00 

1930 

26,598,000 

15,043,000 

19-34 

1931 

27,825.000 

15,909.000 

26-14 

1932 

27,340,000 

29,277,000 

28-69 

1933 (est.) 

27,700,000 

35,224,000 

— 


924 . 

Average Petrol Consumption per Road Vehicle (excluding Motor Cycles), 

United Kingdom 


Year 

Petrol Consumption, 

Gallons per Year 

1913 

486 

1920 

505 

1928 

605 

1929 

610 

1930 

638 

1931 

658 

1932 

655 


925 . 


U.S.A. Motor Fuel Consumption 



. T7.S. Gallons 

Parrels 

1931 

16,449,815,000 

391,662,000 

1930 

15.786,040,000 

375,860,000 

1929 

15,617.784,000 

371,852,000 

1928 

13,796,538,000 

328,489,000 

1927 

12,465,936,000 

296,808,000 

1926 

10.995,012,000 

261,786,000 

1925 

9,402,456,000 

223,S6S,000 

1924 

7,770,210,000 

185.005.000 

1923 

6,685,224.000 

159,172,000 

1922 

5,372,010,000 

127,905,000 

1921 

4,514,496,000 

107,488.000 

1920 

4.250,694.000 

101,207,000 

1919 

3,434,802,000 

81,781,000 
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926. 


Motor Vehicle 'Registrations in U.S.A. 


Year 

Passenger Cars 

Motor Trucks 

Total Motor Vehicles 

1895 

4 

. __ 

4 

1.900 

8,000 

— 

8,000 

1905 

77,400 

600 

78,000 

1910 

458,500 

10,000 

468,500 

1915 

2,309,666 

136,000 

2,445,666 

1920 

8,225,859 

1,006,082 

9,231,941 

3925 

17,512,638 

2,441,709 

19,954,347 

3929 

23,121,580 

3,379,854 

26,501,443 
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Absorbents for Benzole, 311 
Absorption- 

Benzole from Coal Gases, 314 
Gasoline from Petroleum Gases, 106-109 
Plant, 107, 109 
Theory, 106, 108, 

Absorption Spectra, Infra Bed, 600 
Accelerated Aging Gum Testa- 
Benzoles, 639 
Gasolines, 635-638 
Acceleration— 

Automobile, 678. 

Engine, 716-722 
Effect of Air-fuel Ratio, 716-722 
Effect of Alcohol Fuels, 429 
Effect of Compression Ratio, 676 
Effect of Fuel Volatility, 716-722 
Effect of Manifold Temperature, 716-722 
Acetaldehyde, 381 
Acetic Acid, 435, 547 
Acetic Anhydride, 596 
Acetone, 373, 381, 788 
Detection and Estimation in Motor Fuels, 
561 

Acetyl Peroxide, 621 
Acid and Clay Refining Processes, 205 
Acid Pepper, 145 
Acid Refining—see Sulphuric Acid 
Acid Sludge, 177, 318 
Composition, 192, 221 
Disposal, 221 
Recovery, 221, 224 
Separation, 221 

Solubility of Hydrocarbons in, 177 
Acid Wash Test for Benzoles, 320, 558 
Acidity- 
Aviation Fuel, 835 

Neutralization, 137, 145, 147, 148, 149, 150, 
151, 152,153, 200, 205 
Tests, 534 
Acrolein, 624. 

Active Charcoal, 110, 116, 315, 316, 344, 373 
Actual Gum—see Gum, Actual 
Adsorbents— 

Specific Surface of, 116 
Adsorption— 

Equilibria, 111 

Factors influencing, 112, 113. 

Isotherm, 112,113 
Plant, 118, 315 
Reversibility, 115 
Selectivity, 117 
Velocity, 114 


A.E.C. Diesel Engines, 865 
A.E.O. Petrol Engines, 683, 865 
Aero Diesel Engines, 848 
Aero Engines— 

Air Cooled, 686, 688, 690, 691 
Cooling, 686, 687 

Compression Ratios, 689, 690, 691 
Knock-Rating Requirements, 833 
Water Cooled, 686-689 
Agitators, 209 
Air Cycle, Ideal, 657-660 
Efficiency, 659; 660 
Effect of Compression Ratio, 659, 660 
Air Distillation—see Distillation, Air Equili 
brium. 

Air, Dry, Properties of, 912 
Air Fuel Ratio—see also Mixture Strength 
Apparatus for control of, 714, 720 
For Complete Combustion, 663, 664 
Air-Fuel-Vapour Mixture, Resultant, 701 
Air Ministry (U.K.) Aviation Fuel Specifica ! . : 
tions. 837 

Alcohol—see under name of Alcohol, Ethyl, etc 
Alcohol Fuels— 

Acceleration Properties, 429 
Acetone in. 561 
Analyses, 559-562 
Carbon Formation Properties, 432 
Cloud Point Determinations, 562 
Corrosive Properties, 433-436 
Crankcase Dilution, 431 
Cylinder Wear, 431 
Distillation Properties, 427 
Engine Temperatures. Effects on, 430 
Hygroscopicities, 416 
Miscibility Relationships, 405-413 
Poisonous Properties, 437 
Racing, 425, 426, 816 
Road Trials, 423 
Solvent Action, 428 
Stability to Water Additions, 414, 415 
Starting Properties, 429 
Use of, Argentine, 452 
Australasia, 451 
Austria, 442 
Brazil, 463 
Chile, 454 

Czecho-Slovakia, 443 
France, 445, 818, 842 
Germany, 446, 819 
Great Britain, 449, 815, 816 
Hungary, 441 
Italy, 439 
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Alcohol Fuels— 

Use of, Latvia, 440 
Panama, 45(1 
Salvador, 452 
Sweden, 444 

Union of South Africa, 450 
United .States of America, 459 
Yugo-Slavin, 447 
Water Tolerances, 414-410 
Alcohols, Higher,— 

Wending AuenK 407 
Synthesis 378-3^2, 404 
Alcohol Production, 403 
From Coke Oven Las, 372 
From Fermentation Lanes, 373 
From Oloiiirio Oases— 

Direct !I 5 P-'-ans, 301-394 
Sulphm “ : P ■ ■ ■ 337-31)0 

From Water Las, 370, 371, 374-377, 378- 
3H2 

From Wood Tars, 369 
Aleohnlirntitry, 418 
Aided Condensation, 381 
Alkyl l i 'ormat(>N, 413 
Alkyl Sulphates. 178-180, 200, 500 
Allyl Alcohol, 407 
Altitude — 

Control in Carburettors, (580 
Effect on Pressure, 82(5 
Elfeot on Tcmporaturo, 82(1 
ICIToot on Vapour Look, 827, 828, 829 
Alumina Lei — 

Desulphurization Efficiency, 235 
Aluminium Chloride — 

In Polymerization Processes, 495, 49G, 581 
In Refining Processes, 13G, 220, 271 
Aluminium Paint, 284- 
Aluminium Sulphate, 294 
American State Inspection Laws, 811 
Arninophonols, G47, (548, 650 
Amines, 04U 
Ammonia — 

Manufacture, 312 

Use iti Neutralization of Acidity, 350, 2(55 
Uso in Neutralization of liydrogon-Sul- 
phicle 138, 150, 265 
Ammoniacal Cuprous Fonnato, 340 
Ammoniftcal Liquor, 312, 313, 358 
Ammonium Molybdate, 340, 480, 495, 552 
Ammonium Sulphate, 312, 318, 387, 479 
Amyl Alcohol, 413 
»-Amyl Aloohol, 407 
tso-Amyl Alcohol, 380, 381 
(eri-Amyl Aloohol, 407 
t&rl -Amyl Benzene, 509, 793 
u-Amyl Cvelohoxano, 793 
lao-Amyl Gyclohoxauo, 793 
lerl-kmy\ Cyclohexane, 793 
l-«-Amyl Cyclohexane, 793 
1-wo-Amyl Cyclohexcme, 793 
n-Amyl (lyolopontane, 793 
l-n-Amyl Cvolopontene, 793 
Amvlane, 4(J5 

Aniline, 316, 330, 590, 650, 778 


Volume II contains paragraphs 513 to 926) 

Aniline Equivalent, 788 
Aniline Points, 405, 690, 591, 592, 593 
Application in Hydrocarbon Analysis, 690 
Animal Oils, 507 
Anisidin, 794 
Ansolvo Acids, 347 
Anthracone, 3(53 

Anti-Knock Agents for Diesel Oils, 884 
Anti-Knock Agents for Petrols, 781-7S7 
Anti-Oxidants. 644 

A.P.T. Gravities, Conversion Factors, 526 
“ Aral ” Motor Fuel, 446 
Armstrong Saurer Diesel Engines, 866 
Armstrong Whitworth Knock-Testing 
Engine, 754 = 

Aromatic, T-Iyd-.'-’rrV"■■ 

Anti-Kt V..;.: , 

Critical Solution 3>mperatiu’es, 590-695 
Estimation, 587-597 
Reactions with Nitric Acid, 583 
Reactions with Sulphuric Acid, 117, 569, 
589 

Presence in Crude Oils, 601 
Separation from Motor Fuels, 595, GOO 
Solubility in Solvents, 596, GOO 
Ash Contents of Diesel Oils, 870 
Asphalt Base Crude Oils, 1 
Atomization, Diesel Fuel, 851, 853, 855- 
857. 859 

Audibility Methods of Knock Testing, 764 
4 , it'‘-l"" 5t ’on. 7-1? 

L b:! I'-, " i:-ares— me* Spontaneous 

/• -i 

Automobiles— 

American, 083 
English, G83 
“ Hillman,” 083 
“ Morris,” 083 
“ Triumph,” 683 
Automobile Registrations— 

America, 926 
Great Britain, 921 
Aviation Fuels— 

Acidities, 835 
American, 841 
British. 838 
Calorific Values, 825 
Future Developments, 844 
Freezing Points, 831 
Gum Contents, 834 
High Flash Point.—see Safety Fuels 
Knock Ratings, 753, 769, 776, 831, 833 
in C.F.R. Engine, 761 
Specifications— 

Air Ministry (U.K.), 825, 826, 836, 

837 

British Engineering Standards, 836 
TJ.S. Army, 769, 776, 840 
U.S. Government, 839 
U.S. Navy, 753. 839 
Vapour Look, 827-829 
Volatility Requirements, 826-830 
Aviation Natural Gasoline, 843 
Azeotropic Mixtures, 408, 427 
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Bacteria in Hydrocarbon Analysis, 598 

Badapnr Gasoline, 601 

Badische Converter, 33S 

Bacyer Charcoal Adsorption Process, 118 

Baku GasoLine, 601 

Barium Sulphate, 589 

Barium Sulphonates, 5S9 

Ban me Gravities, Conversion Factors, 526 

Bauxite— 

Action on Sulphur Compounds, 239 
Activation, 238 
Analyses, 237 
Indian, 237 
Occurrence, 236, 237 
Refining Action, 239 
Regeneration, 238 
Bearings, Corrosion of, 609 
Pressure iu, 677 
Belgian Aviation Fuels, 842 
Motor Fuels, 822 
Benzaldehyde, 620, 644 
Benzene, 427, 577, 587-590, 594, 595, 600, 601, 
745, 788, 791, 792, 789, 792, 831 
Estimation in Benzoles, 557 
Benzene TrL-Ozonide, 577 
Benzole— 

Analytical Tests, 556-558, 639 
Anti-Knock Value, 792 
Equivalents, 765, 778 
Blending Agent for Alcohol Fuels, 406, 411, 
412 

Blends, 809, 812, 813, 818, 819, 820, 821, 
822, 842 
Crude— 

Composition, 316 
Forerunnings, 316, 317 
Mixtures— 

Europe, 817, 819, 820, 821, 842 
Great Britain, 813 
TJ.S.A., 809 

Starting Properties, 714 
Production, 311, 322, 323 
Coke Oven Practice, 312 
Gas Works Practice, 313 
Pure, 321 
Recovery— 

By Absorption, 314 
Bv Adsorption, 315 
Refining, 174, 317-320, 649 
Specifications—• 

American Barrett Co., 321 
French, 321 
German, 321 

National Benzole Association, 321 
Starting Properties, 714 
Statistics, 322, 323 
90’s Benzole, 316, 321 
65’a Benzole, 316 
Benzylamine, 413 
Benzylaminophenol, 647 
Benzyl Alcohol, 407, 593 
Berginisation—see Hydrogenation 
Bichromate Solutions, Colour of, 532 
Bitumen, 477, 478 


Bituminous Sands, 477 
Blau Gas, 505 

Bleaching Powder—see Hypochlorite 
Blending Agents for Alcohol Fuels, 406, 407, 
412, 413 

Blending Octane Numbers, 789 

Blending of Motor Fuels, 126-133 

Blow Cases, 216 

“ Blue Solution,” 225 

Blue Water Gas, 313 

“ Boil Over,” in Storage Tanks, 2S5 

Boiling Point Diagram, 4, 5 

Booster Gompressers, 348 

Borneo Gasoline, 403, 601 

Boron-trifluoride, 495 

Bosch Fuel Pumps, S58, 859 

Bouncing Pin, 753, 754, 756, 760, 766, 767 

“ B.P.” Motor Fuels, 813 

Bristol Aeroplane Company— 

Aero Diesel Engines, 848 
Aero Engines, 690 

British Engineering Standards Specifications— 
Aviation Fuels, 836 
Benzole, 321 
Motor Fuels, S12 
Bromine Addition Values, 571 
Bromine Numbers— 

Definition, 570 
Estimation, 570, 571, 574 
Francis, 573 
Mcllhiney, 572 
Bromylene, 294 

Bromine Substitution Values, 571, 572, 

573 

Brueite, 145, 266 

Reaction with Hydrogen Sulphide, 138, 
151 

Reaction with Mercaptans, 161 
Recovery, 152, 161 
Solubility in Water, 152 
Sweetening Process, 161 
Bubble Plates, 7, 9 

Bubble Plate Absorption Column, 107 
Bubble Plate Distillation Columns, 9, 40 
Design, 41-57 
Heat Balance, 46 
Internal Reflux, 7, 48 
Laboratory, 600 
Reflux Ratio, 47 
Vapour Velocity, 9, 50, 56 
Bubble Point, 706 

Relation Between—and Vapour Pressure, 
724 

Burma Crude Oil, 87 
Burma Gasoline, 783 
Butadiene, 179, 399, 490, 617 
Butane, 600 
n-Bu ta.no—- 

Anti-Knock Value, 789 
Dehydrogenation, 402 
Effect- on Vapour Pressure, 119 
Pyrolysis, 402, 502 
iso- Butane, 789 
Dehydrogenation, 402 
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1- Butene, -11)1,701 

2- Butene, 402 
Hydration of, 002 

M-jBiityl Alcohol, 373, :iHI), 381, 407 
tw-IHiiyl Alcohol, :im, 381,407 
WC-Butyl Alcohol, 3KO, 381, 407 
ferf-Butyl Alcohol, 407 
xnButyi Benzene, 7il2 
sec-Butyl Benzene, 569, 702 
ferf-Butyl Benzene, 000, 7tl2 
n-Bntyl Cyclohexane, 793 
j.ioButyl Cyclohexane, 7015 
sec-lintyl Cyclohexane, 703 
H'Jhily'l C'yr lopenlano, 700 

1- n* Butyl fyelopentene, 702 

2- Butyl Hexane, 0H4 

1- n-Butyl 4-Methyl Cyelnhexenc, 702 

2- fl-ButyI 4-Methyl Cyelohcxene, 7t)2 
Butyl Phenol, (150 

f#rf-Butyl Phenol, (ifit) 

4-Butyl-reHnreniol, (150 
p-fert-Butyl Toluene, G72, 702 
Butylenes, 20B 

Polymerization, 493 
Butyric Acid, 684 


Caumicm Hydroxide, 152 
Cadmium Phosphate, 405 
Calcium Hydride, 227, 340 
Calcium Hydrosulpbide, 148 
Calcium Hydroxide* see JAine. 

Calcium Polymilphide, 148 
Calcium ftuhihide, 148 
Californian Gasoline, 001, 783, 792 
Calorific* Value*—• 

Calculation, 003, 004,005, 825 
Diesel Oils, 808, 875 
KfTect on Fuel Consumption, 675 
Effect on Power Outfit, 075 
Cannon Process, 1(S2 
Carbon Deposits, 070 
Kfleet of Alcohol Fuels, 482 
Carbon Dioxide, 204 
Itemovfti from Gaa Mixtures, 340 
Boluliility ii: Water, 340 
Curium Disulphide., 310, 413, 604 
Esliiiiution in .Motor Fuels, 560 
Carbon Monoxide— 

Conversion to Carbon Dioxide, 388, 339, 
372 

Carbon Tetrachloride, 782 
Carbonization of Coal- 
High Temperature, 312, 313, 480 
Low Temperature, 482 
Carburant Fatianul, 424, 445, 818 
Carburant Pokls Lourda, 445, 818 
Carburettod Water Gas, 313 
Carburettors, 481, 676, 680 
Compensation of, 679 
Correction for Altitude Effects, 680 
Downdraft, 070 
For Starting Tests, 711, 714 
Carnot Cycle, 057-660 
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Castor Oil, 413 
Catalysts— 

Alkalized, 278-376 
Catalysts— 

|f.-|-y.!-.- S rr.ai*V r „ .'CO, 401, 402 
H; ■■■■ -v i i, 366 

Metlmm-Bteum Reaction, 335, 336 
Methanol Synthesis, 378, 370 
Polymerisation, 465, 496 
.Sulphur Bosistunt, 345-347 
"Vinter Gas Benofion, 339 
Cut echo], 660 
Caustic Soda— 

Acid Keulralizalion with, 137 
264 


146, 


Action on Sulphur Compounds, 137-143 
264 

Consumption inXkS.A., 145 
Itcgenerntion— 

Air Blowing, 1G8 
F. C. Process, 160 
Kinscl Process, 169 
Solutions, Specific Gravities, 896 
Tar, 136 
Centrifuges, 219 
Cetera*, 501 
Col cue Bombers, 880 
O.F.lt. Knock Testing Engine— 
Construction, 755-757 
Correlation with Bond TestB, 758 
Early Designs, 755-757 
Knock Bn tings of Aviation Fuels, 761 
Motor Method, 750 
Bosearoh Method, 769 
Charcoal, Active, 110, 116, 104 
Adsorption Process, 111-117 
Let hotelier theorem, 80 
Chlorine, Bcfining Action of, 164 
4-C.hioro 2-Amino Phenol, 660 
Clilorosulplionic Acid, 668 
Chromomoter, Baybolt, 531 
Chromium Acetyl Acetonatc, 347 
Chromic Oxide Gel, 400-402 
Chromium Oxides, 347, 366, 376, 378 
Clurain, 332 

Claude Liquefaction Process, 397 
Clays, Kenning—seo JHarihs, defining 
Coal- 

Bituminous, 332, 479 
Brown, 332 
Cannol, 479 

Carbonization, 311-313, 396, 397, 479, 480, 
482-484 

Composition, 332 

Hydrogenation—see Hydrogenation, Coal 
Gas, 313 

Tar—- 

Cracking, 485 
Bigh Temperature, 480 
Bydrogonation, 466, 486 
Low Temperature, 482 
Solvent Kaphtha, 317, 321, 831 
Cobalt Oleate, 623 
Cobalt Catalysts, 379, 493, 623 
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Coke Oven Benzole, 312 

Gas, 312, 313, 339, 372 
Composition, 313, 372 
Source of Ethylene, 387 
Source of Hydrogen, 372 
Practice, 312 
Colombia Crude Oil, 601 
Colour Measurement, 530-532 

Comparison of Colour Scales, 532 
Lovibond Tintometer, 530 
Saybolt Chromometer, 531 
Standard Solutions, 532 
Columns— 

Absorption, 107 
Baffle Plate, 2, 10, 213 
Bubble Plate, 9, 41-57, 107 
Distillation, 7, 41-57, 600 
Heekmann, 27 
Orifice, 210-212 
Packed, 9, 214 
Combustion— 

Calculations, 663-667 
Chambers in Diesel Engines, 860-863 
Petrol Engine, 663-670 
Compression Gasoline, 104, 105 
Compression of Natural Gas, 104, 105 
Compression Pressures, 669, 672, 673 
Compression Ratio— 

Automobiles, 683 
Critical, 881 

Effects on Acceleration, 676 
Effect on Bearing Pressure, 677 
Effect on Efficiency, 659, 660 
Compression Temperatures, 669 
Condensers, 58 
Conductivity, Thermal, 64 
Constant Boiling Point Mixtures, 408, 427 
Consumption— 

Alcohol Fuels, 421,422, 423, 424 
Benzole Blends, 675 
Effect of Calorific Value, 675, 825 
Motor Fuel— 

United Kingdom, 917, 918, 924 
U.S.A., 925 

Continuous Treating Plants, 210—220 
Cooling— 

Engines, 686, 687 
Storage Tanks, 284 
Copper Ammonium Solutions, 225 
Copper Dish Test, 551, 625, 626 
Copper Strip Tests, 551 
Copper Sulphate, 495 
Copper Sulphide, 163, 225 
Corrosion— 

Bearings, 609 
Cracking Plant, 91, 149 
Crank Case, 609 
Exhaust System, 436, 609, 611 
Valve, 609, 611 
Corrosion Tests, 551, 605 
Corrosive Action— 

Ethyl Alcohol, 433-436 
Methanol, 433-436 
Sulphur Compounds, 604-608 
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Cottonseed Oil, Cracking, 507 
Cottrell Boiler, 600 
Coumarone, 316 

Cracked Spirit—see also Cracking 
Anti-Knock value, 783, 784 
Aviation Fuels, 834, 844 
Composition, 96 
Polymerization, 190 
Refining, 190, 317 
Cracking, 74, 86 
Animal Oils, 507 
Chambers, 88, 91 
Chemistry, 331 
Coal Tars, 485 
Cottonseed Oil, 507 
Distillate Yield, 81, 83, 87, 96 
Equilibrium Constants, 80 
Gas, 87, 96 
Liquid Phase, 86, 88 
Principles, 75 
Paraffin Wax, 84 
Recycle Ratios, 85 
Thermodynamics, 79, 80 
Vapour Phase, 86, 94, 95 
Vegetable Oils, 507 
Velocity, 81 
Wood Tars, 506 
Cracking Gases— 

Composition, 96, 395 
Polymerization, 490^197 
Source of Olefines, 395 
Cracking Processes, 87 
Cross, 89 
Dubbs, 88, 92 
Gyro, 95 

Holmes-Manley, 88 
Jenkins, 88 
Tube and Tank, 88 
Crane Upton Crude Oil. 350 
Crank Case Corrosion, 609 
Crank Case Dilution, 481 
Effect of Alcohol Fuels, 431 
Effect of Temperature, 729 
Effect of Fuel Volatility, 729 
Estimation, 563 
Creep Stress, 90 
Cresote— 

Absorbent for Benzole, 314 
Motor Fuel, 481 
Cresol, 646, 647 

Critical Compression Ratio, 881 
Critical Pressure, 104 

Critical Solution Temperatures, 590-694, 596 
Critical Temperature, 104 
Critical Velocity, 33 
Crozier Carbonization Retort, 483 
Cruising Radius of Aircraft, 825 
Crude Oil Production, 920 
Crude Oils, 23 
Asphaltic Base, 23 
Badapur, 601 
Baku, 601 
Borneo, 87, 601 
Burma, 601 
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Grade Oils— 

California, (SOI, (102 
Colombia, (501 
Crano Upton, 350 
Far East, (SOI 
Galicia, (SOI 
Cri’osny, l>01 
Hanover, (SOI 
Hards toft, (101 
Mexia, (SOI 
Mexico, (SOI 

Mid Continent, 87, 350 
Mlri, d08 
Mixed Huso, 23 
Okluhftma, (500 
Panhandle, 350 
Pauline, 87, 350, (501 
Paraffin ]5a.so, 215 
Pennsylvania, (SOI 
Persia, (501 
Peru, (501 
Powell, (SOI 
,'Reagan, (101 
Jtonmania, (501 
Seminole, (SOI 
Smiwkovar, 350, (501 
Tailing Akar, 350 
Texas, (SOI, 783 
Venezuela, 350, (101 

Crystallizing Point of Benzoles, 550, 831 
psscdu-Cuii'.o.-m, 702 
Cy:i.:»i;l,s.'i, 31(5 
Oyolo— 

Carnot, 057 

Constant Prossuro, 058 
Constant Volurno, (158 
Oyelohutiuio, (102 
Cyolohnptnno, (102, 793 
] •3-Oyololioxadkmo, 427 
Cyclohexane, 405, 427, 501, 508, 000, 002, 
788, 791, 793 

Cydohoxanol, 330, 407, 794 
Cyololioxono, 405, 40(5, 427, 575, 579, 582, 
684, 588, 601,017, 791, 793 
Cyolohexeno Paroxido, 577 
( We] i ill cxyl-Cy f 1 olmxano, 601 
Cviloliexyl-CJyolohexone, 793 
J sJ-Cyeio-Oetndioiin, 017 
Oynlopnntadioiio, 31(5, 017, 091 
(Jydo-I km lane, 591, 698, (500, 002, 793 
Cyoln-Pemlono, 691, 793 
Cylinder Wear, 431 
y-Cymeuo, 400, 6(59, 572, 792 

Hat,ton’s Law, 100 
Danish Motor Fuels, 821 
Dobutanization, 119-124 
Dooahydronaphthalono, 691 
a-Deoano, 591, 000, 789, 790 
Docone, 578 

Dehydration of Alcohols, 381, 575 
Dehydrogenation, 331, 490 
Naphthenes, 77, 495, 598 
Paraffins, 78, 598, 749 
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Delay Anglo, 878 
Donige’s Reagent, 549 
Deppd End Point, 699 

Destructive Hydrogenation—see Hydrogena¬ 
tion 

Desulphurization, Economic Aspects, 611 
Detonation, 737—see also Knocking 
Dow Points, 699, 700, 705 
Diallyl, 427 

Diamylono, 565, 575, 617, 791 
Diatomacoous Earths— Bee Earths, Refminn 
Dibenzyl, 584 
Dicyolohoxano, 793 
Diesel Engine— 

Aircraft, 848 
Combustion, 851-854 
Combustion Chambers, 860-862 
Cycle, 851-854 

Fuel Consumption, 865, 865a, 806, 868 
Fuel Injection Systems, 85G-859 
Knocking, 876-881 
Road Vehicle, 866, 805a, 866 
Diesel Oil— 

Analyses, 875 
Anti-Knock Dopes, 884 
Ash-Oontont, 870 
Calorific Values, 868 
Cotono Numbers, 880 
Critical Compression Ratios, 881 
Flash Point, 869 
V-d' -- L -w. S80 
K.:. > '. R , , 876-881 
(V- 868 

.Specifications, 876 
Sulphur Content, 871 
Viscosity, 873 
Diethyl-Benzene, 569, 601 
Dioihvi i'.vlicr in Motor Fuels, 660 
1'3-DiotliyI Cyclohexane, 793 

1- J Dl-V’ vl C-. dohoxane, 793 
Dev: Ki.i 381 

Die + hvl Me*'-vl Ethvlone, 405, 617 
3 3-1):-.: ! Id.. 

I):u-i.-.'. -x:.v. d:!:’ 

i i 

I dv-Nv..:.650 

I): ,-l(vd :■■■,, 578. 617, 7 91 
i!;■.'» 

Dikotones as Diesel Oil Dopes, 884 
Dimethyl Aniline, 384 
Dimethyl Butadiene, 179, 617 

2- 3-Dimethyl-1-3 Butadiene, 791 
2-2-Dimethyl-Butane, 591, 789, 790 
2-3-Dimethyl-Butane, 591, 600, 789, 790 
Dimethyl 2-4-Cyclohoxadiene, 617 
Dimethyl Cyclohexane, 783 

1 -1-Dimethyl Cyclohexane, 598 
1-2-Dimethyl Cyolohoxane, 591, 793 
1-3-Dimothyl Cyolohoxane, 591, 602, 793 
1-4-Dimethyl Cyclohexane, 591, 617, 793 

1- 2-Dimethyl Cyclohexene, 793 

2- 4-Dimothyl Cyclohexene, 793 
1-1-Dimethyl Cyolopentane, 600 

1 -3-Dimothyl Cyolopentane, 591, 617 
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Dimethyl Diethyl Methane, 495 
2-6-Dimethyl Heptane, 789, 790 
Dimethyl Ether, 377 
2-5-Dimethyl Hexane, 789, 790 
2-6-Dimethyl Octane, 584 
2-7-Dimethyl Octane, 789, 790 
2-3-Dimethyl 1-3-Pentadiene, 617 
2-2-Dimethyl Pentane, 591, 600, 789, 790 

2- 3-Dimethyl Pentane, 591, 789, 790 
24-Dimethyl Pentane, 591, 789, 790 

3- 3-Dimethyl Pentane, 591, 789, 790 
2-2-Dimethyl 2-Pentene, 791 
2-3-Dimethvl 2-Pentene, 791 
2-4-Dimethyl 2-Pentene, 791 
2-2-Dimethyl Propane, 789, 790 
Dimethyl Sulphate, 596 
Diolefines— 

Anti-Knock Value, 791 
Bromination, 570, 571, 573 
Reactions -with Sulphuric Acid, 178 
Polymerization, 178, 617 
jo-Dioxybenzene, 794 
Direct Injection of Motor Euels, 846 
Dispersion Contactors, 219 
Dissociation— 

Effect on Engine efficiency, 667 
Dissolved Gum—see Gum, actual 
Distillation, 3, 24 
Air Equilibrium, 700-708 
A.S.T.M., 703 

Atmospheric Recycle Units, 203 

Atmospheric Single Plash Units, 202 

Atmospheric Vacuum Rerun Units, 204 

Batch, 12 

Continuous, 7, 9, 25 

Differential, 12,14, 22 

Efficiency, 21 

Engler, 518, 703, 627 

Engine, 710 

Equilibrium, 11, 22 

Plash, 14 

Fractional, 6, 20 

Hempel, 519 

Intermittent, 10 

I.P.T., 527 

Laboratory, 600 

Natural Gasoline, 528 

Plant, 17 

Podbieloiak, 522, 523 
Pressure, 15 
Simple, 12 
Steam, 13, 22 

True Boiling Point, 42, 521, 622 
Vacuum, 14 

Distribution, Fuel Mixture, 681, 826, 830 
Motor Fuel, 275,300-308 
Cost, 275, 308 
Disulphides, 167, 169 

E-Crr.Ccr, 547 

Dc :■ T< ■■■■, 

Doctor Treatment—see Plumbite 
Downdraft Carburation, 680, 757 
Dubb’s Cracking Plant, 92 
Pressure Distillate, 783 


Durain, 332 

Dyes for Motor Fuels, 653, 654 
“ Dynakol ” Motor Fuel, 443 


Eabths, Refining— 

Acid Treated, 233 
Activation, 237, 238 
Chemical Composition, 232 
Impregnated with other Refining Agents, 
261 

Methods of Use— 

Contact Filtration, 244 
Percolation, 240, 241, 243 
Vapour Phase—see also Gray Process — 
246-250 

Neutralizing Action, 205, 244 
Refining Action, 230, 239, 273 
Regeneration, 251—255 
Tests for Adsorptive Capacity, 257-250 
Edeleanu Extract, 227 

Hydrogenation, 352 
Refining Process, 227, 272 
Eesti-Patendi A.S. Shale Retorts, 471 
Efficiency of Engines, 657, 658, 659, 660 
Air-Cycle, 657, 658 
Thermal, 660 
Volumetric, 674 
Elektron Alloy, 865. 

Elemental Sulphur—see Sulphur, Elemental 
Engines— 

Aircraft, 685-691 

Automobile, 683 

Diesel, 851-854, 860-866 

Efficiency-—see Efficiency of Engines 

Ideal Heat, 657—660 

Motor Cycle, 684 

Pressure in, 672, 673 

Racing, 683 

Steam, 657 

Temperatures in, 427, 667-671 
Engine Distillation, 710 
Engler Distillation, 518 
English Motor Fuels— 

Alcohol Fuels, 815, 816 
Benzole Mixtures, 813, 814 
No. 1 Grade, 813, 814 
No. 3 Grade, 813, 814 
Equilibrium— 

Adsorption, 111 
Gas-Liquid, 4,19,100, 106 
High Pressure, 16 
Ergomctor, 257 
Essence Tourisme, 818 
Esso Motor Fuels, 817, 818, 821 
Ethane— 

Dehydrogenation, 400 
Pyrolysis, 400 

Ethyl Alcohol, 380, 407, 466 
Anti-Knock Value, 420, 788 
Commercial Standards, 418 
Corrosive Action, 833-836 
Physical Properties, 417 
Poisonous Properties, 437 
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Ethyl Alcohol, Production— 

By Fermentation, 385, 380 
In U.S.A., 3H0, 388 

Synthetic Processes, 378-382, 387-392, 
394, 403 

Solubility in Hydrocarbons, 408—ill 
Ethyl Benzene, 009, <>00, 792 
2-Ethyl Butane, 584 
Ethyl Cyclohexane, 591, 793 
l-lh'-! frl -'-r-e, 793 
I ; ■ ■ .. 591, 793 

Ethyl Cyelojienlono, 591 
l-Ethyl Cyolopontone, 793 
EthylGasoline — 

In America, 809, 810, 841 
In England, 818, 830 
Specifications, 810 

Ethyl OtiHolino S.30 Knock Testing Engine, 
753 

Ethyl Hydrogen Sulphate, 387 
Ethyl Iodide, 704 

1- Ethyl 4-Methyl Cyclohexane, 703 

2- Ethyl 4-Methyl Cyclohexane, 793 

3- Ethyl Pentane, 591, 789, 790 
2-Ethyl 2-Pontono, 791 

3 ?- Ethyl Toluene, (SOI 
Ethyl Xylene, (SOI 
Ethylene— 

Anti-Knock Value, 791 
Bromination, 570 

Pi .lyii'.i’iT/.iitiu:!, 887, 351, 302, 401-400 
Keaeiion w:;i» Solphiirio Acid, 387, 388, 390 
Thermal Decomposition, 492 
BUiylono Ozonido, 577 
Evaporation Eohhck, 277-284 
Exchangers, Iteat, 25 
Exhaust Cases — 

Composition, 0(5(1 
Tempera Lure, 070, 071 
Exhaust Valve's - 
Cooling, 070 
Corrosion, 009 
Stool, 782 
Temperature, 071 
Existent Cum —soo Gum, Actual 
Explosions-— 

Benzene-air Mixtures, 740 
Knocking, 7-IO, 741 
Non-Knocking, 740, 741 
Poutuno-Air Mixtures, 740 
Explosive Limits—- 
Alcohol-Air Mixtures, 417, 006 
.Polrol-Air Mixtures, 290, 291, 001 

F.C. PitooKSS for Piumbito Recovery, 100 

Fermentation, 385 

Fomentation Gases, 373 

Feme Sulphate, 220 

Forrous .Sulphato, 582, 009, 022 

Film Coefficient, 02, 06 

Fire Insurance, 299 

Flame Propagation, 738, 851, 853, 854 
Velocity, 062 

Flash, Points of Diesel Oils, 869 


Volume II contains paragraphs 613 to 92(>) 

Fleming Vapourless Storage Tanks, 279 
Floridin, 232 

Regeneration, 240 

985, 293, 294, 298 
! ■ m 097, 747 

Formolito Reaction, 597 
Franco— 

Alcohol Fuels, 818, 842 
Motor Fuels, 818 

Francis Bromine Number Determinations, 573 
Frasch Refining Process, 136 
Freeman Multiple Retort, 483 
Freezing Points— 

Aqueous Ethyl Alcohol Mixtures, 911 
Aviation Fuels, 831 
B ’ ‘' v ■ F J ’-y! hlcohol Mixtures, 910 

Fuel Injection Systems, 855-800 
Bosch, 858, 859 

Fuel Systems, Aircraft, 827, 828 
Fugaeity, 10 
Fuller’s Earth, 230, 232 
Fnrfuraldohydo, 596 
Furnaces, Roasting, 252-264 
Ftwain, 332 
Fusel Oil, 407, 413 
Fusion Rotary Retort, 483 

Caliecian Crude Oil, (301 
Gardner Diesel Engines, 805a 
Gas— 

Compressed, us Motor Fuel, 505 
Cracked—see Cracking Gas 

T.:»:ik. i.. «. i», 100 

N..::. ,■ ■ • Gas 

Germany.Met or Fuels, 819 

Gibbt-Fivumilieh Adsorption Theory, 230 
Glass Dish Gum Tests, 027 
Glycol Mon on oo bate, 596 
Gravities, A.P.I., 520, 800 
Baumo, 520, 891 
Gray Process, 130, 273 
Costs, 250 
Plant, 247, 248 
Polymers Formed, 240 
Typos of Earths used, 250 
"Violds of Refined Products, 260 
Grosny Crude Oil, 001 
Gum, Actual, 015 

Air-Jet Evaporation Tests, 628, 629, 630* 
631 

Chemical Composition, 618, 624 
C. rf Tests, 030 

( 1/.. ’.I ■ 3, 624, 625, 620 

c Operation, 640-643 
I ■ . I,. ;■1-643 

ulass Dish Tests, 627 
Permissible Content in Motor Fuels, 640- 
043, 834 

Proposed Standard Tests— 

A.S.T.M., 633 
I.P.T., 034 

Removal From Motor Fuels, 652 
Steam Oven Tests, 627 
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Gum. Formation— 

Acetyl Peroxide, Effect in, 621 
Autoxidation, in, 617-624 
Benzole, 320 
Chemistry, 616-624 
Catalytic Effect, 619, 620, 623, 624 
Induction Period, 625, 636, 633 
Per-Acid Theory, 623 
Peroxide Theory, 619-622 
Pure Hydrocarbons, 617 
Gum Inhibitors, 320 
Anti-Oxidation Effects, 645 
Effect of Concentration, 648 
Large Scale Tests, 649 
Patents, 651 

Relative Efficiencies, 650 
Gum, Potential, 635-640 
Definition, 615 

Effect on Engine Operation, 615, 640 
Oxygen Bomb Tests, 

Gum, Pseudo, 618, 623 

Gum Stability of Motor Fuels, 635, 639 

Gyro Cracking Process, 95 

Hanover Crude Oil, 601 

Hanus Bromine Number Test, 571 

Harbour Regulations, 301 

Hardstoft Crude Oil, 601 

Heat of Combustion—see Calorific Value 

Heat Distribution in Engines, 430 

Heat Engines, 657-659 

Heat Exchangers, 25, 32-38 

Heat Transfer, 25, 31-3S, 58-71 

Heckmann Column, 27, 40 

Hemi-Mellithene, 600 

Hempel Distillations, 519 

Henry’s Law, 100 

n-Heptane, 405, 427, 591, 594, 600, 745, 788, 
789, 790 

Ex Pinus Sabiniana Oil, 405, 779. 

Heptane, 588, 788 
tso-Heptane, 594 
Heptene, 591 

1- Heptene, 591, 791 

2- Heptene, 565 

3- Heptene, 791 
1-Heptine, 571 

ji-TTf ptjl Alcohol, 407 

4- ]-lepi\ I Kosori.luol, 650 
Hexadecene, 575 
1-5-Hexadiene, 617, 791 
Hexa-Hydro m-Xylene, 495 
Hexane, 588, 749, 78S 

7i-Hexane, 405, 427, 591, 594, 600, 745, 789, 
790 

750 -Hexane, 594 

1- Hexene, 491, 591, 791 

2- Hexene, 791 
71-Hexyl Alcohol, 407 
Hexyl Benzene, 567 
4-Hexyl Resorcinol, 650 
Hexylene, 490 

High Flash Point Fuels—see Safety Fuels 
Higher Alcohols—see Alcohols, Higher 
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“ Hillman ” Automobiles, 683 
Horse Power Formulae, 673 
Horton-Spheroid, 281 
Hub! Bromine Number Test, 571 
Hydration— 

2-Butene, 393 
Ethylene, 391, 392, 394 
Olefines, 387—394 
Hydriodio Acid, 346 

Hydrocarbons, Isolation from Petroleum,_600 
Hydrocyanic Acid, 312, 316 
Hydrofining, 262, 355 
Hydrogen— 

Contents of Diesel Oils, 331 
Contents of Motor Fuels, 331, 663-666 
Hydrogenation Plant Recycle, 344 
Manufacture, 333-339, 341-343 
Purification, 344 

Hydrogen Peroxide, Action on Hydrocar¬ 
bons, 582 

Hydrogen Sulphide, 312, 604 
Aerial Oxidation, 138 
Removal from Oils, 138, 167 
Hydrogenated Safety Fuel, 356, 845, 846, 847 
Hydrogenation— 

Bitumen, 478 
Brown Coal, 328, 486 
Coal, 326-328, 332, 357-360, 364, 466 
Cellulose, 327 
Cracked Naphtha, 348, 355 
Cracked Recycle Oils, 348 
Creosote, 486 
Edeleanu Extracts, 356 
Fuel Oils, 348 
Gas Oils, 348, 352 
Coal Tars, 364, 486 
Refinery Residues, 348, 350 
Shale Oils, 365, 476 
Hydrogenation Process, 327, 348 
Catalysts, 327, 331, 345-347, 352, 366 
Chemistry, 330, 332 
Costs, 351, 353 
Flow Sheets, 348 

Future Prospects, 361 
High Temp ‘-•.tv;-: 352 

Historical 1 v i-,:pi . 326 329 

Low Temperature Operation, 352 
Plant, 348, 367 
Recycle Gases, 344 
Hydrolysis, 387, 600 
Fractional, 600 
Hydrometer, 525 
Hydroquinone, 650, 794 
4-Hydroxy 1-3-Dimcthyl Benzene, 650 
2-Hydroxy 1-3-Dimethyl Benzene, 650 
4-Hydroxy 1-2-Dimethyl Benzene, 650 
2-Hydroxy 1-4-Dim ethyl Benzene, 650 
o-Hydroxy Diphenyl, 650 
p-Hvdroxy Diphenyl, 650 
Hydroxylation Theory of Combustion, 747 
Hypochlorite Refining Process, 163, 269 
Patents, 164 
Hypochlorite Solutions— 

Action on Sulphur Compounds, 167 
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Hypochlorite Solutions— 

Application, 1 <>(> 

Preparation, l<ii» 

IdbaTj Plato, 107 
Ignition Lag— 

Diesel Engines, Ho,'5, 861 
Petrol Engines, 602 
Imports, Motor Fuel— 

Franco, Si 10 
C 

\ ■: :v: ...■.. , oir>, sms 

Imports, Oil -« 

United Kingdom, DM, 1)16 
[minx Numbers, 621) 
indicator — 

Diagrams, (173, 863, 854 
R.A.K., 878 

induction Period in (Jam Formation, 066, 030, 
038 

Infra Red Absorption Snootra, 000 
Inhibitors —see (him Inhibiton 
Instill Refining Proems, 2-16, 318 
Insurance, Fire, 209 
Iodine, 340 

Iodine Numbers, 670, 671 

Estimation, liiuuts Method, 671 
Until Method, 67L 
Wijs Method, 671 
Iron Acetyl Auetouate, 780, 787 
Iron Carbonyl, 383, 780, 778 
Ifioprmui, 670, 017 
Italy, Motor Fuels, 820 

•Iunkins Cranking Process, 88 
.Jet Mixers, 216 


IvKHSicr. Proeoss for Piumbito Recovery, 169 
Ketones, 381, 413 
Knock Ratings— 

Comparison of Results on Diiloronb l'lnginos, 
702 

Correlation with Road Tost Results, 768 
Determination •— 

Audibiliby Methods, 704 
Bonnemg Pin Methods, 700, 707 
Electric Audibility Methods, 708 
Tompnraluni Methods, 709 
Time Lag in Measurements, 770 
Knock Ratings— 

Effect of Engine Conditions — 

Air Humidity, 744 
Baromotrio rrimnro, 774 
Carburottor .Setting, 771 
Ignition Timing, 772 
Knock Intensity, 773 
Lubricating Oil, 776 
Temperature, 770, 777 
Knock Ratings— 

Alcohols, 419, 420, 794 
Aviation Fuels, 763, 701 
Bonzole, 776, 777, 778 
Hydrocarbons, 788-703 
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I Knocking— 

Choinioal and Physical Aspect s, 737 
Difference between—and Detonation, 737 
Difference between—and Pre-ignition, 737 
Effect of Engine Design, 738 
Effect of Peroxides, 747-749 
Effect on Rate of Pressure Rise, 740, 745 
Knocking, Diesel, 870--S81 
Knocking Theories— 

Detonation Theory, 745 
Nuclear Drop Theory, 746 
Puroxido Theory, 747, 74S 
_ Spontaneous Ignition Theory, 744 
Knook Testing Engines— 

Armstrong- Whitworth, 754 
Co-operative Fuel Research (C.P.R.), 755- 
700 

Ethyl Gasolino S.30, 753 
Ricardo E5, 762 
Rioartlo E35, 751 


LaoiimaN Process, 220, 271 
Laevulic Aoid, 690 

Lamp Method of Total Sulphur Estimations, 
530-640 
Lard Oils, 570 

Latent Heat of Vapourizat on, 074 
“ Lattbnntyl,” 424, 444 
Lead Morcaptido, 644 
Lead Sulphate, 640 
Load Sulphide, 157, 103, 544, 516 
Lead Susceptibility, 783, 784 
Load, Totra Ethyl, 322, 730, 742, 740, 760, 778 
Anti-Knock Properties, 783, 704- 
Corrosive Properties, 782 
Decomposition, 782 
Detection, 552 
Estimation, 553, 554 
Ethyl Fluid, 782 
Manufacture, 785 
Poisonous Properties, 781 
Lightning Conductors, 280 
Lime— 

Manufacture, 147 

Reactions with Sulphur Compounds, 147, 
204a 

Solubility in Common Salt Solutions, 147 
Solubility in Water, 147 
Slurries, 

Use of—in Modified Doctor Treatment, 1.62 
in Neutralization of Acidity, 138, 147, 
264a 

Limonone, G17 

Lorontz Specific Refraotion, 587 
Lovibond Tintometer, 530 
T. ;v Tc-ra: itvrt* Carbr-.:r.«-r..482-487 

Knees on Knock Ratings, 7 75 

Magnesium, Corrosion by Alcohols, 433—436 
Magnesium Hydroxide—see Bruciie 
Magnesium Nitride, 555 
Magnesium Sulphate, 163 
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X:T> " 'V V: .ver, 588 
)'l ■ ’■! ■ -Fuels— 

U.S.A., 811 

United Kingdom, 308, 813, 816 
McHhiney Bromine Number Test, 572 
Mean Effective Pressures, 673 
Mereaptans, 167, 170 
Corrosive Properties, 606 
Doctor Test, 545 
Oxidation, 141, 167, 546 
Qualitative Estimation, 544, 545 
Quantitative Estimation, 546 
Mercury Salts, Reaction with hydrocarbons, 
575-576 

Mercury Test for Elemental Sulphur, 551 
Mesitylene, 569, 600, 601, 792 
Methane— 

Motor Fuel, 505 
Oxidation, 403 

Popp irp.r) 

?*! • ' ■ S:-7.:V !! ■ ' . 334-337 

Methanol— 

Anti-Knock Properties, 419 
Consumption in U.S.A., 384 
Corrosive Properties, 433-436 
Fuels—see Alcohol Fuels 
Manufacture from Fermentation Gases, 373 
Manufacture from Water Gas, 370, 371, 
374-377, 488 
Catalysts, 375-377, 488 
Equilibrium Constants, 374 
Plant, 383 
Statistics, 384 

Manufacture from Wood Tars, 369 
Miscibility with Hydrocarbon Fuels, etc,, 
405, 406 

Methyl Alcohol—see J {ethanol 
Methyl Amino Phenol, 647 

1-2-Methyl n-Amyl Cyclohexane, 793 

1-2-Methyl n-Amyl Cyclohexene, 793 

1-3-Methyl n-Amyl Cyclopentane, 793 

1- 3-Methyl iso -Amyl Cyclopentane, 793 
Methyl Bromide, 294 

2- Methyl Butane, 591, 589, 790 

2-Methyl 2-Butene, 793 

1-2-Methyl n-Butyl Cyclohexane, 793 
1-3-Methyl n-Butyl Cyclohexane, 793 
1-4-Methyl w-Butyl Cyclohexane, 793 
1-3-Methyl wo-Butyl Cyclohexane, 793 
1-3-Methyl n-Butyl Cyclopentane, 793 
Methyl Cyclohexane, 405, 427, 591, 600, 788, 
793 

1-Methyl Cyclohexene, 575, 582, 593 
Methyl Cyclohexyl Cyclohexane, 591 
Methyl Cyclopcntar.e, 591, 600, 793 
1-2-Methyl Ethyl Cyclohexane, 793 
1-3-Methyl lv,hyl Cyclohexane, 793 
1 -4-Methyl Ethyl Cyclohexane, 793 
1 -2-Methyl Ethyl Cyclohexene, 793 - 
4-2-Methyl Ethyl CyclopentadLiene, 617 

1- 3-Methyl Ethyl Cyclopentane, 793 
Methyl Ethyl Ketone, 381 

2- Methyl Heptane, 591, 600 

2-Methyl Hexane, 591, 600, 789, 790 


3-Methyl Hexane, 591, 600, 789, 790 
a-Methyl Naphthalene, 880 

3-Methyl 1-3-Pentadiene, 617 

2- Methyl Pentane, 591, 600, 789, 790 

3- Methyl Pentane, 591, 789, 790 

3-Methyl 2-Pentene, 600 
1 -2-Methyl n-Propyl Cyclohexane, 793 
1-3-Methyl n -Propyl Cyclohexane, 793 
1-4-Methyl n-Propyl Cyclohexane, 793. 

1-4-Methyl wo-Propyl Cyclohexane, 591, 793 
1-2-Methyl tio-Propyl Cyclobexene, 793 
1 -3-Methyl n-Propyl Cyclopentane, 793 
Methyl n-Propyl Ketone, 381 
Methylal, 597 

Methylene Blue Testa, 259 
Mexia Crude Oil, 601 
Mexican Crude Oil, 601 
Mid-Continent Crude Oil, 87, 350, 7S3 
Mineral Seal Oil, 109 
Miri Gasoline, 408 
Mixed Base Crude Oils, 1 
Mixture Strength— 

Effect on Flame Velocity, 622 
Effect on Thermal Efficiency, 675 
Effect on Volumetric Efficiency, 674 
Molasses, 385 
Molecular Weights, 13, 899 
Molybdenum Catalysts, 327, 335, 346, 366, 
476, 486 
Oxide, 346, 347 
Sulphide, 346, 347 
Monopolin, 445 
Motor Cycle Engines, 684 
Motalko, 442 

Moore Spontaneous Ignition Temperature 
Apparatus, 883 
Morris Automobiles, 683 
Motor Fuels— 

American— 

Competitive Price, 808 
Ethylized, 809, 810 
Premium Grade, 808 u 

Third Grade, 809 
American Specifications, 802-807 
English Specifications, 812 
Belgium, 822 
Denmark, 821 
France, 818 
Germany, 819 
Italy, 820 

United Kingdom, 813-816 
Benzole Blends, 405, 813 
Ethyl PetrolB, 813 
No. 1 Grade, 813, 814 
No. 3 Grade, 813, 314 
Retail Prices— 

America, 811 
England, 308 
Motor Vehicles, 683 
Registration, 921, 926 
Taxation, 922, 923 
Mustard Gas, 580 

Naththaleite, 363, 481, 577 
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Naphthene Hydrocarbons - 
Action of Bacteria, 598 
Aniline Points, 691 
(hacking, 77 

Dehydrogenation, 77, 698 
Estimation, 598 
Occurrence, 0U2 
Oxidation, 598 
u-Naphlhol, tint) 
fl-NaphlUol, <100 
Natulite, 4,70 

National Benzole Mixture, III I 
Nat ural (Jan •• 

Ooniposilion, .'Mil, 498 
Pyrolysis, I ill) 

,Source of Hydrogen, 312 
Natural Gasoline, Si'.) 

Blending, 12<i Mill 
(SomjnlHition, 102, 125 
Recovery from Nat ural Maw, 103 118 
iSpreifieotions, 125 
Stabilization, lit) 124 
Neutralization of Aridity -- 
With Ammonia, 145, 150 
With Hrucite, 151-153 
With Mans tic Soda, 137 
With Dime, 147, I4H 
With Refining Earths, 205 
Neutrality Teat for Benzoles, 55(1 
Newton's* law, 01 
Nickel Carbonyl, 7H1 

Nideal Catalysts, 327, 335, 340, 303, 372, 4HH, 
403 

Nitrio Aoiil-— 

Reaction with Hydrocarbons, 583, 505, 508 
Nitrio Oxide— 

Reantion with Hydrocarbons, 585 
Nitrobenzene, 094 
Nitrtmo fl-Naphthol, 050 
n-Nmumo, 501, 508 , 000, 780, 700 

l-Nonene, 591,701 

Nuclear Drop Theory of Knocking, 740 

OtiiOAN Installations, 300-303 
OoUnio, Knock-rating (Standard, 750, 770, 788 
n-()cLane, 581). 501, 000,745, 780,700 
Wf-Ootane, 750, 770, 788 
Orlanaphtherm, 002 
Oi l,iii:u Number-see Knock-Ratings 
Blending, 780 
Ootono, 575, 501 

1- Ootone, 405, 501, (117, 791 

2- Ootono, 405, 570, 701 

3- Ootono, 701 

4- Octcmo, 701 
n-Ontyl Alcohol, 407 
Aea-Ootyl Alooliol. 407 

Oil Absorption ProoosH, 100-109, 314 
Oil Shale—aoo Shale, Oil 
Oklahoma Crude Oil, 000, 001 
Olefines— 

Hydration, 387-304 

Palvmcrization, 178, 387, 391, 392, 490-497, 
500-5(19 
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Olefines, Reactions with— 

Aluminium Chloride, 495, 490,581 
.Bromine, 570, 572- 574 
Hydrogen Peroxide, 582 
Iodine, 571 

Mercury Salts, 575, 570 
Nitric Acid, 583 
Nitric Oxide, 585 
O/.oiio, 577 
Perbenznic Acid, 578 
'Potassium Permanganate, 584 
Sulphur Monoeldoride, 580 
Sulphuric Acid, 178 180, 387-390, 600- 
509 

Thioeyaiiogcn, 570 
Olefines, Thermal Decomposition, 77 
Oreinol, 050 

Orifice, Flow of Fui<ls through, 211 
Orifice Columns, 210-212 
Osterstrom Refilling Process, 200 
Oxidants, 750 
Oxidation— 

llydrocarlions, 403, 582-584, 698, 023, 
740 

Processes in Refining, 173 
Oxygen Values, 578 
Ozone— 

Aetion on Hydrocarbons, 577 
Refining Action, 173 
(tommies, 577 


pAOJCATtn Diesel Engines, 848 
Packed Columns, 0, 214 
Palin Oils, Cracking, 507 
Panhandle Crude Oil, 350, 001 
Panueo Crude Oil, 87, 350, 001 
Paraffin Base Crude Oils, 1 
Paraffin Hydrocarbons— 

Aetion of Bacteria, 598 
Aotion of Chemical .Reagents, 584, 589, 597, 
608 

Aniline Points, 590-592 
1 >eh.ydrogemiti on, 78 
Estimation, 60S 
Occurrence, 000 
Thermal Decomposition, 77, 78 
Parker Carbonization Retort, 482, 483 
Pennsylvanian Crude Oil, 001 
Pentane, 104 

n-Pentane, 406, 591, 594, 789, 790 
wo-Pontano, 405, 427, 594 

1- Pentone, 582, 591 

2- Pontone, 591, 017, 023, 791 
Popper, Acid, 145, 205 

Per-Acid Theory of Gum Formation, 023 
Porbonzoic Acid, 578 
Peroxides, 017, 747, 748 
Effect of Reagents on, 023 
Effect on Cum Formation, 619-022 
Effect on Knocking, 748, 749 
Formation, 577 

Poroxide Theory of Knooking, 748, 749 
Petrol, Estimation in Crude Oils, 517-622 
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Petroleum Acts (U.K.), 275 
Persian Crude Oil, 107, 001, 783 
Peruvian Crude Oil, 601 
Phenetidin, 794 
Phenyl Ethyl Alcohol, 407 
Phenylhydrazine, 596 
Phenyl Propylene, 617 
Phenols, 330, 363, 650 
Gum Inhibitors, 650 
Presence in— 

Cracked Spirits, 143 
Benzoles, 143, 316 
Phloroglucinol, 650 
Pine Oils, 413 
Pintsch Retorts, 471 

Pinus Sabiniana Oil, Isolation of zi-Heptane, 
405, 779 

Pipe Heaters, 28-30, 91, 93 
Design, 31-38 
Piperidine, 316, 413 
Piperylene, 617 
Pistons, 671, 676 
Plate, Ideal, 107 
Plumbite Process, 267 
Chemistry, 154r-157 
Solutions-— 

Cost of Recovery, 160 
Efficiency of Recovered, 160 
Recovery, 158—160 

Podbielniak Distillation Apparatus, 522, 523 
Poiseuille’s Law, 33 
Poisonous Properties— 

Ethyl Alcohol, 437 
Lead Tetra Ethyl, 781 
Methanol, 437 
Polymerization— 

Butylenes, 493 
Catalysts, 493, 495, 496 
Chemistry, 490, 566-568 
Effect of Silent Electric Discharges, 491 
Effect of Ultra-Violet Light, 491 
Ethylene, 387, 391, 392, 491-496 
Propylene, 394, 493 
Polymers- 

Anti-Knock Value, 179,496,794 
Properties, 496, 566 
Polysulphides, 143, 184 
Corrosive Action, 607, 608 
Potassium Hydroxide, 534 
Monosulphide, 143 
Permanganate, 584 
Persulphate, 584 
Phosphate, 495 
Polysulphide, 143 
Thiosulphate, 143 
Trisulphide, 143 

Potential Gum—see Gum, Potential 
Powell Crude Oil, 601 
Power Methylated Spirits, 385 
Pratt & Whitney Aero Engines, 691 
Pre-ignition, 737 
Pressure— 

Bearing, 677 
Compression, 672, 669 
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Pressure— 

Explosion, 672 
Prilezhaev Reaction, 623 
Producer Gas, 313 
Portable Plants, 504 
Propane— 

Dehydrogenation, 401 
Effect on Vapour Lock, 723 
Propionaldehyde, 381 
«-Propyl Alcohol, 407 
iso-Propyl Alcohol, 387, 407 
72 -Propyl Benzene, 792 
tho-Propyl Benzene, 569, 792 
n-Propyl Cyclohexane, 591, 793 
2 .so-Propyl Cyclohexane, 793 
72 -Propyl Cyelopentane, 591, 793 
l-? 2 -Propyl Cyclopentene, 591 

1 -4-72-Propyl Methyl Cyclohexene, 793 

2 -4- n -Propyl Methyl Cyclohexene, 793 
Propylene— 

Absorption in Sulphuric Acid, 387, 389 
Anti-Knock Value, 791 
Polymerization, 394, 493 
Thermal Decomposition, 502 
Pumps, 218, 298 
Pyknometer, 

Pyridine, 363 
“ Pyro-Eax ”, 505 
PyrogaUol, 650 

Pyrolysis—see also Cracking— 

Butane, 402, 502 
Ethane, 400, 501 
Ethylene, 492 
Hexane, 502 
Methane, 399, 500 
Pentane, 502 
Propane, 401, 502 
Propylene, 502 

“ Pyrolysis Benzole,” 499,600, 502, 503 
Racing Fuels, 816 

R.A.E. Spontaneous Ignition Temperature 
Apparatus, S82 
Railway Regulations, 275 
Raoult’s Law, 4,16, 100 
Reagan Crude Oil, 601 
Recycle Ratio, 85, 348 
Refining Plant, 208—220 
Reflux Ratio, 7, 47 
Reforming, 333 
Refraction, Specific, 587 
Refractive Tndex, 587 
Registrations, Motor Vehicle, 921, 926 
Reid Vapour Pressure— 

Calculation, 724 
Determination, 533 
Specifications, 802—807 
Rerunning— 

Decomposition of Distillates in, 145, 200, 
201 . 

Equipment—see also Distillation Plant — 
201-204 
Resorcinol, 650 

Resultant Air-Euel Vapour Mixture, 701 
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Retorts, Carbonization, 3115 
Crozier, '182, 483 
Freeman Multiple, 482, 483 
Fuel Research, 482, 483 
.Fusion Rotary, 482, 483 
Parker, 482, 483 
Reynolds Criterion, 33, 34 
Rhoclan Solutions- -sou also Thinc-yunogen —570 
Ricardo Knock Testing Engines, 738, 751, 
752 

Richardson Lamp, 537 
RicinoJeic Acid, 413 
Road Tests, 7it! 

Alcohol Fuels, 423 
Knock Rat ings - 

Correlation with Laboratory Results, 758 
Roasting Furnaces ~ 

Multiple Hearth, 254 
Rotating, 252 
Vertical Shaft, 253 
Rolls-Royce Aoro Engines, 08!) 

Rolls-Royao Jliesol Engines, 848 
Roumanian Crude Oil, 001, 783 
Rudgo-Whitworth Motor Cycle .Engines, 684 


HAKETY Fuels, 350, 845,-847 
Anti-Knock Valuo, 356, 847 
Manufacture, 356 
Properties, 356 

Haler mo Coal Carbonization 'Process, 483 
Samples— 

“ All Levels,” C1G 
Bottle, filti 
Thief, 516 
Protection, 515 
Sampling, 514-510 
Continuous, 516 
Natural Ganelina, 510 

Saturated Hydnmnrhnns—wo also Naph¬ 
thenes ail'!- P-rraJUns — 

Estimation in Benzoles, 557 
Saybolt Ohromomotor, 531 
Scottish Shale, 467 
(las Oil, 875 
Oil- 

Properties, 473 
Production, 407 
Reserves, 467 

Selective Solvents, 227, 228, 500, 000 
Selenium Tofcra Ethyl, 704 
Seminole Crndo Oil, 601 
Settling Tanks, 217 
Shale Oil— 

Cracking, 472, 475 
Estonian, 470, 475 
Hydrogenation, 365, 472, 470 
Properties, 460, 473 
Refining, 130 
Skftlo, Oil— 

Analyses, 4CE 
English, 468 
Ooourrenoo, 467, 469 
Properties, 470 
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Shale Oil- 
Retorting Systems, 471 
Bcsti Patondi A.S, 471 
Pintsch Retorts, 471 
Shell Stills, 25, 27, 28 
Silica Gel, 315, 316 

Desulphurizing Efficiency, 234 
Manufacture, 234 
Use, 200 

Simms Acid and Clay Refining Process, 

Smackovcr Crude Oil, 350, 601 
Sodium Hydroxide—see also Caustic Soda 
Sodium Mercaptidcs, 130, 140 
Hydrolysis, 139 
Sodium-Potassium Alloy, 555 
Solubility— 

Brucito in Water, 102 
Ethyl Alcohol in Hydrocarbons, 40S 
Motor Fuels, 408 
Lime in Water, 147 
Salt Solutions, 147 
Methanol in Hydrocarbons, 405, 406 
Motor Fuels, 405, 406 
Motor Fuels in nrj. Ethyl Alcohol, 408 
Water in ITydr-ri-lmm 009 
Solution, y 
Selective— 

Use in Hydrocarbon Analysis, 596 
Solvent Naptha, Coal Tar—. 

Heavy, 317, 321 
In Aviation Fuels, 831 
Light, 317, 321 
Specific Gravity— 

Aviation Fuols, 825 
Bottles, 525 

Buoyanoj Correction, 524 
Conversion Factors, 526 
Caustic Soda Solutions, 895 
Determination, 524, 525 
Diesel Oils, 868 

Ethyl Alcohol-Water Mixtures, 418 
Filming Sulphurio Aoid, 897 
Hydrocarbons, 587 
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